Veteran Carl Albert To House Speakership * 
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Massive Oil 
Spill Threat 
To Coastline 
Wildlife, Beaches Periled; 
Slick Spreads Far, Wide 


By PAT ANGLE 
A massive oil slick, which has turned San 
Francisco Bay into a sea of green and black 
iridescent slime, continued to spread today, seep­ 
ing through the Golden Gate and periling miles 
of beaches in San Francisco and Marin. 
The oil spill, the most disastrous in the Bay’s 
history and possibly worse than the spill in the 
Santa Barbara channel last year, resulted from a 
pre-dawn collision of two oil tankers yesterday in 
the fog west of the Golden Gate Bridge. 
Tides and winds pushed the slick north toward 
West Marin beaches today, c l e a n - u p crews 
worked feverishly to clear the mess. 
Conservationists feared for the lives of thou­ 
sands of wild creatures and officials reacted with 
anger and dismay and calls for stricter controls 
on shipping. 
______________________ 


Oil-drenched duck found on the beach at Fort Baker in Southern Marin today was one of the victims of yesterday's disaster. 


tIndependent-Journal photo by Jim Kean) 
Volunteers Working To Save The Birds 


M arin’s conservationists, 
aided by countless willing 
young people, began efforts 
today to rescue pitifully oil- 
soaked birds. 


Although 
ham pered 
by 
lack of a “ coordinated plan 
for such a d isaster” as yes­ 
terd a y ’s oil dum p into San 
Francisco Bay, by noon to­ 
day rescue and washing op­ 
erations were underway at 
several hurriedly set up sta­ 
tions. 
One of the f i r s t to get 


going was at the Audubon 
Society’s 
Richardson 
Bay 
Sanctuary, 
where 
volun­ 
teers and Marin H um ane 
Society trucks were bring­ 
ing saturated and confused 
birds. 


Standard Oil Co. provided 
a nontoxic cleaning oil for 
the birds, according to Bev­ 
erly McIntosh, in charge of 
operations today, but dona­ 
tions of rags, new spapers 
and cardboard boxes with 
tops were needed, she said. 


All of the cleaning sta ­ 
tions were providing sim i­ 
lar care, with the exhausted 
birds set in tubs of cleaning 
oil, soaked, gently rubbed 
with rags and then put in 
boxes with shreds of paper 
and kept in a warm place. 


Mrs. M cIntosh said the lo­ 
cal stations were only prov­ 
iding prelim inary cleaning 
and the birds will be sent to 
the National Wildlife H ealth 
Foundation 
in 
P leasant 
Hills for a final cleaning. 


At Richardson Bay sta­ 
tion, groups of cheeful teen­ 
age youngsters along with 
older 
volunteers 
gently 
massaged birds in oil. The 
birds, which included a var­ 
iety of wild w a t e r fowl, 
w ere not too exhausted to 
protest noisily in some cas­ 
es and some had to have 
their beaks closed with rub­ 
ber bands. 


As the oil spread, other 
stations were set up today, 
including ones at the home 


of W’heat Allen in Stinson 
Beach and at the College of 
M arin Marine Station in 
Bolinas. 
Volunteers 
w ere 
also 
being sought for the Louise 
A. 
Boyd N atural Science 
Museum 
in 
San 
Rafael, 
w h e r e other birds were 
being brought. 
If necessary . Audubon So­ 
ciety officials planned to 
open a cleaning operation at 
the society’s Canyon Ranch 
in Bolinas. 
All the stations needed 


rags, boxes and new spaper. 
P e r s o n s who find oil- 
soaked birds and w ant to 
give 
them a prelim inary 
cleaning with m ineral or 
baby oil were advised by 
bird-lovers not to exhaust 
the already tired creatures. 
With all the efforts by vol­ 
unteers the outlook was still 
grim . 
“ For every bird you find, 
100 are going to die,” said 
Jam es Schroeder, chairm an 
of the San Francisco Wild­ 
life Council. 


Production Falls, Prices Rise: 
Worst Year Since Korean War 


WASHINGTON (UPI) -T he 
total 
output 
of 
the 
U.S. 
economy declined 0.4 per cent 
last year but prices increased 
by 5.3 per cent, making 1970 the 
worst 
year 
for 
combined 
inflation and recession since 
1947. 
The Commerce Department 
said Monday the Gross National 
Product (GNP), which m ea­ 
sures the value of the nation’s 
total 
output 
of 
goods 
and 
services, was $976.8 billion last 
year. That was an increase of 
4.9 per cent over 1969, but when 
the figures are adjusted to 
eliminate the effect of price 
increases 
the 
“real 
GNP” 
registered a decline of 0.4 per 
cent. 


That drop was the first full­ 
erear decline since the 1958 
recession. 
Inflation 
pushed 
prices up 5.3 per cent, during 
the year — the sharpest rise 
since the Korean war year of 
1951. 
The 
department 
said 
the 
United Auto Workers 
strike 
against General Motors was to 
blame for the gloomy figures. 
Last year was worse than 
either 1958 or 1951 when both 
output and prices are consi­ 
dered. In 1958, output declined 
1.1 per cent but prices rose only 
2.6 per cent. In 1951, prices 
soared 6 per cent but output 
increased by a strong 7.9 per 
cent. In 1947 output slipped 0.9 
per cent and prices, recently 
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Through I-I “Secret Witness” program any citizen with legiti­ 
mate information on a crime may offer it for proper legal 
investigation without fear of reprisal . . . since his identity can 
never he known. Substantial rewards for information leading to 
arrest and conviction of persons engaged in mira. Send letter 
but do not sign your name. At base, write any 6-digit number at 
left, same number at right. Tear off and keep right bottom corner 
with number. Mail to: “Secret Witness," Box 330, San Rafael, 
Calif. 


$1 000 REWARD 
-BOMBING OF 
THE CMC 


$1,000 REWARD 


for information leading to convic­ 
tion of persons involved in acts of 
vandalism to property or vehicles 
of the I-J, its employees, advertis­ 
ers or suppliers, 


Treed 
from 
World 
War 
II 
controls, skyrocketed 12 per 
cent. 
In related economic develop­ 
ments: 
—Bethlehem Steel Co. bowed 
to pressure 
from 
President 
Nixon and rolled back a price 
increase that had totaled as 
much as 12.5 per cent to the 6.8 
per cent announced Saturday 
by its biggest competitor, U.S. 
Steel. An administration spokes­ 
man said Nixon was “gratified” 
by the action but would not say 
if 6.8 per cent was acceptable 
to 
the 
President, who 
had 
denounced the higher figure as 
exhorbitant and inflationary. 
—The Federal Reserve Board 
cut 
its 
discount 
rate, 
the 
interest it charges for loans to 
commerrial banks, from 5 1-4 
to 5 per cent, the fourth quarter 
point cut in little more than 10 
weeks. The reduction followed 
by several hours a cut from 6 
14 to 6 per cent in the bank 
prime rate, the interest which 
banks charge their biggest and 
best corporate customers, The 
prime rate reduction was the 
sixth in 10 w e e k s . T h e 
Commerce 
Department 
an­ 
nounced that privately owned 
housing 
starts 
increased 
in 
December to a seasonally 
adjusted annual rate of 1.99 
million units, the highest total 


See ECONOMY, page 4 


Thurber 
Formally 
Sentenced 


I-J Special Report 
SAN 
FRANCISCO 
— 
F rank J. Thurber, convicted 
of the slaying of an Inde- 
pendent-Journal 
employee 
last 
July, 
was 
formally 
sentenced yesterday to life 
in prison. 
Superior Court Judge E d­ 
mund M. Moor, a visiting 
jurist from Alpine County, 
pronounced sentence after 
rejecting a request by Thur- 
ber’s 
attorney, 
Nathan 
Cohn, for a new trial. 
Thurber, 45, of San Bruno 
— a m em ber of San Fran- 


See THURBER, page 4 


Supervisors Hike 
Their Pay $2,400 
SACRAMENTO 
(UPI) 
— 
Sacramento Count}' Supervisors 
Monday unanimously voted to 
give themselves a pay raise' 
from $10,800 to $13,200 annually 
for the remainder of this year 
and to $15,000 a year starting 
next Jan. 1« 
The 
supervisors 
took 
the 
action under terms of a state 
constitutional amendment ap­ 
proved 
by 
the 
voters 
in 
November which permits coun­ 
ty supervisors rather than the 
legislature to set their salaries. 


Albert Is Elevated 
To Top House Post 


WASHINGTON (UPI) -D e ­ 
mocrats overwhelmingly select­ 
ed 
Rep. 
Carl 
Albert 
of 
Oklahoma today to be House 
speaker but split sharply on 
election of a floor leader to 
replace 
him 
in 
the 
92nd 
Congress. 


Albert, 62, a party' loyalist 
with a liberal voting record, 
won over Rep. John Conyers, a 
fourth term black from Detroit 
who said Albert had failed to 
display 
leadership 
qualities 
required of a speaker, 
Albert won over Conyers 22 
to 20. 
Albert, whose selection by the 
Democrats will 
be formally 
ratified 
by 
the 
full 
House 
T h u r s d a y , when the new 
Congress convenes, 
succeeds 
retired Rep. John W. McCor­ 
mack of Massachusetts who 
had served as speaker since 
1962. 
During that period, Albert 
was party floor leader. Five 
candidates were seeking elec­ 
tion at a closed Democratic 
caucus to that post to succeed 
Albert. A new party whip also 
must be chosen—a choice 
usually made by the speaker 
and leader—to replace Rep. 
Hale Boggs of Louisiana, one of 
the contestants for leader. 
Prior to selecting Albert, on 
the way to building a new 
leadership team, the Democra­ 


tic congressmen had tossed out 
Rep. 
Dan 
Roste nkowski 
of 
Illinois, 
known 
as 
Chicago 
Mayor 
Richard 
J. 
Daley’s 
spokesman in the House, as the 
caucus chairman. Rep. Olin E. 
Teague of Texas was chosen, 
151 
to 
92, 
in 
place 
of 
Roste nkowski. 
Selection of the 62-year-old 
Albert to succeed the 79-year- 
old McCormack was all but 
certain from the time that 
McCormack announced he was 
retiring at the end of the 91st 
Congress. 
A fellow Oklahoman, Rep. 
Tom Steed, put Albert’s name 
in nomination at the caucus. 


Weather Forecast 
Good For Apollo 
WASHINGTON (UPI) -T h e 
National Weather Service says 
previous records indicate favor­ 
able weather conditions for the 
Apollo 14 moon trip —both at 
the launch Jan. 31 and recovery 
Feb. i. 
Forecasters said there was 
only about a 10 per cent chance 
of winds stronger than 30 miles 
an hour at Cape Kennedy —the 
strength it wculd take to forre 
a launch delay. They said there 
was only a 5 to 10 per cent 
chance of unfavorable wind and 
sea conditions in the South Pa­ 
cific recovery area. 


But the cause of the colli­ 
sion of two Standard Oil 
tankers just west of the Gol­ 
den Gate Bridge early yes­ 
terday rem ained a m ystery 
today and the Coast Guard 
announced it will convene a 
one-man 
investigating 
board to look into the rea­ 
sons for the crash later this 
week. 
As oil-soaked birds and 
sea lions and dead fish con­ 
tinued to turn up on beaches 
from Bolinas to Tiburón, 
conservationists 
expressed 
fear the Bay was rapidly 
becoming a sea of death for 
area wildlife. 
While the stench of oil 
continued to hover over the 
Bay and a d j a c e n t land 
areas, countless birds had 
been 
discovered 
helpless 
and covered with the gooey 
substance. 
Twenty-two 
birds were found in Muir 
Beach and several hundred 
others were being discov­ 
ered all a l o n g the Marin 
shoreline. 
Officials 
of 
the 
Coast 
G uard 
and 
Standard 
Oil 
said the full extent of the 
dam age created by the col­ 
lision of the Arizona Stan­ 
dard 
and 
the 
0 r e g o n 
standard was still unknown. 
The exact size of the spill 
had not been determ ined, 
but the Coast Guard specu­ 
lated it was between 500,000 
and 
one 
million 
gallons, 
possibly more than the esti­ 
m ated 
800,000 
gallons 
of 
crude oil released into the 
Santa B arbara channel by a 
leaking Union Oil drilling 
platform in January of 1970. 
Officials for Standard Oil 
said they would not know 
how much oil was dumped 
into the Bay until the tanks 
of the Arizona had been 
drained later today and the 
am ount they still contained 
m easured. 
Dr. Joseph Connell, pro­ 
fessor of z o o l o g y at the 
U niversity 
of 
California 
said the refined oil which 
spilled into San Francisco 
Bay “ is more toxic” than 
the crude oil which killed 
3,500 birds and several sea 
lions in Santa B arbara. 
Jam es Schroeder, chair­ 
m an of the San Francisco 
Wildlife Council, said the 


Comic Dictionary 


MISTAKE 
An erro r that can usually 
be corrected, except when 
th ere’s a railroad crossing 
in the background. 


pollution of birds and other 
sea animals will continue 
for several weeks. “ It will 
be 60 to 90 days before we 
can assess the full dam age 
to wildlife,” he said. “ It is 
a q u e s t i o n of who dies 
quickly and who dies slow­ 
ly.” 
By this morning m assive 
belts of oil circling the Bay 
had drifted as far north as 
Bolinas and as fa r south as 
San Francisco beaches near 
Golden Gate P ark. To the 
east, 
beaches 
and 
rocks 
along 
Angel 
Island were 
blackened 
and 
slimy, 
as 
were portions of the Sausal- 
ito and Tiburón waterfronts. 
Standard Oil said it had 
hired 500 persons, who were 
working around the clock to 
remove the oil from the Bay 
with vacuuming and skim­ 
ming devices and from the 
beaches with loads of hay 
and excelsior to soak up the 
mess. 
A sopkesm an for the com­ 
pany said over one mile of 
log boom had been laid. at 
various places around the 
Bay, to prevent further oil 
seepage onto beaches and 
yacht harbors. And he add­ 
ed that m ore boom is being 
rushed to the Bolinas area 
to prevent drift of oil into 
the Bolinas Lagoon. 
M arin county supervisors 
today ordered men from the 
county’s 
departm ent 
of 
public works and park and 
recreation 
departm ent 
to 
assist in closing off the La­ 
goon. And the M arin County 
Fire departm ent was send­ 
ing men, ropes and sacks in 
at last minute effort to stop 
the oil at the Lagoon’s entr­ 
ance to the Lagoon. 
Sausalito officials, in the 
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WANTED! 
100 MEN WHO LIKE TO SING! 
Come to the "Auditions for 
Admissions” of the Marin Bar­ 
bershop Harmony Chorus 


San Rafael Elks’ Club - Carriage House 
C and Mission Streets 
8 p.m. * Tuesday - January 19. 1971 
Sones 
0 y-m* * ,UC5Uíiy * ja,,uo,J 
i j i k 
Fun 
Entertainment 
Refreshments 
Tryouts 
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From Everywhere 


WallacevSworn-ln 
Muskie Alters View 
MONTGOMERY, Ala. (UPI) 
—George C. Wallace was sworn 
in for a second term as 
Alabama governor Monday and 
indicated 'he might make 
another third party fry for 'the1 
presidency next year. 
“I am young enough to be an 
active governor,” Wallace, 51, 
said in his inaugural address. 
Then, turning to the national 
news media, he said: “Let me 
say that if it becomes 
necessary, I will be active 
again” on the national level. 
The general theme of his 
speech was “People Power,” 
which he defined as “the 
stron g voice and political 
action of the people expressed 
within the law.” 


Tate Jury Lingers 
M)S ANGELES (UPI) -The 
,Tate-La'Binie® f morder 'trial 
Jury 'has given signs it is going 
to take its own good time in 
reaching a verdict on 'the guilt 
or innocence of Charles Manson 
and three young women code­ 
fendants. 
The jurors surprised obser­ 
vers at the seven-month-old 
trial Monday by asking Judge 
Charles H. Older to permit 
them to visit the scenes of the 
seven slayings. 
Older turned them down. He 
gave no reason but attorneys 
for both state and prosecution 
agreed it would complicate pro­ 
ceedings to have the jury now 
visit the homes unless the en­ 
tire case were to be reopened. 


Colley Trial Delay 
FT. BENNING, Ga. (UPI)— 
The court-martial of Lt Wil­ 
liam L. Galley Jr. was in a one- 
month recess today to give the 
government time to prove 
Galley was sane during the 
alleged My Lai massacre. 
This new burden of proof was 
put on the prosecution Monday 
when a psychiatrist called by 
the defense said Calley was 
under a compulsion during the 
sweep of the hamlet to obey an 
order to kill everything there. 
The psychiatrist, Dr. Albert 
A. La Verne of New York, said 
Calley did not have the ability 
to disobey or to challenge the 
legality or illegality of the 
order from Capt. Ernest L. 
Medina, his company comman­ 
der. 


Astronaut Suit 
TITUSVILLE, Fla. (U PI)- 
The widow of astronaut Virgil 
I. “Gus” Grissom, charging 
gross negligence and fraud, 
filed $10 million damage suits 
Monday against the builders of 
the space capsule in which her 
husband and two other astro­ 
nauts died. 
Mrs. Betty Grissom charged 
that North American Rockwell 
Corp. and three allied firms 
which built the Apollo com­ 
mand capsule “knew that the 
capsule was not safe and not 
effective as a space capsule” 
but withheld the information 
from the National Aeronautics 
a nd Sp ace Admin is tr ation 
(NASA) 
The capsule was swept by 
fire during a launch pad test 
Jan. 27, 1967, killing Grissom, 
Edward White and Roger 
Chaffee. 
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WASHINGTON (UPI) -Sen. 
Edmund S. Muskie after a 
two-week, four-country tour 
of Europe and the Middle 
East, said Monday he was 
now having second thought 
about unilateral withdrawal 
from Vietnam. 
The senator, an unannounced 
candidate for the Democratic 
presidential nomination, told a 
news conference the withdrawal 
issue was tied to the new 
eastward-looking policy of 
West Germany, a European 
security conference and the 
Berlin talks. 


Hard Line Seen 
LONDON (UPI) — The 
Kremlin is setting the stage 
for 44de-Krushchevization,’* 
with a formal return to a 
hardline strategy in the pol­ 
itical, ideological and econ­ 
omic spheres, Communist 
diplomatic sources said to­ 
day.The coming 24th party 
congress in Moscow is to 
determine the new hardline 
which, according to the infor­ 
mants, will amount to a partial 
“re-Stalinization” of Soviet life 
with corresponding pressures 
within the Moscow-led Red 
bloc. 


Hickel Avoids 
Ex-Boss Attack 
WASHINGTON (UPI) -Wal­ 
ter J. Hickel, dumped two 
months ago as interior secreta­ 
ry, was back in town Monday 
advising President Nixon to 
have the “guts” to set poli-* 
cíes that would 'benefit the 
American people — and not 
just the Republican Party. 
“We’ve got to quit running 
for the next election,” Hickel 
said without mentioning 
Nixon by name. Nor did he 
confirm reports the Presi­ 
dent fired him because of 
pressure from industries 
unhappy with H i c k e 1 ’ s 
tough campaign against 
pollution. 
“Make those decisions for the 
next generation, that require a 
little bit of guts, that may be 
controversial at the moment,” 
Hickel said in general advice to 
government officials. “If you 
just make decisions for the 


next e l e c t i o n , it’s so 
damned phony.” 
Despite the blunt suggestions, 
Hickel carefully avoided a 
direct attack on Nixon, who 
sacked him Nov. 25 after 22 
months in office. 
But the former Alaska 
governor declined to say in 
advance that he would support 
Nixon for re-election, or even if 
he would support the Republi­ 
can ticket next year. 
Hickel called himself .an 
“American Republican” and 
not just a “Nixon Republican.” 
He evaded a question as to 
whether he would support 
Nixon against Sen. Edmund S. 
Muskie, D-Maine should Muskie 
be the Democratic candidate. 
The millionaire former cabi­ 
net officer flew in from Alaska 
to meet with a group of 
reporters he invited to a 
luncheon at the swank Water­ 
gate Hotel. 


WATCH JET RAIDS — Cambodian troops 
watch as a Phantom jet bombs Communist 
strongholds during a battle to recapture the 
vital Highway 4. The action came yesterday 
as the U.S. stepped up support. 
(UPI Radiophoto) 


Threats Of More Labor 
Strife Loom In Poland 


Flood Fears, Tuna Boats Action 


BigClean-Up Brings Punishment 


Plane, Train Deaths 
|y| O r G Q O n 
ZURICH (UPI)—With dense 
fog cutting visibility, an airliner 
crashed at Zurich airport 
killing 47 persons Monday. 
'Three hours later a commuter' 
train colisión took four lives. 
‘ Fifteen were injured in 'the 
train wreck, .seven seriously. 
The Bulgarian. Balkan Air­ 
lines plane, a Soviet-made 
Ilyushin 18 with 29 persons 
aboard, flipped over and burned 
when the pilot attempted a 
blind landing at 4:50 p.m. 
The only survivors were the 
pilot and an Israeli boy. 


End Of Papal Guard 
VATICAN CITY (UPI)—The 
Pope’s police force patroled the 
Vatican for the last time today. 
The 140-man papal gendarme­ 
rie, formed more than 100 
years ago, spent its last day on 
duty before giving way to a 
smaller, more modern plain­ 
clothes security force. 
The change is the latest in a 
series of move» by Pope Paul 
VI to strip the 'Va.tic.an of .all. 
vestiges of its onetime tempor­ 
al power in Rome 
and 
emphasize the spiritual nature 
of the Roman Catholic See. 


Postal Strike Seen 


WASHINGTON (UPI) -The 
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LONDON (UPI)—The govern­ 
ment called in management- 
labor negotiators today in a 
move to avert the first 
nationwide postal and telephone 
strike 
in 
British history. 
Private postal service ranging 
from pigeons to housewives 
were readied to fill the gap. 
Government and union offi­ 
cials. said, all indications were 
that, the walkout by 230,000 Post 
Office and telecommunications 
w o r k e r s would start as- 
planned. 
• Employment 
Secretary 
Robert Carr invited leaders of 
both sides to meet with him 
late this afternoon. 


Death-Defying Act 
Fails Buried Man 
MANAGUA, Nicaragua (UPI) 
—Ruben Tiberio, 23, who was 
buried alive daily as the star 
attraction of a county fair, was 
crushed to death Monday when 
his glass coffin collapsed 
beneath weight of earth piled 
on him. 
Police said fairgoers paid 15 
cents to' look at him in. toe 
coffin eight feet underground. 
The inciden!, occurred at El 
Sauce 80 miles west of 
Managua. 


A flood threat in toe Pacific 
Northwest and heavy snow in 
toe Gary, Ind., area were 
major exceptions, to' otherwise' 
fair weather today. 
Gale warnings were displayed 
along the Washington coast due 
to heavy seas and strong 
southerly winds, and rains 
continued to pelt toe coastal 
regions of Washington and 
Oregon. However, the National 
Weather Service said the rain 
was expected to diminish today. 
Small areas of snow flurries 
dotted the Great Lakes region, 
with some heavy snow in the 
Indiana snow belt region. Gary 
reported at least a foot of snow 
early today within a period of 
two hoursi Valparaiso, Ind., and 
Crown Point, Ind., both nearby, 
reported five inches of snow, 
while Chesterton had six inches. 
LaPorte, Ind., had three 
inches of snow on toe ground. 
Nearby Chicago suburbs report­ 
ed only snow fl.urri.es, with at 
most about two inches of 
accumulation. Two women were 
seriously injured near Gary 
when their car rammed into the 
side of a freight train during 
the snowstorm. 
In the Pacific Northwest, 
warmer temperatures and the 
promise of more rain posed a 


retaliation for toe seizure of 
American fishing boats, and 
says it 'may take further action, 
including suspension of econom­ 
ic aid. 
The American action was 
another escalation in a long 
smouldering fishing dispute 
between Ecuador, which claims 
its territorial waters extend 200 
miles offshore, and toe United 
States, which recognizes 
only a 12-mile limit. 
Ecuadorian gunboats have 
seized nine U.S. boats so far 
and have levied high fines 
against them on charges of 


poaching. Five of the boats 
were seized Monday . 
Three boats were released 
after paying a total of $133,500 
in fines, and six were still held. 
Another 20 boats were in the 
area, where toe nine were 
seized. 
Secretary of State Wiliam P. 
Rogers summoned Ecuadorian 
ambassador Carlos Mantilla- 
Ortega to toe State Department 
Monday afternoon to inform 
him of the action. A spokesman 
said Rogers told the ambassa­ 
dor that “other legal provisions 
relating to such seizures are 
being reviewed urgently and 
that further action by this 
government under pertinent 
laws could not be excluded.” 


Talks In Delicate Stage 
As Podgorny Quits Egypt 
Soviet President. Nikolai V. 
Podgorny left 'Cairo for home 
today after a six-day visit to' 
Egypt during which he prom­ 
ised military support but 
emphasized toe hope for a 
peaceful solution to toe Middle 
East problem. 
Egyptian political sources 
said Podgorny and Egyptian 
President Anwar Sadat agreed 
to concentrate their joint 
efforts on helping U.N. negotia- 
tor Gunnar V. Jarring work out 
flood threat today. Three a peaceful settlement. But they 
southwestern Oregon rivers— 
agreed Egypt should not 
the Rogue, Uvpqua and Co- iower its military guard. 


paper A1 Ahram also said the 
talks were at a - c r u d a 1 
stage now that Jarring has 
received written position 
statements from. Israel and 
Egypt. 


Sihanouk's 
Plush Chalet 
Is Captured 
PHNOM PENH (UPI) — 
Cambodian 
headquarters 
said today its forces cap­ 
tured 
Prince Sihanouk’s 
summer palace overlooking 
strategic Pich Nil. Pass on. 
Highway 4. But strong 'Com­ 
munist units were reported 
attacking 
outnumbered 
Cambodian 
troops 
else­ 
where on the lifeline road. 
U.S. jet fighter-bombers and 
helicopter gunships assisted the 
Allied drive to recapture 
Highway 4, which American 
military sources said was not 
progressing as well as had been 
hoped. A Phnom Penh an­ 
nouncement said Premier Lon 
Nol would go to S a i g o n 
Wednesday to seek more 
American and South Viet­ 
namese military help. 
Cambodian headquarters 
gave no details on the re­ 
capture of Sihanouk’s sum­ 
mer palace — a 'mountain 
chalet he used as a retreat 
from the heat of P h n o m 
Penh, before he was ousted 


WARAW (UPI) - Streetcar 
drivers in Gdansk stopped work 
today to present demands for 
pay increases at a meeting, 
well-informed sources reported 
from the seaport. 
The sources said streetcars 
were not running while the 
meeting was in progress and 
buses were overcrowded with 
workers going to their jobs. The 
drivers returned to work after 
the meeting. 
, In Warsaw, senior officials of 
Ears of 
crickets are 
forelegs. 
katydids and 
located on the 


the Gdansk shipyards were 
having talks at toe Ministry of 
Heavy industry, apparently to 
report on the situation in the 
Lenin shipyard. 
An official of the ministry for 
heavy industry said toe director 
of the Gdansk shipyard would 
meet the minister today for 
routine talks. 
Workers demands were dra­ 
matized Monday in a stormy 
meeting between workers and 
management in the Lenin 
shipyard of Gdansk, toe former 
Germ,an seaport where riots 
erupted before Christmas when 
food prices were increased... 


THE 
INDEPENDENT LEARNING 
SCHOOL 


Cordially invites you to attend an open house at 15 Ross 
Valley Drive, San Rafael on Wednesday, January 20th, 
7:30 p.m. to participate in a discussion of the school 
and to meet our staff and the parents of the students. 


ILS 
IS A PROGRESSIVE 
ELEMENTARY SCHOOL FOR 
INDIVIDUALIZED LEARNING. WE ARE MOVING TO A 
NEW AND LARGER FACILITY AND ARE NOW TAKING 
APPLICATIONS FOR NEW STUDENTS FROM 4 YEARS 
9 MONTHS TO AGE 12. Tuition is $100 per month. If 
you and your child don't like our school, you may cancel 
the enrollment and receive a refund of the last month's 
tuition. A limited number of scholarships based on need 
are ova i III a ble. 
FOR INFORMATION CALL 479-2093 


quille—overflowed their banks 
Monday. 
Near Grants Pass, Ore., 
water was 12 to 18 inches deep 
in a dozen homes. In toe 
Oregon, counties of Tillamook 
and Clatsop, damage from high 
water and 'winds during 'last 
week’s storm was estimated at 
more than. $1 million... 
A number of flood-fighting 
teams were poised for duty in 
southwestern Oregon today. 
Cayuse Pass, in nearby Wash­ 
ington, remained closed be­ 
cause of slides. However, all 
other major mountain passes— 
with the exception of Chinook— 
were open. 
Fair weather dominated most 
of the rest of the nation, with 
very cold temperatures continu­ 
ing in much of toe North and 
Northeast. 


Americans spent about $105 
billion, for food. and. non­ 
alcoholic beverages 'in 1969, up 
from $70 bilion a decade ago 
and. from $46 billion in. 1950. 


Podgorny said at a dinner 
for Sadat Monday night “If 
withdrawal of Israeli forces 
from all occupied Arab ter­ 
ritories is achieved by a 
political means it will be a 
victory for the Arab peo­ 
ples.** 
U.N.,Secretary-General Thant 
told a. news conference in New 
York Monday he and Jarring 
were “cautiously optimistic” 
about the indirect negotiations 
between Egypt, Israel, and 
Jordan. He said the talks were 
at a “very delicate stage.” 
The semiofficial Cairo news- 


Anti-Litter 
Legislation 
SACRAMENTO (UPI)—Anti- 
litter legislation placing a five- 
cent tax on beer or soft drink 
containers was introduced Mon­ 
day in both the Senate and 
Assembly. 
Assemblywoman 
March 
Fong, D-Oakland, submitted a 
measure imposing toe tax on 
beer or soft drinks sold 'in. 
California after April 1, 1.972, if 
the container is not biodegrada­ 
ble..Sen. John A. Nejedly, R- 
Walnut Creek, introduced a 
similar bill to impose a 5-cent 
tax on beverage bottles not 
manufactured from biodegrada­ 
ble materials. 
Nearly the same legislation 
was defeated in past sessions. 


See one of these Marin County 
State Farm agents today 


* w 
im 
CHARLES ROBERTSON 
SAN RAI AIL 
456-5066 


CHIT LEI 
SAN ANSELMO 
892-9261 
456-3285 


DENNII TATI 
MILL VALLEY 
388-5254 


JERR Y I V A N S 
NOVATO 
892-5335 


Special!! 
[Dirty Rugs?| 


Save an Rug Cleaning 
25% 
D ISC O U N T 
On Cash &. Carry 
A lto , i o v i am, w a ll-to - w a il 
BUTE RUG 
CLEANERS 
461 -SI 60 or 924*2900 


975 Magnolia Av«., Larkspur 


REBUILT TRANSMISSION 


JIM O O U G A N 


S A N R A J A IL 
456-5066 


Hometown NEW S 


on 
KTIM 


FAIRFAX... 


NOVATO . . . 


M ILL V A lliY . 


. Gale Schneider 


. Betty Machado 


Virginia Spalding 


9 - 9 :3 0 M o rn in g s 


Monday - Tuesday - Wednesday 


1510 AM 
100.9 FM 


Do Not Pay Any More 


Installed 
Prices 


Chevrolet (Powerglide) 
*175®° 


Ford.................................. M85°° 


Chrysler.............................*190°° 


Other G.M. Products...............*245°° 


These are just some of the models we rebuild . , 
prices gladly quoted by telephone. The jbov 
prices 
are maximum. DO NOT PAY MORE. We are the oldest 
and largest transmission rebuilders in Morin County. 
All our transmission work is guaranteed 1 year or 12,000 
miles throughout the U.S./Canada. 


JIM A ll NAN 
TIR.RA UNO A 
479-6686 


YOUR BUSINESS INSURANCE 
SHOULD INCLUDE: 
Protection against liability lawsuits (upto$1,000,000) 
Protection against such perils as fire, theft, vandalism 
(including riot), and more 
Comprehensive protection for your business and 
personal property 
1 Fast, personalized service at the lowest possible 


C'OSt. 


STATE FARM 


DARREL B UTC H ER 


NOCTMOATV 
479-8086 


DICK STREET 
SAN M l A l l 
453-681 5 


CH U C K DALTON 


CORTE M AD E R A 
924-0241 


DICK CART ER . MOB. 


N O V A T O 
897-5507 


MNN1S ARC MICHAfl 
CONTI MADCRA 
924-5535 


A l RE 
I A N R A J A l l 
456-7545 


456-3369 


BRUCE SMITH 
NOR'THCAfl 
479-6685 


WALT SANDY. MOR. 
SAN ANSELMO 
454-0912 


HANK MINSK 
CORTE MADERA 
924-1766 


f«EB. RORY 
S A N AN SELMO 
456-5093 


TRANSMISSION SERVICE 
585 Irwin Street, San Rafael, 456 3462 
Open Saturday 


listen to the Earl Nightingale Show on radio station KTIM 
Monday *hru Friday at 8 25 A.M. and 5:25 P M - Sponsored by State Farm Insurance 


ST ATI FARM FIRE AND CASUALTY COMPANY Home O ffice: Bloo m ington, Illin o is 


S l a t * F i r m i s m il y o u n t t d t o k n o w a b o u t i n t u r a n c o . 


HAWAII: 
(9:15 AM and 6:20 PM) as low as 
$ 176.54 round-trip Economy 


NEW YORK: 
(8:30 AM) as low as 
$308 .round-trip Coach, 


CHICAGO: 
(7:20' AM) as low as 
$232 round-trip Economy 


Tuesday. January 19, 1971 
Jnbfprnftntt-lpuriud. 3 
The Friend Ship. 
United announces not just 
another jumbo jet to Chicago. 


Independent 
School Gets 
New Site 


San Rafael’s Independent 
Learning School is moving 
.to larger quarters at the 
very time that the company 
i w h i c h gave It birth goes ! 
bankrupt. 
The Independent Learning \ 
'■‘School was a “spinoff” of ; 
Independent Learning Sys­ 
tems Corp. of San Rafael, 
p. which was 
organized to 
* produce individualized in- 
J struction courses, primarily 
* for colleges' and universi­ 
ties. 
Independent 
'Learning 
Systems. Corp. has filed a 
■petition in bankruptcy — 
largely because a promised j 
million-dollar subsidy failed, j 
to materialize, according to 
Thomas I. Justice, director [ 
of the school. 
Its 
spinoff,how ever, 
has proved so successful 
that it will move about Feb. 
I f rom Faith L u t h e r a n 
Church on Los, Ranchitas 
Road to larger quarters at I 
■the First Methodist Church, 
15 Ross ¥ a 11 e y Drive. A 
meeting for parents of pros­ 
pective pupils has been set 
for 7 p.m. tomorrow at the 
new location. 
The school, opened last 
September with 13 children 
enrolled. Its approach, is 
based on, the b e 1 i e £ that 
children will learn faster 
when given individual as­ 
signments and allowed to 
move around as they com­ 
plete them than 'when held 
in, a typical environment. 
Each child has a “contract” 
which specifies what, work 
he is to complete each day. 
When he completes it, he is 
free to do what he wants — 
paint, sing, talk, model with 
clay, listen to music, etc. 
The philosophy of the 
school is expressed in a 
quotation from George B. 
Leonard’s “Education and 
Ék^tuy*’ which, appears on 
the cover of its promotional 
brochure: 
“Every child, every per­ 
son, can delight in, learning. 
A new education is already 
here, thrusting up in spite 
» of every barrier we have 
been able to build. 'Why not 
• let it happen?” 


Marinite Is 
Speech Winner 


Robert, Fracchia, 16-year-old 
Terra Linda High School ju­ 
nior, won first place Sunday m 
the American .Legion district 
oratoria! contest which was 
held in the Heaidsbtirg High 
School auditorium. 
Fracchia, who last week 
* was judged the winner of 
the Marin County competi­ 
tion over six, other students, 
will compete in an area 
contest F’eb. 1.4 in Benicia. 
Fracchia, the son of Mr.. 
■ and Mrs, John Fracchia of 
309 Holly Drive, Terra Lin­ 
da, hopes to attend Stanford 
University and later law 
school. 


First Budget Tolks 
Are Due Tomorrow 


The Fairfax School District 
board will bold its first discus­ 
sion of the 1971-72 budget at 
* 
7:45 p.m. today at the district 
; 
office, 58 Park Road. 
Also to be discussed is a 
! 
r e p o r t that the county 
schools office will be unable 
• to open a child care center 
"' in 'the; district. 


. SHRI NE R — Alan G. 
Metzger 
of 
Greenbrae 
, ■ has been installed as 56th 
president of the Marin 
Shrine Club. Other offi­ 
cers are Charles L, White 
of Fairfax, 
first vice 
president; Robert D. Dol­ 
man of Corte Madera, se­ 
cond 
vice 
president; 
Larry E. Jett of Green­ 
brae . 
sec retary-treasur- 
er;.and Oscar A. Been of 
San Rafael, executive of­ 
ficer. 


as 
SE 


The friendly skies. 


When you're friendly you do things for people. 
United 


The Friend Ship.Uniteds 747to Hawaii, New Y)tk, and Chicago. 


•UniM Mr tin**» Inc., H it 


Inflight service—that’s the big challenge in making the giant 747 a nice 
place to fly. Our 747 stewardesses go through weeks and months of train­ 
ing aimed at making sure United’s 747 is really something special. And 
these eight gracious young ladies are only part of your crew, so read on. 
Our stewardesses are trained to handle the special 
kitchens on United’s 747... located downstairs to keep 
kitchen odors and clatter out of your living room. Inci­ 
dentally, the extra cabin space became extra leg-room 
for every Coach passenger. 


If you have a special request about tickets 
or reservations, there’s a United Customer 
Representative aboard to serve you. He’s 
also on hand in the baggage claim area 
after every landing to ensure your smooth, 
swift getaway. That’s how we 
give you extra care—on every 
United 747. The Friend 
Ship. From the people 
x/ 
who brought you the 
friendly skies. 
a United 
I I 
/ 


Even the best-trained talent needs direction. Every United 747 cabin 
team is led by a Stewardess Supervisor. And a pair of First Stewardesses 
act as quarterbacks, making sure everything reaches you on the dot. 
There’s nothing quite like it on any other 747. 


Call your Travel .Agent, or United at ,388-3774. 


r 
J n ^ p p m h r n t - l o u m a l . 
Tuesday, January J9, 
Chrysler, UAW Reach 
Tentative Pact Agreement 


OBITUARIES 
Samuel 
L. 


Succumbs 
DETROIT (UPI) - Chrysler 
Corp. and the United Auto 
Workers reached tentative 


agreement today on parts o' a 
new three-year contract cover­ 
ing workers in the 
United 


Possible Guard Use 
To Patrol New York 


• NEW YORK 
( U P I ) —New 
York City policemen refused to 
end their wildcat strike today 
amid indications that National 
Guard troops might be ordered 
in to protect the city. 
The policemen defied their 
union leaders and 
a 
state 
S u p r e m e Court justice by 
refusing to work anything but 
emergency assignments. A spot 
check of key precincts showed 
that only a few men reported 
for work on the 8 am. shift and 
“only a trickle” appeared for 
the midnight shift. 
The rank-and-file of the 
27,400-member Patrolmen’s Be­ 
nevolent 
Association 
(PBA), 
rallying behind their slogan of 
“no parity, no work,” ignored a 
plea from their president, 
Edward Kiernan to return to 
work. 
However, the city's Transit 
patrolmen, who protect the 
city’s subway system and had 
been conducting sympathy stop­ 
pages, today agreed to return 
to work immediately. 
Additionally, there were re­ 
ports 
of 
some 
patrolmen 
returning to work in the city’s 
outlying districts, 
In Manhattan, hundreds of 
patrolmen .arrived at the New 
Yorker 
Hotel to vote 
on 


Board Of 


Education 


Eyes Budget 


The Marin County Board 
of Education last night con­ 
sidered preliminary figures 
for half the county schools 
office fiscal 1971-72 budget. 
According to Robert E. 
Spain, director of adminis­ 
trative services, the figures 
were studied in preparation 
for budget hearings sched­ 
uled for later this year. 
Spain said program ex­ 
penditures under the section 
dealing with direct services 
and program coordination 
offered by the county are 
proposed to remain about 
the same as this year. 
Direct 
services 
include 
health, 
audio-visual 
and 
psychological services of­ 
fered by the county. 
He explained that next 
year’s projected total for di­ 
rect services totals about 
$404,000' — a drop of $7,000 
from this year’s budget al­ 
location. 
Spain said the drop in to­ 
tal will not affect programs 
since the loss is primarily 
in interest revenues no lon­ 
ger being received. About 
$330,000 is projected for sa­ 
laries,. he said. 
Other budget sections stu­ 
died 
showed 
increases 
w ^ch Spain said can be at­ 
tributed primarily to salary 
step increments and two 
new positions created by 
formation of the personnel 
commission. 
In 
the 
section, 
dealing 
with, o p e r a. t i o n. of the 
schools 
office 
including 
c o s t s of the 
board of 
education 
personnel com­ 
mission and committee on 
school district organization, 
Spain said an increase of 
about $55,000 has been fore­ 
cast. This year’s total was 
about $495,000, he said... 


whether 
to 
continued 
the 
wildcat strike. 
One PBA spokesman said 
“everybody wants to gw hack­ 
but before we do we want a few 
answers.” 
There was a surge of activity 
at City Hall and Mayor John V. 
Lindsay summoned his “super 
cabinet” and top executives to 
discuss the police situation. 
Kiernan 
asked 
the 
men, 
estimated to number 25,000, to 
halt the 
strike 
after 
State 
Supreme Court Justice Irving 
Saypol agreed to begin hear­ 
ings today on the pay parity 
issue. 
The patrolmen began their 
job action last Thursday over 
the issue of parity which deter­ 
mines the relationship of pa- 
t r o l m e n ’s pay to that of 
sergeants. 
They 
apparently 
were angered by a state Court 
of Appeals decision ordering a 
trial requested by the city to 
settle the issue. The city claims 
the parity provision in the con-. 
tract is not a binding one. 
The continuing strike action 
gave rise to fears that the 
skeleton force of officers, 
detectives 
and 
probationary 
patrolmen, now protecting the 
city in long work shifts might 
become 
too 
exhausted 
to 
continue. 
If this should happen, offi­ 
cials believed the only recourse 
would be to call in the National 
Guard to protect the city’s 8 
million residents. This could 
happen “in. the next few days,” 
they said. 
The wildcat strike already 
had brought about a noticable 
decline in Criminal Court cases 
since there have been very few 
arrests. 
The situation was aggravated 
by sympathy work stoppages by 
Transit and Housing Authority 
policemen, and a brief stoppage 
by some correction officers. 
The strike also had stymied 
any progress in mediation talks 
between the city and union 
officials trying to resolve the 
dispute. 


THURBER 


Hunt Continues 
For Woman 


A search for a missing 73- 
year-old Ross woman, last 
seen Thursday walking a 
small German shepherd dog 
on Lagunitas Road, contin­ 
ued today. 
Still missing was Evelyn 
H. Jones of 22 Bridge Road. 
Police Chief John F. Har­ 
ris said Phoenix Lake was 
dragged yesterday but no 
body was found. The sher­ 
iff’s mounted posse ,, assist­ 
ed by the T a. m a r i n 5- 
Walters, a group of citizens 
band radio operators, con­ 
tinued the search today. 


tost,Thorough, Guaranteed 
.Real Estate 
"Solé» ami or g o it er license 


Continued from page I 
cisco Mailers Union 18, an 
affiliate of San Francisco 
Typographical 
Union 
21, 
which has been on strike 
against the I-J since Jan. 7, 
1970 — earlier had been 
sent.en.ced to life by a jury 
after a four-week, trial. 
He had been charged with 
first degree murder, conspi­ 
racy and first degree bur­ 
glary and robbery in the 
shooting death of Allan W. 
Daly, a computer specialist 
with the I-J. 
During the trial, the pro­ 
secution charged that Thur- 
ber recruited two youths to 
a t t a c k Daly in his San 
Francisco home last July. 
The youths, Richard A. 
W a m s l e y and Larry G. 
Rutherford, both 17, were 
sentenced to long terms in a 
state juvenile facility for 
their confessed roles in the 
slaying. 
Thurber will 'be eligible 
for parole in seven years. 
He will be assigned to a 
state prison after a period 
of examination at the State 
Medical Facility in Vaca­ 
ville. 


Transit Hearing 
For Sausalito 


States and Canada and averted 
a second strike in the auto in- 
d u s t r y within the past four 
months. 
Leonard Woodcock, president 
of the UAW, said tentative 
agreement had been reached on 
the contract for production and 
maintenance workers and bar­ 
gainers were very close to 
wage increases for salaried 
workers. 
The union has 20,000 mem­ 
bers at Chrysler plants in the 
United States and Canada.... 
A strike had been threatened 
for 10 aun. EST, but Woodcock - 
said the deadline had been 
suspended indefinitely because 
of the complexities and lack of 
time. He said two or three days 
of hard work remained to work 
out a variety of issues. 
The a g r e e m e n t closely 
paralleled 
the 
contracts 
achieved at General Motors 
Corp. and Ford Motor. Ro. 
where the union, won an 
average 51-cent-an-hour wage 
increase in the first year of the 
three-year contract and in­ 
creases of 14 cents an hour in 
each of the succeeding two 
years. 
The main stumbling block to 
final settlement—back pay for 
'Chrysler workers—was resolved 
when, the company agreed to 
retroactive pay back to last 
Nov. 2, the same date agreed to 
by Ford. Chrysler is the only 
member of the “big three” 
which has salaried workers 
represented by the UAW. 
The union had asked for 13- 
per-cent increase for Chrys- 
far’s salaried 
workers. The 
company offered 8 'per cent or 
less for higher paid workers, 
but its proposal for lower paid 
workers was about 13 per cent. 
Only about 10,000 of the 120,000 
Chrysler workers fall into the 
salaried class. 
Woodcock said no date has 
been set for approval of the 
tentative agreement by the 
union’s International Executive 
Board or Chrysler Council. A 
date will not be picked until the 
salaried workers’ problem is 
settled. 
But Woodcock said the two 
sides were far enough along on 
the issue of wage increases for 
the 'salaried workers to' suspend 
the strike deadline. He also said 
the union dropped its demands 
on a dental health care plan 
when the company agreed to 
study the issue. 
The union also revealed that 
the company signed a letter of 
intent —a supplement to the 
contract—to set up a. committee 
to study the 
feasibility 
of 
establishing a 40-hour, four-day 
work week. 
The study would be made on 
the possibility of setting up 
pilot programs in one or more • 
plants, a move described by 
Woodcock as very important. 
because “it can be a possible 
answer to the growing problem, 
of absenteeism in 'the industry. 


M e m o r i a l service is 
scheduled tomorrow in Mar­ 
in County for Samuel L. 
Lewis, an American pioneer 
of the Sufi religious sect, 
horticulturist and good-will 
ambassador. 
Lewis,, 74, a San Francis­ 
can who maintained a coun­ 
try home in Novato, died 
last Friday in a San Fran­ 
cisco hospital after a fall 
down a stairway in his San 
Francisco home. 
Lewis, who formerly lived 
in Mill Valley, was recog­ 
nized as the foremost Amer­ 
ican-born 
pioneer of the 
Sufi belief, a sect centered 
around mystics who have 
wandered the Middle East 
for the past 1000 years. 
According to Gavin Ar­ 
thur of San Francisco, a 
m y s t i c who was a close 
friend of Lewis, the Sufi 
leader was r e v e r e d by 
hundreds of young Ameri­ 
cans. 
Lewis conducted classes 
in whirling Dervish danc­ 
ing, a specialty of Sufi wor­ 
ship, at his country home at 
910 Railroad Avenue in No­ 
vato. Arthur said the dances 
are done “ in. the belief that 
you. can w h i r 1 and dance 
your way into an ectasy” 
and are 
accompanied by 
chanting the name of God in 
an Oriental language fa­ 
vored by the dancer. 
M e m o r i a l service is 
scheduled for 11 a.m. to­ 
morrow in the Garden of 
Inayat at Lewis’s Novato' 
home. .Arthur said the body 
would be buried at Lama 
Mountain, near Taos, N.M., 
and a shrine to him would 
be built there by the Rama 
Foundation. 
Lewis’s body was in the 
San 
Francisco 
morgue, 
where followers kept watch 
to see that the coroner did 
not perform an autopsy. It 
is the Sufi belief that for 
surgeons to cut into the 
body would be to deprive 
Lewis of Baraka (“God’s 
grace.”) 
Mourners obtained a tem ­ 
porary 
restraining 
order 
from a. superior court, judge 
in San Francisco to halt 'the 
autopsy. Judge Francis Mc­ 
Carty set a hearing for Fri­ 
day on whether the order 
should be made permanent. 
According to Arthur, Lew­ 
is was considered second in 
importance 
among 
Sufis 
only to the l e a d e r of the 
sect, Vilayat Khan. Murshid 
of Paris. Murshid, who was 
in Los Angeles yesterday, 
will attend the Novato rites 
tomorrow. 
Lewis’s successor in the 


Sufi movement in America 
is expected to be Moinudeen 
Jablonski of Novato. 
As a horticulturist and 
follower of Mid-East and 
Oriental 
religions, 
Lewis 
traveled extensively abroad 
in the late 1950s and early 
'60s, trying to bridge the’gap 
between East and West by 
aiding foreign countries to 
overcome food shortages. 
He had been closely tied 
to the Friends of the W’orld, 
an international organiza­ 
tion devoted to promoting 
world peace through the ex­ 
change of trees and seeds. 
In 1 9 6 1 , after a visit 
to the Mid-East, he said, “ I 
take the Cold War seriously 
because all the information 
I have is that the population 
is going up and agricultural 
production down in many 
lands. I think we can help to 
correct this situation.” 
Lewis was a. member of a. 
pioneer San Francisco fa­ 
mily. His father was Jacob 
Lewis, a vice president of 
Levi-Straus Co. His mother 
was Harriet Rothschild, a 
member of the international 
banking family. 
He leaves no immediate 
relative. 


SADIE BENNER 
Private funeral was held 
in San Francisco for Sadie 
Quita Benner, mother of 
Mrs. Alice B. Boyajian of 
Fairfax. 
Mrs. Benner died in. a San 
Francisco hospital Friday 
after a long illness. She was 
73. 
A 
native 
of Nebraska, 
Mrs. Benner lived in San 
Francisco most of her life 
where she met her late hus­ 
band Harry W. Benner. 
Mrs. Benner owned and 
operated 
the 
Sears Fine 
Foods 
Restaurant at 439 
Powell Street in San Fran­ 
cisco since 1941. When she 
fell ill three years ago, she 
sold the restaurant to her 
daughter and son-in-law. 
In addition to her daugh­ 
ter, she is survived by two 
grandchildren. 
Alan 
Lee 
and Lisa Boyajian of Fair­ 
fax, and a. sister Ollidean 
Smith of San Francisco. 
Her daughter would pre­ 
fer that memorials be sent 
to Mount Zion hospital Leu­ 
kemia Fund. 
B u r i a l was at Golden 
Gate National Cemetery. 


A Sausaltio hearing on the 
Golden Gate Bridge Dis­ 
trict’s 
long-range 
transit 
plans will be held at 8 p.m. 
Friday in the Central School 
auditorium, 
'42:0 
Lit!» 
Street. 
Several of the alternatives 
in the transit plans envision 
routing transit through Sau­ 
salito. Price tags on the 
plans range from $495 mil­ 
lion to $987 million. 
The plans are to be sub­ 
mitted to the Legislature in 
April.. 


ECONOMY 
Continued from page 1 
since 1950. The December 
figure was up from 1.69 milEon 
in November and 1.40 million a 
year earlier. 
'The GNP for the fourth 
quarter of last year was at a 
seasonally adjusted annual rate 
of $990.9 billion, up 2.2 per cent 
over the t h i r d q u a r t e r . 
Prices increased 5.7 per cent 
during the quarter and output 
declined by 3.3 per cent, the 
biggest quarterly decline since 
the third quarter of 1959. 
Harold C. Passer, assistant 
Commerce Secretary for Econ­ 
omic Policy, said the fourth 
quarter drop in production was 
due to “the depressing effect of 
the 2 1-2 month auto strike.” 
Passer predicted a sharp 
increase in output during the 
first quarter of 1971. But he 
indicated most of the boost 
would come from efforts by 
General 
Motors 
to 
rebuild 
inventories after the strike and 
by steel users to stockpile the 
metal as a hedge against a 
possible steel strike later this 
year. 
White House Press Secretary 
Ronald L. Ziegler .said 'the 
President was pleased with the 
Bethlehem price roll-back but 
was not “sanguine” about a 6.8 
per cent boost. He neither with-; 
drew nor r e n e w e d Nixon’s- 
warning that if steel prices get 
out of line the government 
migh relax quotas which res­ 
trict imports of lower-priced 
foreign, steel. 


Activist Prof 
Gets Warning 


STANFORD (UPI) — A 
Stanford University faculty 
member faces disciplinary 
action for participating in a 
demonstration against Am­ 
b a s s a d o r Henry Cabot 
.Lodge, the school said. Mon­ 
day.. 
President Richard Lyman 
did not identify the teacher, 
in line with university poli­ 
cy. 
English 
professor 
H. 
Bruce Franklin notified the 
press, however, that he was 
the faculty member Lyman 
referred to. 
Lodge, ambassador to the 
United Nations, was prev­ 
ented by booing from mak­ 
ing 
a 
s p e e c h 
at 
the 
university concerning the 
peace-keeping organization. 
Because of the booing, 10 
students 
also have 
been 
charged 
with 
breaking 
university regulations... 


Safe Peeled Open, 
$825 Cash Taken 


Approximatiey $825 in cash 
was stolen early Sunday from a 
safe at Mill Valley Auto Parts, 
3601 Miller Avenue, Mill Valley 
Police reported. Officers said 
the building was entered by 
drilling holes in a rear door 
and said the firm's safe had 
been peeled open. 
According to police, the 
theft was discovered about 
9:30 a.m. by William Las- 
sner, a machinist for the 
company. 


EVELYN WILD 


Evelyn L. Wild, 57, of Pe­ 
taluma, a medical records 
secretary, died today at a 
Santa Rosa hospital after a 
long illness. 
A native of Martinton, 
III., she moved to Redwood 
City as a child and. graduat­ 
ed from San Jose College of 
Commerce. 
Mrs. Wildmoved to Petal­ 
uma in 1965 and had been 
employed for three years as 
a medical records secretary 
at the Community Hospital 
of Sonoma County. She was 
a. me.rn.ber of the Sonoma 
County Employees Associa­ 
tion and the American As­ 
sociation of Medical Record 
Librarians. 
She is survived by two 
daughters, Patricia Fronce 
of Petaluma and Marie Mc­ 
Donald of N e w a r k ; her 
mother, Emm,a L. Wild of 
Palo Alto; a sister, Louise 
Parry of Palo Alto, and two 
brothers, Carl Wild of Oro- 
ville and Harold Wild of 
Portola Valley. 
Funeral will be at 11 a.m. 
Thursday at Sorensen Fu­ 
neral Home, Petaluma, with 
burial at Cypress. Hill Me­ 
morial Park. 'The family 
prefers that contributions 
be made to the Easter Seal 
Society or to the American 
Cancer Society. 


THOMAS ROSEVEAR 
Thomas H. Rosevear, 69, 
of 423 First Street, San Ra­ 
fael, died at his home yes­ 
terday after a. long illness. 
A native of Lead, S.D., he 
had lived in Marin county 
for the past 44 years. He 
was a retired carpenter. 
He was a member of the 
Marin Rod and Gun Club. 
He is survived by a son, 
Edward 
T. 
Rosevear 
of 
Greenbrae; two sisters, .Ann 
Myers of Napa and. Essie 
M. Rowe of Santa Rosa; a 
brother, William L. Rose- 
v e a r of Napa and two 
grandchildren. 
Funeral will be at 2 p.m. 
Thursday at the Harry M. 
Williams Mortuary , San Ra­ 
fael. 
Private entombment 
will, follow. 


SALVATORE 
AMOROSO 


Mass for Salvatore Amo­ 
roso of San Francisco, fath­ 
er of Frank Amoroso of San 
Rafael, will be said Thurs­ 
day at 9 a.m. at St. Mi- 
c h a e I ’ s Church In San 
Francisco. 
Amoroso, 
who 
helped 
found the Marvelous Marin 
Lodge of the Sons of Italy in 
the late 1940s, died Sunday 
at his home after a short 
illness. He was 72. 
Bom in Italy, he fought in 
the Italian army on. the Aus­ 
trian front during World 
War I, then immigrated to 
San Francisco about 1920. 
He lived in Seattle from 
1927 u n t i l 1933, then re­ 
turned to San Francisco for 
the rest of his life. 
He worked as a janitor in 
a San Francisco department 
store for more than 30 years 
before retiring in 1964. 
A member of the Vitta 
Nuova Lodge of the Sons of 
Italy in San Francisco, he 
had served as president and • 
vice president of the group. 
Also surviving are his 
wife, Dora of San Francis­ 
co; two other sons, Mario 
Amoroso and Armand Amo­ 
roso, both of San Francisco; 
brothers and sisters in Ita­ 
ly ; and 10 grandchildren. 
RALPH 
LONGFELLOW 


Ralph Emerson Longfel­ 
low, 76, died yesterday at 
his home' at 28 Fire Road, 
Woodacre. 
He had had many strokes 
and death was due appar­ 
ently to natural causes, the 
coroner’s office reported. 
Longfellow was bora in 
Plymouth, Mass. He was a 
retired machinist and had 
lived in Marin County for 
the past three years. 
He is survived by a son, 
Fred LongfeEow of San Ra­ 
fael and two grandchildren. 
Arrangements for a me­ 
morial service in Massa­ 
chusetts were pending today 
at the Harry M. Williams 
Mortuary, San Rafael. 


MRS. HANDLEY 


LILLIAN FLOTO 
Funeral for Lillian L. Flo­ 
to of Phoenix, Ariz., a resi­ 
dent of Mill Valley until last 
year, was held Saturday in 
Phoenix. 
Mrs. Floto died Thursday 
in a Phoenix hospital after 
a long illness. She was ,58'. 
Born in San Francisco, 
she moved to Mill Valley in 
1940, then to Phoenix in 
1970. She had lived at 23 
Mesa Avenue in Mill Valley. 
She was a former mem­ 
ber of the Mill Valley Wom­ 
en’s Golf Club. 
Surviving are her mother, 
Mrs. L. J. S c h e l l of Mill 
Valley; a son, Sidney Floto 
III of S a s e b o , Japan; a 
daughter, Shelley Duran of 
Phoenix; 
a sister, Hazel 
Galleazzi of Greenbrae, and 
10 grandchildren. 


SPIRITA CROVO 
Requiem High Mass for 
Spirita Crovo, mother of 
Mario J. Crovo of Green­ 
brae, will be celebrated to­ 
morrow at 10:45 a.m. at the 
Corpus Christi Church in 
San Francisco. 
Mrs. Crovo, a native of 
Italy, died in Greenbrae 
Sunday at the age of 84. 
She leaves another son, 
Aldo J. C r o v o , a sister 
Anette Saccone and four 
great grandchildren James, 
Paul and John Crovo and 
Catherine Abbott. 
Burial will be at the Holy 
Cross 
Cemetery 
in, 
San 
Francisco'. 


and two daughters, Const­ 
ance Clements of Oakland 
and C l a u d i a Calhoon of 
Fayetteville, N.C. 
A Requiem Mass will be 
celebrated at 10 a.m. Thurs­ 
day at Blessed Sacrament 
Church, Santa Venetia. Pri­ 
vate burial will be at Wil- 
1 i a m e 11 e 
N a t i o n a l 
Cemetery, Ore. 
Rosary will be recited at 
8 p.m. tomorrow at the Red­ 
wood Chapel Funeral Home, 
Novato. 


DEATHS 


FLORIDA EVEN 


SELDEN 
McCASKEY 


Selden F. McCaskey, 62, 
senior auditor for American 
President 
Lines/ in 
San 
Francisco, died; yesterday 
at Ms San. Rafael home. 
His wife, Margaret, said 
he succumbed from a heart 
attack. 
McCaskey, of 118 Palm 
L a n e , was bora in New 
York City and had l i v e d 
mostly in San Rafael since 
1923. 
He also had worked for 
American President Unes 
in Japan 'before and after 
World War II and in New 
York. 
Survivors, in addition to 
his wife, are a son, Dr. Mi­ 
chael J. McCaskey of Be- 
thesda, Md., and two sis- 
t e r s , Mary Allen of Ross 
and Eleanor Mayo of Barn­ 
well, S.C. 
Funeral will be at 10:30 
a.m. Thursday at Keaton’s 
Mortuary, San Rafael. Pri­ 
vate burial will follow. 


A Requiem Mass for Ce­ 
celia 
E. 
Hanley, 
former 
Marin County resident, was 
held Dec. 26 in St. Maries, 
Ida., according to her aunt, 
Kathryn Spharler of San 
Anselmo. 
Mrs. Hanley, 66, died Dec. 
23 at her Idaho home. 
She was born in England 
and came to this country in 
1917. She had lived in Color­ 
ado and Montana prior to 
moving to Marin County in 
1947. 
She worked three years at 
Sunny Hills Orphanage in 
San 
.Anselmo 
where 
she 
'lived. She worked for the 
Young Women’s Christian 
Association in San Francis­ 
co for eight years. Then 
f r o m 
1958 to 
1967 
she 
worked for Guide Dogs for 
the Blind in San Rafael. She 
retired in May 1967 and 
moved to' Idaho. 
She is survived by her 
husband Peter J. Hanley 
and a brother, William Sic­ 
kle both of St. Maries. 
Burial was in St. Maries 
cemetery. 


Mass of the Resurrection 
for Florida P. Even, a long­ 
time Marin County resident 
and apartment house owner, 
will be tomorrow at 9:30 
a.m.. at St.. R a p h a e 1 * s 
Church, San Rafael. 
Mrs. Evans, who lived at 
102 Du Bois Street, San Ra­ 
fael, was found dead Sunday 
at her home. She was 52. 
The coroner’s office said 
she apparently died of na­ 
tural causes. 
A native of Ottawa, Cana­ 
da, Mrs. Even moved to the 
United States prior to World 
War II. 
She later lived in France 
with her late h u s b a n d , 
Louis Even, a Ford Motor 
Company engineer. 
During the German occu­ 
pation, she and her husband 
became 
involved 
in the 
French 
Resistance 
move­ 
ment 
by 
evacuating the 
wounded and hiding resist­ 
ance f i g h t e r s from the 
Nazi’s. 
She escaped arrest by the 
Gestapo three times, once 
wearing, high 
heels 
and 
wading through snow — to 
avoid imprisonment or 'exe­ 
cution. 
When the Allies landed in 
France, she acted as an in­ 
terpreter, helped with the 
capture of spies and with 
the evacuation of wounded 
troops. 
She returned to the United 
States in. 1945, settling in 
Marin County. In 1'966 she 
opened the Mon Tresor gift 
shop in San Rafael. She la­ 
ter purchased the apart­ 
ment house located at 407 
First Street. 
She is survived by a sis­ 
ter, Maloina Stappert of Ot­ 
tawa. 
The Rosary will be recit­ 
ed tonight at 8 o’clock at 
Keaton’s Mortuary. Burial 
will be at Mount Olivet Ce­ 
metery. 


McCASKBY — In,San Rafael, 
Jan. 18, 1971. Selden F. McCas­ 
key, husband of Margaret How­ 
ell McCaskey, father of Dr. 
Michael J. McCaskey of Be- 
thesda, Maryland, son of the 
late Mr. and Mrs. Charles I. 
McCaskey, brother of Mrs. Ed- 
w a r d 
Mayo 
of 
Barnwell, 
South Carolina, Mrs. John F. 
A l l e n , Ross, and the late 
Charles McCaskey Jr., uncle of 
numerous nieces and nephews. 
A native of New York. Age 62. 
Friends are invited to attend 
the funeral Thursday, Jan. 21, 
1971 at 1 0 : 3 0 a.m. at KEA­ 
TON’S MORTUARY, 1022 E 
Street, San Rafael. Interment 
private. (1/19-20) 


ROSEVEAR — In San Ra­ 
fael, Jan. 18, 1971. Thomas H. 
Rosevear, beloved husband of 
the late Wanda Rosevear, lov­ 
ing father of Edward T. Rosev­ 
ear of G r e e n b r a e , loving 
brother of Mrs. Ann Myers of 
Napa, Mrs. Essie M. Rowe of 
Santa Rosa, William L. Rosev­ 
ear of Napa and the late Jack 
C. Rosevear, devoted grand­ 
father of Chris and Gary' Ro­ 
sevear. A native of Lead, S. D., 
aged 69 years. A member of the 
Marin Rod. and Gun Club. 
Friends are invited to attend 
the funeral Thursday, January 
21, 1971 at 2 p.m. at the HAR­ 
RY M. WILLIAMS MORTU­ 
ARY, San Rafael. Entombment 
private. (Parking Court on E 
I Street) (1/19-20) 


JOHN CRONIN 


IVANI — In Fairfax, Jan. 17, 
1971. 
Sabina 
Ivani, 
beloved 
wife of the late Gildo Ivani: 
devoted mother of Harold F. 
Ivani of 
Fairfax, Alfred I. 
Ivani. of Greenbrae and 'the late 
Dr. Rinaldo C. Ivani and Ed­ 
mund L. Ivani, loving sister of 
Miss Cezira Cereghino of San 
Rafael, Victor Cereghino of Los 
Altos and Raymond Cereghino 
of Redwood City; also survi- 
vied by two grandchildren, four 
great-grandchildren and three 
nephews. A native of Italy, 
aged 92 years. 
Private family services were 
held Tuesday, Jan.. 19, 1971, at 
St. Rita's Church. Fairfax. En­ 
tombment Holy Cross Mauso­ 
leum, C o l m a . CHAPEL OF 
THE HILLS services (1/19) 


TOGNACCA — In San Rafael, 
Jan. 16, 1971. Silvio C. Tognac- 
ca, beloved husband of the late 
Della Tognacca, loving father 
of Phyllis Jones and brother of 
Mrs. 
Elizabeth 
Day, 
Santa. 
Rosa; grandfather of Thomas 
W„ Jones of New York, Gene R. 
Jones of Corte Madera, Mrs. 
Barbara Ridgway of Novato,. 
Mrs. William Brady of San Ra­ 
fael, Mrs. Charlene Wells of 
Belmont; great-grandfather of 
rune great-grandchildren. A na­ 
tive of California, 
aged 81 
years. 
Friends are invited to attend 
the funeral Wednesday Jan. 20, 
at 2 p.m. at. the CHAPEL OF 
THE 
CHIMES, 
Santa Rosa,. 
Friends may call at KEATON’S 
CHAPEL OF MARIN, 1801 No­ 
vato Boulevard, Novato, until 1 
p.m. 
Wednesday. 
Interment 
Chapel of the Chimes, Santa 
Rosa. Memorial contributions 
preferred to your favorite char-, 
ity. (1/18-19) 


EVEN '— In San Rafael, Jan­ 
uary 17, 1971. Florida B erta. 
E v e n , wife of the late Yres 
Even; aunt of Roger Herledan; 
a native of Canada, aged 58 
years. 
Friends are invited to attend 
the funeral Wednesday, Jan. 20, 
1971, at 9:15 a.m. from KEA­ 
TON’S MORTUARY, 1022 E. 
St., San Rafael; thence to St. 
Raphael’s Church, San Rafael, 
where a Mass of the Resurrec­ 
tion will be celebrated for the 
repose of her soul at 9:30 a.m. 
Interment, Ml. Olivet Ceme­ 
tery. Rosary service will be 
recited at 8:15 p.m. at the Kea­ 
ton Chapel, Tuesday, Jan. 19. 
(1/19) 


Maj. John F. Cronin (Ret- 
Army), 51, of 223 Mirada 
Avenue, Rafael Meadows, 
died yesterday at a local 
hospital after a long illness. 
Cronin was a probation 
o f f i c e r with the Marin 
County Probation Depart­ 
ment from 1964 until last 
year when he had to retire 
because of illness. 
He enlisted in the Army 
in 1942:, served in the Pacif­ 
ic during World War II and 
the Korean War and retired 
f r o m the Army at Fort 
Polk, La., in 1963. 
A 
native of 
Bay shore, 
N.Y., he was a graduate of 
St. 
Bona venture 
College, 
Olean, N.Y. 
Surviving are his wife, 
Audrey, a son, Timothy, 
both of Rafael Meadows, 


PHILCOX, — In San Francis­ 
co, January 16, 1971, Clara A. 
(Withers) Philcox, beloved wife 
of Sydney W. Philcox, daughter 
of Harold P. Withers Sr., and 
the late Ella Withers, step­ 
daughter of Edna Withers, sis­ 
ter of James J., and Harold B. 
Withers Jr., and Ella M. With­ 
ers, aunt of Robert, Sheila, 
Steven and Pamela Withers 
and Debbie and Clare Smith, 
sister-in-law of Freda Withers, 
Bernadette and Steven Smith; 
a native of San Rafael, aged 42 
years; a graduate of the San 
Rafael High School and Univ­ 
ersity of San Francisco. 
Friends are invited to attend 
the funeral Wednesday, Janu­ 
ary 20, at 10:10 a.m. from KEA- 
TON’s M O R T U A R Y , San 
Rafael, thence to St. Raphael’s 
Church where a Mass of the 
Resurrection will be offered for 
the repose of her soul at 10:30 
a.m. Interment Mt. Olivet Ce­ 
metery, 
San Rafael. 
Rosary 
services will be' recited at 8 
p.m. at the KEATON CHAPEL, 
Tuesday January 19. (1/18-19) 
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Ranch Is 
Divided 


Division of the 22-acre Tó­ 
males Bay Ranch into three 
parcels wa s a ppro ve d ye s - 
terday by a 5-2 vote of the 
Marin 
County 
Planning 
Commission. 
The subdivision was re­ 
quested by Robert Hersey 
and Wendell 
Beebe, San 
Francisco architects. Com­ 
missioners Hugh Dougherty 
and John F. West v o t e d 
against the proposal. 


They argued for a 16-foot 
paved driveway instead of a 
gravel road 'ultimately 
proved. 
a p - 


Tq 
prevent each parcel 
from being further subdi­ 
vided, Margaret B. Azevedo 
moved to set the density at 
one unit for each five acres. 
A hearing on this was set 
for March 1. 


The Azevedo motion also 
passed 5-2 with Dougherty 
and Walter F. Frietas dis­ 
senting, 


The property is located on 
Shoreline Highway on the 
east shore of Tómales Bay 
two miles north of Marshall 
between Clark Road and 
Blake’s Landing. 


The Marin County Plan­ 
ning Commission also: 


MALCH 
SUBDIVISION 
— 
Approved a six-lot subdivision 
for Oliver Mauch at the corner 
of Vineyard Road and Wild 
Horse 'Valley Drive, 'West No­ 
vato. Each lot will have 15,400 
square feet or more. In Decem­ 
ber, the county r e j e c t e d 
Mauch’s request for an eight-lot 
subdivision in the saíne loca­ 
tion. 
STREET 
ABANDONMENT 
— Denied Robert E. Wenburg’s 
request for county abandon­ 
ment of a pedestrian easement 
thai bisects his property at the 
end of Ash Avenue in Kentfield. 
Commissioners 
recommended 
to the Marin County Board of 
Supervisors that the county ac­ 
cept. the pedestrian easement 
for county maintenance. Resi­ 
dents along Terrace Avenue ob­ 
jected 
to 
the 
abandonment 
because they have been using 
the pathway for years. 
LAND DIVISION — Contin­ 
ued until next Monday a land 
division appeal by J. Thomas 
Caines, who has seven acres 
along North Dream Farm Road 
north of Inverness. He wants to 
divide the land into four par­ 
cels. 
CAR WASH — Approved 6-to- 
1, with Walter F. Freitas dis­ 
senting, a car wash planned by 
William Briggs of Clean Mach­ 
ine Inc. on 1.4 acres adjacent to 
MacDonald’s Restaurant nbrth 
of Richardson Bay Bridge,, but 
denied permission for installa­ 
tion of gasoline pumps. Frei­ 
tas's negative vote was aimed 
at the d e n i a l of the pumps 
which Briggs said were neces­ 
sary to make the car wash pro­ 
ject pay. 


Belvedere's city council 
and planning commission, 
meeting in joint session last 
night,, were told that the 
city needs new * planning 
tools but that a comprehen­ 
sive general plan might be 
too expensive a 
tool to 
create. 
The job. councilmen and 
planners were told, by a 
visiting consultant, might 
be better and less expen­ 
sively done by tackling the 
city’s 
planning 
problems 
one by one. 
Councilmen, while reach­ 
ing 
no 
overall decision, 
were receptive to the less 
costly alternative and called 
on the planning commission 
to meet with Councilman 
Allen Steinau and study the 
consultant’s 
suggestions 
prior to the next city coun­ 
cil meeting. 
Pointing out the need for 
new 
guidelines, 
Planning 
Director 
George 
Banning 
said that the present ordi­ 
nances are too permissive, 
allowing unattractive struc- 
t u r e s of great bulk and 
areas that could develop 'to 
very high densities. 
In addition to providing 
guidelines, however, a com­ 
prehensive plan would also 
make cities eligible for fed­ 
eral assistance grants. 
The Comprehensive Plan­ 
ning Assistance (701) Grant 
Program 
of 
California, 
which started in 1957, res­ 
tricts funding to projects 
and programs of inter gov­ 
ernment 
and/or areawide 
significance. Single jurisd­ 
ictions will not be funded 
unless exceptionally innova­ 
tive, according to the coun­ 
cil’s report. 
Lawrence Livingston Jr., 
a San Francisco planning 
consultant retained by the 
planning commission, said 
that the pressure for a plan 
is very great, especially 
from the county. 
But he warned the council 
that developing a compre­ 
hensive plan could 'be ex­ 
pensive. The cost, he said, 
for a community of 5,000 
would be the same as for a 
community of 50,000. 


Livingston told the city 
council that unless it was 
prepared to spend $35.,000 on, 
the general plan and up to 
$15,000 on ordinance revi­ 
sions, it would be better to 
address special 
problems 
which could be incorporated 
later into a general plan. 
Livingston said that six 
studies addressed to special 
problems could be done to 
provide adequate ordinance 
revisions for the city and 
only cost $15.000. 


He recommended first a 
detailed inventory and surv­ 
ey of existing open lands, 
developed lands and under­ 
water l a n d s . His report 
wrould also include a study 
for the protection of open 
space and an analysis of 
present zoning ordinances, 
review 
of 
potential 
city 
boundaries, 
recommenda­ 
tions on new or revised de- 
v e l o p m e n t 
controls, 
recommendations on city 
boundaries and review of 
architectural site plans for 
single or multiple units. 
These six smaller studies 
once put together would be 
adequate for the city which, 
although 90 per cent devel- 
o p e d , may be faced with 
redevelopment in the fu­ 
ture, Livingston said. 
Livingston said that a de­ 
cided decline 
in quality 
over the past five years was 
evident in Belvedere. 
‘ Of concern to the council 
was the possibility that land, 
values would decrease if the 
present 
ordinances 
were 
tightened. 
Livingston said that this 
wolild not be the case fot 
most of the land which is 
zoned for s i n g l e family 
dwellings. 
The council agreed that 
there was a need for density 
control 
and 
architectural 
review as an essential part 
of any new ordinances... 
It moved that the plan­ 
ning commission meet with 
councilman Allen Steinau, 
to study the suggestions for 
the new city guidelines be­ 
fore the next city council 
meeting. 


WASHINGTON (UPI)—Pres­ 
ident Nixon 
has 
appointed 
former Rep. Thomas S. Kleppe, 
R-N.D., administrator of the 
Small. Business Administration. 
'Kleppe quit his 'House seat at 
Nixon’s urging and. 'unsuccess­ 
fully challenged Sen. Quentin N. 
Burdick, D-N.D., in last fall’s 
election. Kleppe will succeed 
Hillary J. Sandoval who re­ 
signed Jan. 1, as SBA chief. 
Kleppe, 51, made a fortune as 
president of the Gold Seal Wax 
Co. He listed his personal worth 
last year as between $2 and $3 
million, making him one of the 
wealthiest men in Congress. 
Nixon also appointed: 
—Douglas W. Toms, former 
director of the National High­ 
way Safety 
Bureau, to be 
administrator of the National 
Highway Traffic Safety' Admi­ 
nistration. The bureau was 
abolished by the 1970 Federal 
Highway Act. 
—Ralph R. Bartelmeyer as 
deputy federal highway admi­ 
nistrator. He previously was 
director of' public roads, a 
position abolished by the same 
law, 


Three newborn babies at 
Marin 
General 
Hospital 
were discovered early yes­ 
terday ' to have contracted 
what a spokesman called, a 
viral, diarrhea. 
Ray K. Bolinger, hospital 
administrator, said yester­ 
day the afflicted infants 
were discovered during the 
11 p.m. to 7 a.m. s h i f t . 
Twenty-two other babies in 
the 
hospital’s 
nursery 
showed no signs of the ill­ 


ness, he said. 
He reported the three in 
good 
condition and said 
their illness may be caused 
by the unidentified virus 
that has struck both Mount. 
Zion and the University of 
California hospital in San 
Francisco last month. 
Bolinger emphasized the 
cases do not represent an 
epidemic and that the virus 
cases reported at his hospi­ 
tal appear to be less severe 


than in San Francisco. 
Precautions were institut­ 
ed at the hospital when the 
cases first appeared in San 
Francisco, he said, adding 
additional precautions have 
been added. 
'They include discharging 
mothers and well babies as 
soon as 'possible, limiting 
the number of visitors to 
the obstetrics ward to one 
per mother, keeping new 
borns with their mothers for 
24 hours, questioning visi­ 
tors and employees regard­ 
ing recent illnesses, keeping 
new born babies, unable to 


stay with their mothers, in 
nurseries other than those 
where the diarrhea cases 
were reported, and isolating 
the infected babies. 
Attempts are being made 
to determine what the virus 
is, he said, a.s well as to 
determine if it is the same 
as has been r e p o r t e d 
throughout the Bay Area by 
both children and adults. 


The horns of the greater 
kudu, a type of antelope, may 
reach a length of more than 
five feet. 
Squeeze in a trip 
to Orange 
County 


Sen. Percy Asking 
For Girl Page Rule 
WASHINGTON (UPI) -Sen. 
Charles H. Percy, R-IU., says 
he will ask the Senate Rules 
Committee immediately after 
Congress convenes to allow the 
appointment of female Senate 
pages. 
Percy has appointed a girl 
page as have Sens. Jacob K. 
Javits, R-N.Y., and Fred R. 
Harris, D-Okla., but the ap­ 
pointments hinge on approval 
for a rules change by the 
committee. 


Six flights a day from, Oak­ 
land International Airport. 
Every day but Saturday when 
there are five. With Air 
California. You can take off 
as early as 7:00 in the 
morning. And come back 
late in the evening. So you 


can squeeze the whole 
into a day. And from Marin, 
Sonoma. Napa or Solano 
Counties, you won’t have to 
squeeze across the Golden 
Gate, or through San 
Francisco, or into a mouse 
maze at the airport. Oakland 
is just an easy bridge and a 
freeway from where 


live. And you can park right 
across the street from the 
terminal. What's more, we 
have some girls whose only 
job is to help you fly. 
When you’re ready, call 
the Fly Oakland Girl 
for reservations and infor­ 
mation. Enterprise 1 


FLY OAKLAND 
With credit 


The Belvedere City Council Also: 


Session Is 
Closed On 
City Boss 


POLICE CHIEF — Met in 
closed session to study the qual­ 
ifications of the applicants for 
police chief. 
'VARIANCE — Approved an 
application for variance from, 
the provisions of city code to 
allow construction of a hillside 
elevator in the side yard, at the 
home of Thomas M. Uhrey at 
190 Beach Road subject to ap­ 
proval of the color and on con­ 
dition 
that 
a 
professional 
survey of the area be taken and 
approved by the planning di­ 
rector. 
MOTORCYCLES 
— 
Heard 
from David Borden of the Bel­ 
vedere Committee for the Envi­ 
ronment on complaints about 
motorcycles and directed staff 
to look into statutes on noise 
control and enforcement. Bor­ 
den also requested enforcement 
of law on shooting of waterfowl 
on the shore, which he said had 
annoyed and frightened people 
nearby. 


APARTMENT — Heal'd from 
the City Mgr. William L. Cav- 
alli that the cost, to refurbish 
the apartm ent used by the pol­ 
ice chief was estimated at $2,- 
150 for living quarters and an 
additional $1,000 for kitchen 
and bathrooms. He would get 
additional bids before the next 
meeting. 
SEWER — Accepted the bid 
of Ferrer Co. for $1.950 for sew­ 
er rerouting and abandonment 
of sewer main from Corinthian 
allowing for connection with 
nursery school w hen completed 


as good as yours, 
shouldn't you be able 


Open Space 
To Be Discussed 
to write a check? 


The Tiburón City Council, 
at a special closed meeting 
called for another purpose, 
decided on Saturday to form 
a committee to screen about 
12 applicants for the post ol 
city manager. 
Mayor Denis T. Rice said 
the council, meeting behind 
closed doors Saturday., eli­ 
mina ted. some of the appli- 
c a n t s but opted for the 
screening committee “be­ 
cause we couldn’t differen­ 
tiate any further” among 
the candidates. 
Although the meeting was 
called to discuss city mana­ 
ger applicants and not to 
decide whether to form a 
screening committee, Rice 
said he thought the meeting 
“was all very proper” un­ 
der the R a 1 p h M. Brown 
Act. 
(The Brown Act limits 
special meetings to subjects 
for which the meetings are 
called and prohibits closed 
meetings except for these 
purposes: hiring or firing of 
employees, 
discussing 
charges against employees 
or discussing litigation. The 
act does not permit closed 
meetings to discuss proce­ 
dures.) 
Rice 
said 
Deputy City 
Ally. Richard H. Bremer 
told him the meeting did 
not violate the law. Howev­ 
er, Rice said, if a question 
about its legality arose the 
* council would duplicate its 
* action at Monday’s regular 
council meeting. 
Rice said the councilmen 
agreed to approach “profes 
s i o n a 1 people in govern­ 
ment” in the Bay Area to 
see if they would serve on 
the screening committee.,, 
but declined to name pros­ 
pective 
committee 
mem­ 
bers. 
* 
The new city manager 
will replace Lawrence D 
Rose, who resigned in De 
c e m b e r to become city 
manager of Laguna Beach. 


Computer Cars Seen 
Under Development 
WASHINGTON (UPI) — 
The first attempts to run 
computer driven cars on au­ 
tomated highways may be 
made in. the United States 
by the end of the 1970s, ac- 
c o r d i n g to Douglas A. 
Toms, director of the Na­ 
tional Highway Traffic Saf­ 
ety Administration. 
“1 t h i n k we will have 
either magnetic or radio 
beam or metallic strips of 
something 
that 
you 
can 
zero-in on and your solid 
state computer system in 
your car w o u l d have the 
ability . . . not only to slow it 
d o w n ,. but speed, it up , . 
Tom said in an interview, 


A 
formula 
to regulate 
open space with building 
size along Corte Madera 
Creek will be considered today 
by the Larkspur City Council. 
The formula was request­ 
ed from the city's staff dur­ 
ing the council’s meeting 
last week and follows plan­ 
ning commission refusal to 
consider creekside develop­ 
ment until an open space 
policy is discussed. 
Meeting at 7:30 p.m.. at 
city hall, the council will 
first hold a closed session to 
interview applicants for a 
vacant position on the city's 
park and recreation com­ 
mission. 


Vocal Ensemble 
To Join Group 
The Redwood High School 
vocal ensemble will join the 
Marin Chapter of the Amer­ 
ican Recorder Society at 
the chapter’s January meet­ 
ing, 8 p.m.. Friday in the 
music room, of Vallecito Ju­ 
nior 
High School, Terra 
Linda. 
Music for voices, recor­ 
ders and percussion instru­ 
ments will be performed, 
according to Irene Barthel 
of Forest Knolls, chapter se­ 
cretary. 


Now . . . Gives Your 
FALSE TEETH 
More Biting Power 
J u s t sp rin k lin g PASTEETH* on 
y o u r den lu re s does all th is ; (I) 
helps .hold both uppers and lowers 
firmer longer: (21 Holds them, more 
eom tortablv: (31 Helps you eat mor* 
naturally. .FASTEETH Denture Ad­ 
hesive Powder Is not acid. T here’s 
no gummy, gooey, pasty taste. Den­ 
tures that fit arc essential to health. 
See your d e n tist regularly. G et 
FASTEETH at all drug counters. 
REMODELING? 
NEW 
CONSTRUCTION? 
R esidential I, Commercial 
&, Industrial 
— 
Kitchen, 
Bathrooms, 
free 11 ti motet — Bonded 
AL ALLEN & SON’S 
General Building 
Contractor 
PH O N f 


If you're like some people, you carry thou­ 
sands of dollars worth of credit in your wallet. 
And like most people, maybe zero 
dollars worth of cash. 
Which won't help much in a store that 
doesn't know who you are and doesn't 
accept charge cards. Or if you get a big den­ 
tist bill in th e mail and have a small balance 
in your checking account. 
But if one of your cards is a Security 
Pacific Bank Master Charge Card, the com­ 
bined check and charge card, it can help. 
It's the only bank charge card in 
California that also offers a Check Guarantee 


SAN RAFAEL PODIATRY GROUP 
Takes Pleasure In A nnotincin# 
The Opening of its Mill Volley Office 
33 R eed Blvd. 
(Formerly N.J. Schlesinger, D.P.M.) 


For Appointments 
Call 388-0650 or 454-4114 


and a Ready ReservAccount. 
It tells the m erchant he won't get 
stuck with your check because we guaran­ 
tee your personalized checks in face amounts 
up to $100. 
For a dentist bill, or any big bill, use the 
Ready ReservAccount. just write a check, 
even if it is more than your balance, and we'll 
automatically deposit the money to help 
cover it. 
The new Master C harge/C heck 
G uarantee C ard/R eady ReservAccount. 
From now on, your checks will always 
be as good as your credit. 


SECURITY PACIFIC BANK 


San Rafael: 1242 Fifth Avenue 


■twit* »et* 
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FRESÍ^TUNG CORNFED PORKERS 
Boneless Club 


Fresh Eastern 


MEAT 
SPECIALS 
WEDNESDAY 
THRU 
SUNDAY 


Eastern Smoked 
Boneless 


FULLY COOKED - READY TO E AT - 3 TO 12 LBS 


So Delicious 
A Wintertime Treat 
All Center Cut 


U.S.D.A. 
CHOICE! 
U.S.D.A. 
PRIME! 


U.S.D.A. 
CHOICE! 
U.S.D.A. 
PRIME! 


U.S.D.A. 
CHOICE! 
U.S.D.A. 
PRIME! 


The 
Finest 
Eastern 
Sparkling Fresh Produce! 


TOILET TISSUE 


MD, 4 ROLL PACK 
! . 


S&W BEANS 


KIDNEY & GARBONZO 
303 TIN ............................. 


PLANTER'S DRY ROASTED 
13 OZ, JAR _____________ 
Fabric Softener 


DOWNY 
33 OZ. 
DEAL SIZE 


SPECIALS WED. THRU SUN 
LAWRYS AIL VARIETIES 
8 OZ. S IZ E 
. 


DATE SPECIAL 


DEL MONTE 
303 TIN . . 


CALIFORNIA 
10 OZ, PITIED 
CALIFORNIA 
12 OZ. PITS IN 


SHADY OAKS 
STEMS 'N' PIECES 
4 OZ. T IN _______ 


EXTRA FANCY, LARGE SWEET 
JUICY NAVELS 
____ ________ 
« 


EXTRA FANCY, LARGE, SWEET 
JUICY TEXAS RUBY RED------ 
Specially Selected Frozen Foods 
EXTRA FANCY, LARGE SWEET# 
NEW CROP, FLORIDA GOLDEN BANTAM 
VEGETABLES— 


GIANT PEAS • FRENCH FRIED POTATOES 
PETITE PEAS « MIXED VEGETABLES 
CHOPPED OR LEAF SPINACH • CUT CORN 
FRENCH OR REG. CUT BEANS 
VEGETABIES DELICIEUX 
PEAS & CARROTS 
■■ 


EXTRA FANCY 
FIRM SLICING 


KOLD KIST 
28 OZ. PKG 


REG. PKGS 
ARMANI NO 
4 OZ. PKG .. 


BONNIE HUBBARD 
10 OZ. PKG_______ 


MAXWELL HOUSE 
10 OZ. JAR . . . . . 
FOREMOST PREMIUM 
HALF GALLON ______ 


iPETRINTS COU PON 
PETRINI S COUPON 
PETRI NTS C O U P O Nj 


DEL MONTE 
303 T in ____ 
2-LB, TIN 
M 
T 
ALL GRINDS 
. . . . I 
GOOD WED.. JAN. 20 THRU SUN., JAN 24 


1 PER FAMILY 


DEL MONTE 
303 Tin 
R # r 4# 


G O O D W ED., JAN. 20 THRU SUN,, JAN. 24 
1 PER F AMI LY 


GROCERY 
SPECIALS 
WEDNESDAY 
THRU TUESDAY 


GOOD W ED., JAN. 20 THRU SUN,, JAN 24 


1 PER FAMILY 
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PORK 


Fancy Loin 


PORK 


Fresh Eastern 


ALL LEAN 
CENTER 
CUTS 


LEAN 
Fancy Pork Kahobs SIS' 
99c. 


SEASO NED 
Country Style Sausage IL » 
, 69c 


Fresh Fish and Poultry! 


FOR 
9011 


Cocktail Juice 


48 01/ ..... 69C 


DRUGS 


VICKS 44 
C O U G H SYRUP 
3V4 
o z . 91* 


GLEEM 
TOOTHPASTE 5 oz. SIZE 
64c 
1 ST* JOSEPH S 
CHILD A S P IR IN ............. 33' 


SPECIALS 
W EDNESDAY 
THROUGH 
SUNDAY 


Purex Bleach 
Pineapple 


GROCERY SPECIALS W EDN ESDAY THRU TUES. 


Vi GAL. 
SIZE . . 


DOLE'S NATURAL JUICE 
SLICED, CHUNK, CRUSHED NO. 2 TIN 
Tomato J u i c e ™ ? ™ 3 ° 9 9 c 
HEN TURKEYS 
Shoestring P o t a t o e s 2 : 4 5 c 


CHICKEN BREAST 


CORDON BLUE 


7 OZ. EACH 
79 
Specially Selected From The Unity- 
KRAFT------- 
Select-A-Size Cheese 


MILD, SHARP, N EW YORK SHARP, MED- 
IUM, 
MONTEREY 
JACK, 
MOZZARELLA, 
SWISS, MUENSTER, LONGHORN, CARA­ 
W A Y 
10c OFF EACH PKG. 


SAN TA ROSA 
LARGE, A A, DOZEN 


COTTAGE CHEESE 
33 


EGGS 
BUTTER 
BOLOGNA 
HAM 


VALLEY OF THE M O O N 
CUBED, P O U N D ....... 


RATH 
SLICED, 1 LB . 


SLICED DAÑOLA 
IMPORTED 4 OZ. 


37‘ 
81' 
59' 
59' 


PETRALE ROLLS 


STUFFED SOLE WITH 
CRAB AND SHRIMP 


CHICKEN BREAST 


A LA KIEV 
" T Q c 
7 0Z. EACH 
# 7 
Front The Sect 


BROILER HALVES 


FRESH CALIF. 


GROW N, LB. 


lb.2.39 


FROG LEGS 


MEDIUM SIZE 
lb.1.49 


ENGLISH KIPPERS 


IMPORTED 
lb. 


MOUNTAIN TROUT 


FRESH FROM UTAH 
lb.J91 
1.39 
■FISH SPECIALS SUBJECT TO WEATHER 


TUTTLE PLAIN, PINT 


TUTTLE PINEAPPLE, 
FRUIT SALAD, 
CHIVE 
PINT 35 


KRAFT 
AGED 
NATURAL 
SWISS CHEESE 
ft0 
FULL OF FLAVOR 
12 OZ. Q*f 
HEART OF THE SW ISS 
C H U N K________ 
Fine B ines & Liquors 
SEBASTIANI WINES OF SONOMA 


Unbleached 


White Flour 5-lb............. 
7 9 c 
Grain Cereal 
42 oz.......................... 
7 9 c 


Whole Wheat Flour 
STONE G R O U N D 5 lb . . 
79c 
Brown Rice 
Short Grain 34 oz........ 
7 9 c 


Cereal Mates 
34 oz. ........................ . . . . 5 9 c 
Wheat Germ 
16 oz. . . . . . . . . . . . . . ......... 4 5 ° 


BURG UNDY 
C H A BU S 
ROSE 
*i • * « 


V 


"So part of our day's 
activity surpasses in 
importance than that 
directed toward pro- 
per planning for to - 
morrow. 
* 


GREEN H U N G A RIA N 
C H E N IN BLANC 
GAMAY BEAUJOLAIS 


BARBERA 
CABARNET 
SA U V IG N O N 
PI N OT N O I R 5t h • 


1.69 


1.89 


2.50 


M O U N T A IN BURGUNDY 
CHABUS, ROSE 


5th 
i/2 GAL. 
1.29 
2.59 


SPECIALS 
W EDN ESDAY 
THROUGH 
SU N D A Y 


IMPORTED IN THE BOTTLE 
Triggery Scotch 


LIGHT & CLEAN 
80 Proof 
5th 
:99 


CASI LOTS 
60.00 


Maison Gourmet Delicatessen 


SAURKRAUT I POLISH SAUSAGE 


C 


FRESH 


pint35 


ROPE OR RING 


REG. 1.49 


lb1.19 


RINDLESS 
JACK CHEESE 
lb85 


S 


"y:- 
. ■- .r , 
/ 
* 
■ 
■ 
* . 'v* ■ 
C A h O lK S V lk h D e s i g n s 


Massive Oil Slick 
Threat To Coastline 


8 3nftrprmVnt-31iutrnal. 
Tuesday, January 19, 197 


Officials today remained 
uncertain as to why a 24- 
hour harbor advisory radar 
system, being used in the 
Bay on an experimental 
basis by the Coast Guard, 
failed to prevent the ram­ 
ming of the oil-filled Ari­ 
zona Standard by her sister 
ship.Lt. Gilbert Shaw of the 
Coast Guard said personnel 
manning the system had 
had contact with the oil- 
filled Arizona Standard, in­ 
bound in the Bay, until the 
collision. But he said efforts 
to recontact the Oregon 
Standard, heading out the 
Golden Gate, were made 
unsuccessfully on several 
occasions prior to the 1:45 
a.m. crash. Lt. Shaw said 
the Oregon Standard had 
contacted the Coast Guard 
as it left the Richmond 
Longwharf. 
The Arizona, which re­ 
mained in the middle of the 
Bay with a 40-foot gash in 
its hull for most of yester­ 
day, was m o v e d back to 
Richmond last night about 9 
p.m. 
/ 


•mmmm 
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OIL HITS SAUSALITO — Work­ 
men scrub rocks (left photo» after 
oil dumped into San Francisco 
which were pumping the bunker 
fuel from the water. 
T V , Radio Are 
Taken From Store 
A television and radio 
valued at $350, stolen during 
an early morning burglary 
Friday of Mathiasen s Tele­ 
vision Service in San Ansel­ 
mo, have been recovered, 
police said today. 
Officers said the items 
were found Friday at 5 p.m. 
in an auto p a r k e d at 29 
Rowland Court, San Ansel­ 
mo. 


Bay following the collision of two 
tankers washed into Sausalito’s 
shoreline yesterday. More of the 
floating slimy substance is seen 
in the picture on the left and in 
the background are tanker trucks 


Equipment Theft 
Acetylene 
and 
oxygen 
tanks and cutting torches 
valued at $278 were taken 
between 4:30 p.m. Friday 
and 8 a.m. yesterday from a 
construction site on San Ra­ 
fa el’s Quail Hill, according 
to Alfred William Martin of 
Mitchell Plumbing. 


OPEN WEDNESDAY TILL 9 P.M 
HOURS: DAILY 10 A.M. TO 5:30 P.M. - SUNDAY 12 TO 5 


DINING ROOM FURNITURE 


Ta b les, C h airs, Buffets, Hutches 


C arts, Bars and Stools. 


LIVING ROOM FURNITURE 


Upholstered C h airs, Sofas, C o ffee Tables, 


End T a b le s, Corner Tables, 
Desks, W a ll 
Units, 
Nest 
of 
T a b le s, 
Rocking 
Chairs. 


ruptured tanks covers the bay. Coast Guard o f f i c i a l s 
estimated the oil spill, the worst in the bay's history, as 
between 500,000 and 1,000,000 gallons. 


(Independent-Journal photos by Bob Hue) 


BEDROOM FURNITURE 


Double, Triple and 
Highboy. 
LEAKING TANKER — The Oregon Standard, a Standard 
Oil Co. tanker rammed in the side by a sister ship 
yesterday, floats in San Francisco Bay as oil from her 
Dressers 
N ight Stands, H e a d b o ard s, Dressing Tables 


Bid For 54-Unit Plan 
At Sunny Hills Denied 


DANISH WOOL RYA RUGS 


Many Rugs to choose from in all sizes and 


colors. 
$500,000 Development Gets 
Novato School District's Nod 
der present planning and 
called for a 51-unit plan, !| 
Mrs. Mullins said. 
The commission reelected 1 
Philip S. Heinecke as com­ 
mission c h a i r m a n and ; 
Ragnvald Bernt Jr. as vice 
chairman. 
The commission also de- j 
iiied two applications for 
variance because of no ev- ¡ 
i d e n c e of demonstrable ¡ 
hardship, Mrs. Mullins said. 
These applications were 
made by Betty Kaplun of 19 
Carolina Avenue for off- 
street parking, and an ap­ 
plication by Peter J. Daw­ 
son of 80 Magnolia Avenue 
for the location of three 
parking spaces at his home. 


An application tv re zone 
the la n d s of Sunny Hills 
Children's Services for 54 
ope-and two-bedroom apart­ 
ment units was unanimous­ 
ly d e n i e d by the San 
Anselmo Planning Commis­ 
sion last night. 
The Sunny Hills property 
is under lease to the Red­ 
wood S h o p p i n g Center 
which has considered sub­ 
leasing to developer David 
Lewis for private apart­ 
ments, Mrs. Mullins said. 
. The denial was based on a 
report concerning the future 
development of properties 
on .Sonoma Avenue and Sun­ 
ny Hills Drive on which the 
private school is located, 
commission secretary Cath­ 
erine Mullins reported. 
The commission consi­ 
dered the proposed density 
too great for the valley un- 


Eleanor .Cox. Rancho School, 
and Teresa Borland, West No­ 
vato SchoolN 
STATE FUNDS — Heard that 
the state has approved $14.300 
for a district vocational educa­ 
tion counseling project and 
$12,300 for an elementary 
school guidance project. 
GOALS COMMITTEE — Ap­ 
pointed students Mickie Con­ 
way, B e r n a r d Hebert and; 
Candy Matson, adult student 
Wandy Willey, and teachers 
Carl Duda and James Vander- 
beets to the districts education 
goals committee. 
SUMMER SCHOOL — Ap- 
p r o v e d summer school pro­ 
gram, June 21-July 23 at Lu 
Sutto and Pacheco schools for 
elementary pupils, at June 21- 
Jtily 30 at Novato High School 
for j u n i o r and senior high 
school students. 
CONSERVATION 
P R O - 
GRAM — Approved secondary 
courses for 1971-72 with six 
courses to be dropped and 18 
new courses to be offered. 


★ A l l SALES 


ARE F IN A L • . 


Items subject to 


stock on hand 


r 
Bonk 
N 
T e rm s 
Bcnk- 
Americard 
Master 
^ C h a rg e > 
Last year about 159 mil­ 
lion watches were made 
throughout the world. 
921 C STREET (Between 3rd & 4th) SAN RAFAEL 


Social Studies Has 
Tam Board Excited 
Experimental 
programs 
in social studies proved so 
fascinating to Tamalpais 
High School District trus­ 
tees last night that they set 
a special meeting for 8 p.m. 
M o n d a y in Room 201 of 
Redwood High School to 
hear more about them. 
The trustees spent 90 min­ 
utes at their regular meet­ 
ing last night l e a r n i n g 
about the pilot studies, ac- 


Marin Still 
Socked In 
By Fog 


OIL-SOAKED BIRD GETS CLEANING 
Gentle hands of a volunteer at 
the Richardson Bay sanctuary of 
the Audubon Society today mas­ 
saged a w e s t e r n grebe with 
cleaning oil. The bird was one of 


thousands of wildlife victims of 
yesterday’s oil dump disaster. 
(See also photos on opposite page 
and on page 1.) 


(Indipendent-Journal phot© % Jim Kean) 


Withholding 


Introduced 
By Bagley 


I-J Special Report 
SACRAMENTO — Legis­ 
lature 
imposing 
payroll 
withholding of state income 
taxes was introduced today 
by Assemblyman William, 
T. Bagley, R-San Rafael. 
Since imposition of with­ 
holding next Jan. 1 would 
stick taxpayers with paying 
more' than IS months taxes 
in three months, Governor 
Ronald Reagan has insisted 
on some relief for the tax­ 
payer. 
In the Bagley bill, taxpay­ 
ers will be freed from three 
months taxes, about $550 
million. 
This money would other­ 
wise have amounted to a 
windfall to the state coming 
a fiscal year earlier than 
under the old system. 
Bagley noted that Gover­ 
nor Ronald Reagan now- 
supports withholding, and 
that Democrats in the legis­ 
lature also have advocated, 
such a system,. Reagan last 
year opposed withholding - 
unless it were part of an 
overall, tax reform,,.. 
In y e a r s prior to 1970, 
however, Reagan adamant­ 
ly opposed any considera­ 
tion of w it h, h, o j d I. n, g 
arguing, 
“taxes 
should 
hurt," 
Bagley said that withhold­ 
ing would raise about $150' 
million in increased reven­ 
ue and 'Could take the place 
of an increase in, taxes. 
Approximately $55 million, 
of this increased revenue 
would result from improved, 
compliance in tax collec­ 
tion, he said,. Withholding 
would catch taxpayers who 
now evade payment by 'not, 
filing returns or by leaving 
the state after earning in­ 
come here, Bagley said. 
.Another advantage 'would 
'be that tax payments would 
be1 current with each year’s 
economic 
growth, 
rattier 
than the subsequent, year. 
Bagley said this would raise 
the remainder of the1 $150' 
million,. 
Withholding also would 
solve the state’s cash flow 
problem, thus eliminating 
costly inter-fund borrowing, 
Bagley said. 
“We cannot continue' to 
lose millions of dollars each, 
year by stubbornly refusing 
to change an outmoded sys­ 
tem of tax collectionB ag­ 
ley said. 


Citizens' Protests 
Block Duplex Plan 


The Ronhett Park. City 
Council, last night denied a, 
rezoning request for duplex­ 
es .after neighbors staged a 
strong protest., 
Earl Anderson, had re­ 
quested, a zone change to 
permit duplexes on five lots 
‘at the end of Santa. Barbara 
Court,., 
Planners had recommend­ 
ed approval of the request, 
saying the duplexes would 
serve as a, good buffer be- 


The Rohnert Park 


F U N D S 
— 
He a r d ’ a 
report, mat the federal govern­ 
ment is $132,000 'behind, in pay- 
m e n t s for 'the waste water 
treatment plant: and agreed to 
ask Rej>. Don H, Clausen, R- 
First District, for assistance in 
.getting the 'Committed, funds, 
The council agreed to transfer 
$25,000 from, other' funds to pay 
the contractor until .federal, 
payments are received. 
REZONING — Granted the 
rezoning of 40 acres west of 
Highway 101 for a, family type 
m o b i l e home park and ap­ 
proved. a. use permit: to develo­ 
per Hugh Codding. 
MEETING — 'Tentatively set 
a joint meeting with, the Cotati 
City Council for next month. In, 


tween, the s i n g l e family 
homes and. apartments at 
the rear of the properties. 
The neighbors, however, 
presented a 'united front and 
told the council the duplexes 
would, be inappropriate. 'Led. 
by Dr. William O. 'Cord of 
Sonoma State College, the 
'residents said, the increased, 
traffic. flow on, th e . eul. de 
sac would cause a. traffic 
problem, and present a dan­ 
ger for children., 


Council Also: 


Rohnert Park, at a 'time , yet to 
te set. The councils will dis­ 
cuss a, merger of police depart­ 
ments 
and 
a, p r o p o s e d 
residential development on, 58 
acres south, of East, Cotati, Av­ 
enue, 


POLICE CAR — Heard Publ­ 
ic Safety Director Robert. Den­ 
nett report a. patrol car was 
damaged, in an. accident and 
needed, to be replaced. Since 
funds were not available for an 
outright purchase, Dennett, of­ 
fered. to buy the car from, Ms. 
personal, funds and then, receive 
a ear .allowance of $85 per 
month, from the city. The coun­ 
cil said, it would consider Ms 
offer. 


Dense fog will continue in 
Marin and the rest of the 
Bay Area tonight and to­ 
morrow morning, according 
to the National Weather 
Service. 
The combination of tule 
fog from the Central Valley 
region and dense ocean fog 
from the Pacific shut down 
all Bay Area airports over­ 
night. The Federal Aviation 
Agency control tower at San 
Francisco 
International 
Airport said the last of the 
closed-in commercial air­ 
ports was reopened to both 
landings and takeoffs at 
9:35 a.m. today. 
Gnoss Field, the Marin 
County airport at Novato, 
“never really opened" since 
Sunday, airport staff mem­ 
bers said today. As of 11 
a.m., the fog hung 100 feet 
above the runway, barring 
flight... Hamilton Air Force 
Base was operating tinder 
bad-weafber conditions. 
Meteorologists, explained 
that the Minding fog: is the 
result of a. 'Combination of 
calm air, high ground and 
air¡ moisture from, recent 
rains, and, warm tempera­ 
tures. The calm, air is the 
result of a huge ridge of 
high-pressure air extending 
along the 
Pacific 
Coast, 
from. Canada to Southern. 
California. 


cording to Edward J. Neu- 
meier, 
administrative 
assistant,,. 
Teachers explained 'that 
the experimental program, 
stresses the learning pro-' 
cess rather 'than, acquiring a 
mass of facts,. One speaker 
explained the need for stu­ 
dents' to use critical, think­ 
ing “rather than 'try to 
cover Cro-Magnon, Man to I- 
M a g n i n Woman .in. one 
year.*1'! 


The 
Tamalpais 
High 
School District board also: 
EXTRA PAY — Approved 
policy for extra pay to teachers 
as coaches, advisors, or adult 
program teachers, as presented 
by District Supt. Wilbur D. 
Hawkins. 
HIRINGS — After debate, ap­ 
proved Mring Lawrence Boxer 
as a consultant for San Andreas 
High School at $56.63 per day to 
a maximum of $5,493.12. He 
will r e p l a c e teacher Jerry 
Lucy, who is on sabbatical 
leave. Boxer is an attorney, but 
lacks 
teaching 
credentials. 
Hired Donald G. Zile as a tem­ 
porary teacher 
at Redwood 
High School, and approved hir­ 
ing James O’Connor and Tru­ 
man Wharton for the interim 
• continuation school at Redwood 
High at $8.50 per hour. 
ELECTION — Adopted a re­ 
solution formally setting April 
20 for election to fill two trustee 
seats. Terms of Frank L. Miller 
and Bette Wallace are expiring. 
NEW COURSE — Approved 
addition of a Swahili course to 
the list of subjects for the 1971 
spring semester. 
GIFTS — Accepted the dona­ 
tion of a 12-issue subscription 
to the Bay Guardian, for Sir 
Francis Drake High School. 
Donors were Mr. and Mrs. Joel 
Goldstein. 


Site For 
Pump Unit 
Is Studied 
Novato Sanitary District 
directors last night author­ 
ized. appraisal of a site for a. 
new Olive Street pump sta­ 
tion, one of the projects ap­ 
proved. by voters in 'the: .$5.5 
million, bond election last 
month. 
Dist. Mgr. Charles A. Jo­ 
seph .said the district is 
seeking a site along rail­ 
road Avenue, 254) feet north 
of Olive Street, and north of 
the current pump station at 
the 
southeast 
corner of 
Olive and Railroad. 
* Directors authorized ap­ 
praisal and a title report at 
a cost not to exceed $300, he 
said. 
Novato Sanitary District 
directors also: 
ANNEXATIONS — Au­ 
thorized application to the 
Marin County Local Agency 
Formation Commission to 
annex 7.75 acres owned by 
Esquire Homes along Cen­ 
ter Road, opposite Hune 
C o u r t , and set a public 
hearing at 6 p.m. Feb. 8 at 
the North Marin County 
Water District office on an­ 
nexation of 1.23 acres at 
Feliz Road and Simmons 
Lane. 
REPAIRS — Authorized 
repair work on a portable 
sludge centrifuge machine 
at a cost not to exceed $1,- 
500. 


The motto of California is 
“Eureka,” Greek for “I Have 
Found It.” 


Tuesday, January 19. 1971 
Jtibrpenhrnt-lnnraal. 9 
Green Will Leave 
Ross School Board 


Ross School District Trus­ 
tee: A. Crawford Greene an­ 
nounced last night that he 
'will, not seek reelection in 
the trustee elections April 
20. 
Greene said he felt eight 
years on the board were en­ 
ough, according to Thomas 
A. Anderson, district super­ 
intendent. Greene made his 


announcement as the trus­ 
tees formally set the elec­ 
tion date and acted on other 
legal requirements for the 
election, at last night’s re­ 
gular meeting. 
The other trustee whose 
term expires, Dr. Justin L. 
Williams, had previously 
announced that he would 
run again. 


The Ross School District Board also: 


GIFT —* Accepted from Mar­ 
in General Hospital a poly­ 
graph unit, originally costing 
$10,000, but now valued by the 


Strict Airline 
Pollution Plan 
Is Being Urged 


SACRAMENTO (UPI)-A re- 
solution asking the 
federal 
government to permit Califor­ 
nia to enact stricter air 
pollution control standards for 
aircraft than prescribed by the 
1970 Clean Air Act approved by 
Congress was introduced Mon­ 
day in the State Senate. 
Author of the measure, Sen. 
Arlen 
F. 
Gregorio, 
D-San 
Mateo, said local air pollution 
control districts would be 
responsible for enforcing the 
stricter standards. 
He said all aircraft—not only 
planes flying within California 
borders—would be required to 
meet the tougher standards. 


hospital at $100, for use In Hos? 
School science classes. 
BOUNDARIES — Instructs 
Anderson to meet with San Ra 
fael schools Supt. John F. Plan 
to discuss transfer of lots bi­ 
sected by San Rafael and Ros 
city limits. Children from the 
lots 
involved have attendet 
Ross school under inter-distric 
transfer agreements. 
CLOSED SESSION — Diss 
cussed in closed session bu 
took no action on two letter 
criticizing a teacher. No forma 
charge was made. 
HIRINGS — Hired An than; 
Salin, Anne Glasscock, Davit 
Glasscock and Thomas Huss 
as playground supervisors at $: 
per hour; Linda Ray as a work 
study aide in cooperation witl 
College of Marin at $1.75 pe 
hour, and approved spendin 
up to $1,000 for a mathematic 
consultant, not yet selected. 
MILEAGE — Instructed Ar 
derson to determine whethe 
other county agencies are pa\ 
ing more than 10 cents per mil 
in travel expenses. 
ECOLOGY — Heard consu 
tant Dan Campbell report o 
“Earth Workshop” plans to us 
Phoenix Lake, Marin Art ant 
Garden Center and the Ros 
Common as outdoor classroom 
for nature studies. 


California Furniture 
JANUARY SALE! 
OPEN WEDNESDAY NIGHT UNTIL 9 P.M. 


Sausalito Man 
Fined For 


Bernardo Sanchez, 27, of 
Sausalito, was fined $250 
yesterday in llaxin Super­ 
ior Court, for 'possession of 
marijuana. 
J 11 d g e E . W a r r e n 
McGuire also placed Mm on 
probation for two years. 
Sanchez was arrested, in 
Decemlw I960 In, a car with, 
a man who report,edly hit 
the manager of the San Ra­ 
fael Disco Store with a gun 
butt. 


Negotiators Are Trying 
To Avert Retail Strike 
Negotiators today were 
trying to avert a 'possible 
retail clerks’ strike in Mar­ 
in and six. other Bay Area 
counties. 
The clerks’ union contract 
w i t h all Bay Area super­ 
market chains and. many of 
the larger independent mar­ 
kets expired Dec. 31, but 
was e x t e n d e d through 
Thursday, market, owners 
said today. 
Bernard Segoni, president 
of United Markets in San. 
Rafael, added that he un­ 
derstood the clerks’ unions 
planned to hold a general 
meeting Sunday to review 
progress of contract talks. 
He saw little possibility of 
any actual walkout before 
Monday. 
John Bacon, of the West­ 
ern Food, Council’s offices 
in Walnut Creek is chief 
negotiator for the markets'’ 
management. 'Officials of 
the seven, locals involved, 
i n c 1 u d i n g 
Youngdaus» secretary "trea­ 
surer of Local. 1119 in San. 
Rafael apparently all were 
busy at the conference table 


in the East Bay today. None 
could, be reached for com­ 
ment. 
Segoni, said he understood 
that the clerks were asking 
for a package raise of about 
$2.25' to $2.„50' per hour on a 
one-year 
contract, 
plus 
concessions 
on, 
seniority 
and, other working rules. 
""‘The money part’s not 
much of a problem," Segoni 
said, but he expressed con­ 
cern. over some of the non- 
wage demands. 


floMINIC'S 


WEDDINGS 
in a m em orable 
setti ng over loo ki n<g 
the canal 
DOMIHICS 
a v i M n i e w 
SO? Francisco Blvd., Sen Reffenl 


Closed Study 
On Seashore 
Shoreline' Unified School. 
District trustees will dis­ 
cuss 'the financial effect of 
the Point .Reyes National 
Seashore on the district at 8 
p.m. Thursday at the dis­ 
trict administration office 
.in Tómales. 
Supt. Charles A. MeCuliy 
said the 'district loses as­ 
sessed valuation and reven­ 
ue when private land is sold, 
to the seashore and taken, 
off tax rolls. 


fabulous floors by 
(Z a ta e lfloor covering 
V 
• KITCHEN CARPET 


OPEN WEDNESDAY 
NIGHTS till 8 


• LINOLEUM • VINYLS 
• CONTRACT CARPET 


FREE ESTIMATES 
436-3656 
CLYDE JONES 


$ 1 9 JA CO BY ST. AT FRA N CISCO 
RON I EACH 
IA N RAFAEL 


Reg. 
Simmons Studio Couch 


Steeps T w o 
..1 1 9 .9 5 
Sofa Bed, Double Size 


Quilted, Blue & White, Foam Cushions, 
Casters, Arm, Caps . ,.,. . . . . . . , . «. . . . . . 249.95 
Sofa Bed 


Maple Wing 'Wood Trim, Gold Tweed, 
Double Size, Foam Cushions . . „ . . . „ . . . 359.00 
9 Res. Corner Unit 


2 Mattress, 2 Box Springs, '2 Coverlets, 
Quilted, 2 Bolsters, Corner Table . „ . . „ . . 229.95 
Box Spring, Mattress 


Hotel Style, Quilted Single Size Only . . , , . . Set 
Simmons Fashion Rest 


Box Spring !■ Matt re ss Quilted Double 
Size Only . . . „ „ . ., . . . . . . . . . . . . . „ . * . . - - Set 
Serta Ortho-Lux 


Box Spring & Mattress, Queen Size . . . . . . ., Set 
Serta American King Set 


1 Mattress, 2 Box Springs ,. » . , . . , . „ . « . . . . Set 


Mediterranean,Transitional 
& Modern Sofas 
19900 


2 9 9 0 0 


I 9 9 0 0 


5 9 9 5 


8800 
$16995 
17900 


90" Sofa 


Linen print, quilted, toase pillow 
seat and b a d , loam', arm caps, 
SdO'chgord ,., . . . . . . . . . . . . . . Rag. $299.95 


Sofa & Love Seat 


Olive/Gold Stripe, 'Loose Pillow Seat & 
Bock, Dacron Wrap Cushions,, Arm Caps, 
Scatchgard, Casters,,. ,„. -------- ---. . . . . $499.80 
Transitional Crescent Sofa 


Gold Velvet, Loose Pi How Seat and 
Back, 'Foam, Arm Caps, Sctochgard 


*34900 


.$349.00 
MAPLE & MODERN DINETTE H S5B Ü Í! 


Hometown 
NEWS 


OH 
KTIM 


FAIRFAX 
Galo Schneider 


NOVATO 
Betty Machado 


MILL VALLEY 
Virginia Spalding 


9 - 9:30 Mornings 
Mon. - Tues. - Wad. 
1510 AM 
100.9 PM 


Virtue 42" Round Table 


Assorted Colors, Plastic Top, 2 Leaves 
Extend to, ,64" — 6 Chairs . ,. .,. ,. . . . . . . . , 188.95 
Virtue 42" Octagon Tables 


Pecan Plastic To,p. 2 'Leaves 
Extends to 64" - 6 Chairs, , . . . , 
Maple Oval Table 


Pillow Seat & Back, Dacron' Wrap 


Cushions, Arm Caps „ , „,., „ . . . . . . . , „. . . $249.00 
Sofa & Love Seat 


V'ectra, Charcoal Brawn, White Stripe 
Loose Pillow Seat & Back, 'Dacron W rap 
Cushions, Casters 
„ . , , . . . . . . $499.00 
Modern Tufted Sofa 


Olive/Gold Tweed, Foam 'Cushions, Arm 
Caps, Casters, Scatchgard . . 
. 
. 
. 
$219.00 
Transitional Sofa 


Vectra, 'Beige, Loose Pillow Seat & Back, 
Foam, Casters ... ------------------------------ $299.00 


$ 2 9 9 0 0 


$ 1 9 9 0 0 


149.95 


Plástic Tap - 42" x. 54" Extends to 72* 
4 Chain. „ . . ... „ . . . . . , . . .... . , . . . 
Maple Hutch 36 


Plastic Top . . . . . . . . . 


199,.95 


12 9..95 


1 2 9 0 0 


16995 
9995 


Sun Protection 


★ Shades 
★ Shutters 


In: tb« 
decorative 


it Wood Fabrics 
it Awnings 
Estim ates m P leasu re 


it 'Drapery 
★ Blinds 


£ k a4&¿ 
ÍHúnh 
•ivtb (tre at 
V 
f 
y b ra 
★ 
2Q?f) Fourth Street 
Son Hof ae'l, 4S3-1 SI t 
t S it Brent Anew 
Novato, 192-9542 


Mediterranean Tables 
$ C Q 9 5 
de 
Each. 


Octagon, square, commodes 
or 
cocktail 
tables, 
plastic 
top* 


$3990° 


$ 1 9 9 9 5 


$249 0 0 


FROM OUR MAPLE SHOP 


Wing Sofa 
$1999 


$25900 


$299 0 0 


$139 0 0 


$9995 


SALE 
Quilted, Beige, With OI<ve/Gold/Brown 
R e o 
4 B 4 B A r 
Print, Foam Cushions, Arm Caps, 
^ 
3 1 Q 
Q 
r J 
Scotchgard................................................... 
$259,00 


Wing Sofa 


Wood Trim, HereuIon Gold Cover, Foam 
Cushion, Box Pleat Flounce . . . . . . . . . . . $299.00 


Pillow Arm, Wood Trim Sofa 


Quitted Nylon Covers, Beige, Olive, 
Change Print, Arm C aps, Foam. Cushions, 
Scatchgard 
---------------- „ . , . . $359.00 
Wing Chair & Ottoman 


'Gold Tweed, Foam' Cushions, Arm Caps 
$169.'00' 
Swivel Rockers 


'Same WMh 'Wood Trim, Assarted' Colors, 
Vectra Foam' Cushions, Arm Caps .,. , . , . „, $119,95 


LIMITED 
QUANITIES 
ALL SALES FINAL 


All Items Subject 
To Prior Sole G 
F 


Over 50 Years in Marin 
IALI FO R N IA 


U 
R 
N 
I T 
U 
R 
E 


Third ir B Streets, San Rafael 
Plume 453-2622 
Open Wed, Nights TUB 


Visit Our Sleep Center 
Home Of Serta, Simmons 
And $ealy. 


C p tite n tfn t T erm s In 2 yea rs. 30/ 
66.‘JO days same as tu s h or use 
y o u r M a s te r C h a rg e e u n l. 
.Many 
m ta d ierlise d specials throughout 
the sti >re. Shaft and see t<>r 1 toursctf. 


10 3n ftfp m h rnt-lou rn al. 
Tuesday. January 19. 19/1 


'U n d erg ro u n d ' 
Rumor Denied 
Advice To 


Aerospace 


Industry 


SACRAMENTO (UPI) -The 
aerospace industry could help 
prevent wide-scale unemploy­ 
ment by developing its own 
plans for converting to peace­ 
time businesses, a legislative 
report on California's economy 
recommended yesterday. 
Assemblyman John L. Bur- j 
ton, D-San Francisco, chairman j 
of the Joint Committee on | 
Economic Conversion, estimat- j 
ed more than 100,000 aerospace : 
workers currently are on the 
California unemployment and 
welfare rolls. 
*“T believe that the corpora­ 
tions have a responsibility to us 
to have a conversion plan on 
the books,” Burton told news­ 
men as he released a two-year, 
$35,000 study on converting the j 
California economy to peace- j 
oriented industries, 
Burton said the study com­ 
mittee received little coopera­ 
tion from the aerospace indus­ 
try. He said no representatives 
of the industry would agree to 
appear at a meeting with the 
committee Tuesday to discuss 
the recommendations. Indus­ 
tries asked to participate were 
North 
American-Rockwell, 
IiOckheed and MacDonald-Dou- 
glas, he said. 
Burton accused the aerospace 
industry of taking an “ostrich, ' 
head-in-the-sand sort of ap­ 
proach” to unemployment. 
“They just thought it would 
go away and it didn't go : 
away,” said Burton. 
He 
said 
aerospace 
firms ¡ 
should develop peace-oriented 
plans for continuing employ-j 
ment. The plans could include 
home or ship building, he said. 
Burton suggested federal tax ! 
penalties or incentives could b e! 
used 
to 
help 
force 
the 
corporations to develop alterna­ 
tives to aerospace employment. 
He said proposed solutions, 
such as more big contracts for 
projects like the SST, were * 
“just postponing the day off­ 
reckoning.” 
Burton also said the state 
could create an Office of Envi­ 
ronmental Technology, employ­ 
ing aerospace workers to find 
scientific solutions to pollution, 
education and other problems. 
He 
added that the 
state 
should boost its unemployment 
insurance benefits to help the 
unemployed aerospace workers. 


Political Change 
For The Better 
Seen At Harvard 
CAMBRIDGE, Mass. (UPI)— 
The political atmosphere at 
Harvard University is changing 
and that is a good sign, says 
outgoing president Nathan M. 
Pusey in his farewell report. 
Pusey, who steps down June 
30 as head of the nation’s oldest 
and richest university’ to head 
the Andrew W. Mellon Founda­ 
tion, said Sunday he thought the 
changing attitudes would be 
helpful to his recently named 
successor. Dean Derek C. Bok 
of the Harvard Law School. 
Pusey said the last academic 
year1 was the first in his 17-year 
term that the university operat­ 
ed in the red and had to dig 
into its $1 billion endowment. 


Carlucci Reveals 
O E O I n d i a n Plan 


WASHINGTON (U PI)-Frank 
Carlucci, acting director off the 
Office of Economic Opportuni­ 
ty, said today the agency will 
not regionalize the administra­ 
tion of its Indian program. 
- “This decision is consistent 
with President Nixon's policy,’ 
Carlucci said. “It reflects the 
wishes of Indian leaders who 
have clearly indicated they 
want to deal directly with 
Washington 
on 
OEO 
pro­ 
grams.” 
In the past two months, an 
agency task force studied the 
advisability off decentralization 
Jo the regional offices and 
recommended 
the 
program 
remain under control off nation­ 
al headquarters here. 


Mrs. Brown To 
“1| |4 
Napa Tax Post 


SACRAMENTO (UPI) —Mrs. 
Elisabeth L. Brown of Napa 
today was appointed as a state 
inheritance tax appraiser* for 
Napa County by State Control­ 
ler Houston I, Flournoy. 
* Mrs. Brown was picked after 
. completing qualifying examina­ 
tions. Sbe succeeded H. Robert 
Martin, also of Napa, who died 
.* last September . 
She assisted various Napa 
' County inheritance tax apprais­ 
ers 
in 
the 
past 
and 
was 
previously associated with a 
wholesale petroleum distribu­ 
tion business. 


SAN 
FRANCISCO 
(UPI>- 
Earl Raab, the Jewish Commu­ 
nity Relations Council's execu­ 
tive director, denies that as 
many as 250 of his religion 


have formed underground'rifle 
squads in the San Francisco 
area. 
Such 
reports, 
he 
added 
Sunday, are a “figment of the 
imagination.” 
“I suppose such people might 
exist, but nobody out here in 
the Bay Area has ever seen 
hide nor hair of them,” he said. 


Irving Calderon, national co­ 
ordinator of the Jewish Defense 
lie ague, had been quoted from 
New York as saying 250 dues- 
paying members are learning 
rifle shooting and karate in this 
a re a. 


Francis Scott Key wrote the 
Star-Spangled Banner the 
of Sept. 13, 1814. 


Alioto Friends Plan 
Birthday Dinner 
SAN FRANCISCO (UPI) — 
Friends of Mayor Joseph Alioto 
has announced plans for a $20 a 
plate dinner for the mayor to 
celebrate his birthday. 
The affair will be held Feb. 
12 at the Fairmont Hotel. Alioto 
is 55. 


Tenants Escape 
Old Hotel Fire 


SAN FRANCISCO (U PI)-A 
three-alarm firebroke out in an 
old hotel in downtown San 
Francisco 
today, 
causing 
$18,000 damages. 
The Bus Stop Hotel's 45 to 50 
occupants all escaped unhurt, 


firemen 
said. 
Some 
were 
evacuated 
after 
the flames 
broke out in a rear room on the 
third floor about :55 a.m. 
Firemen said they had not 
immediately 
determined 
the 
cause. 


Congress 
made 
the 
Star- 
Spangled Banner the National 
Anthem in 1931. 


Demos' T V Appeal 
WASHINGTON (UPI) — De­ 
mocratic National 
Chairman 
Lawrence 
F. 
O’Brien 
has 
renewed his plea to the three 
major networks plus the Public 
Broadcasting Service to grant 
free time 
to 
his 
party 
to 
respond to major presidential 
TV appearances. 
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SENECA 
APPLE 
BARREL 


APPLE SAUCE 
25 OUNCE JAR 


★ 
★ 


PERSONAL 
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'a # * 
200 
COUNT 
2-PLY 


BAR 
GENTLE 
MILD 


^ 
- — 
TWO 


2-PLY 


LONGS LOW 
9 
SALE PRICE L 


CHIFFON 
FACIAL TISSUE 
- 4:88c 


LONGS 
PRICE 


IVORY SOAP 
423 


•IT I ATM B O O M T i f f 


DELSEY 
BATHROOM TISSUE 


" j-v ' 
r -y? \ 
■r: J 
W 
g/": 


LONGS 
LOW 
SALE 
PRICE 


LONGS 
J 
LOW 
J 
SALE L 
PRICE 4:1.00 


6 OZ. BOX 
VILLAGE 
IN N 
RICE 
MIXES 


SO OUNCE BOX 
CALGONITE 


FOR SPOTLESS 
AUTOMATIC 
DISHWASHING 


spotless 
automatic 
dishwashing 


Í \ / l — 


LO N G S 
LO W 
SALE 
PRICE 
Lj 
CD 


14 OZ. SIZE CONTAINER 
NEW! EXTRA 
STRENGTH 
COMET 
CLEANSER 
'WITH SUPER CHLORINOL 


Downtown Novato Center 
Red Hill Shop 
1707 Grant Avenue 
880 Sir Francis 
N O V A TO 
SAN AN 


STORE HOURS: DAILY 9:30' 
SPECIALS EFFECTIVE TH 


LONGS LOW 
SALE PRICE 2:27 


6 OUNCE 
CAN 


V 
PULUEX 
CAT OR 
DOG 
FLEA COLLARS 
88c 


9 - L ry e S ^ A N Y 


VARIETIES 
9 - LIVES 
CAT TUNA 
2:23c 


LONGS LOW 
SALE PRICE 
LONGS LOW 
SALE PRICE 


BRAND 
11 OUNCE 
CAN 
MANDARIN 
ORANGE 
SEGMENTS 
4:88c 


LONGS LOW 
SALE PRICE 


9' X 12' 
ALL PURPOSE 


QUALITY 
UTILITY COVER and 


2V a X 250' 


ADDING 
MACHINE 
ROLLS 


* ADDING 
machine 


SEVERAL 


DROP CLOTH 


LONGS LOW 
SALE PRICE 


LONGS 
LOW 
SALE 
PRICE 2:25 


IBS' 
wools 
STAR 


M f 
' ■' m m 
MERCERIZED 


SEWING 
THREAD 
PAKOF 
4 SPOOLS 
SIZE 50OR 
18 SPOOLS 


h 


LONGS LOW 
SALE PRICE 


2(39 


KNIT 
COTTON 
LINED 
BLUETTES 
GLOVES 
1.19 


PAPER 
MATE 
"NINETY EIGHT" 
BALL 
p r M 
POINT r f c N 


ASSORTED COLORS 


LONGS LOW 
SALE PRICE 


• -C •« 


16 OZ. 
SIZE 
ALL 
PURPOSE 


ASSORTED 
COLORS! 


1.88 VAL. ! 
PA 
BY 
NUMBER 
SET 


/ 


MANY VARIETIES 


LONGS LOW 
SALE PRICE 


Swift 


VIGORO 
PRODUCT 


ÍLONGS LOW 


S A l i P R IC E 


1.22 


IT iÍb a g I 
SWIFT 


BONE 
MEAL 


9 9 ' 


REFRIGERATOR 
CONTAINER Cc 


MINI 
MIRACLE 
UNT 
BRUSH • KEIFS CLOTHES 


• BUY SEVERAL FOR CAR & HOME 


LONGS LOW 
SALE PRICE 1.37 


RAIN DRAIN 
77c 


8 FT. LENGTH 
PERFORATED 
PLASTIC 


STOPS WASHOUTS 


2 YEAR OLD 
ASPARAGUS 
ARTICHOKES 


ROSEBROOK 
GIN 
DISTILLED 
LONDON DRY 


AT 
LONGS 


r 
I 


5 th1 


LONGS .DRUGS "WHERE EVERYBODY SAVES” 


BR0WNST0NE 
STRAIGHT 
BOURBON 
W HISKEY 


GLEN 
FINNAN 
SCOTCH 
86 PROOF 


86 
PROOF 
5th 
NO 
AGE 
5th 


X 
m 
ONE GALLON 
PLASTIC 


0 


aunt no 
WATER 


BLACK 
M O U N TA IN 
DISTILLED 


WATER 
1 D C 
NO DEPOSIT 


EL MARKO 


PERMANENT MARKER 
BY FLAIR 


WATERPROOF • SMEARPROOF] 
NO MARKER ODOR 


LONGS LOW 
SALE PRICE 


, 4 . 


ASST* COLORS 
7 2 " ] ( 9 0 " 


TWIN OR FULL 
SIZE BED 
THERMAL 
BLANKETS 


MANY 
USEFUL 
PURPOSES 
• CLEANING 
• PAINTING 
DISPOS-A- i 
GLOVE 
THE ALL-PURPOSE 
HOUSE HOLD 
GLOVE 


LONGS 
SALE 
PRICE 3.44 


LONGS LOW 
SALE PRICE 


TERRY 
KITCHEN 
TOWELS 
16"X 27" 


ASSORTED STYLES 


LONGS 
SALE 
PRICE 3:99 


ORTHO 
BUG- 
GETA 
PELLETS 
TWIN PACK 
2-21/z LB. 
BOXES 


INSTANT 
PLANTING 
SEED TAPE 
PETUNIAS, MARIGOLD 
PANSY, OTHER 
49c 


DORMANT 
*#r*i 


LONGS LOW 
SALE PRICE 


16 OUNCE 
’ 
BOTTLE * 
ORTHO : 
DORMANT 
SPRAY i 


CONTROLS INSECTS! 
PLANT DISEASES 


ftOCRv 
Falls 


ROCKY 
FALLS 
STRAIGHT 
BOURBON 
80 PROOF 


5th 


LOUIS ! 
FONTAINE 
FRENCH 
BRANDY 


i m p o r t e d 


80.4 
PROOF 
5th 
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ik 
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Man Bound O vpr Fernando Molina Ruiz, 23, 
h 
ry 
, 
of 
San 
Francisco, 
who 
Burglary Case 


Antonio Garcia, 31, of San 
Francisco, has been bound 
over 
to 
Marin 
Superior 
Court on two charges of 
burglary. 
A bench warrant has been 
issued for his codefendant, 


Parent Session 
£• DKrenS r SSh ^ d Holstein Cows 


mtouuy0h e a T i n’c onThe 
P r o b le m of Marin Open House wiU W in T o p H o n O fS 
charges in Marin Municipal 
Court. 
Garcia is to be arraigned 
tomorrow. 
The two are accused of 
burglarizing two Kentfield 
residences Jan. 8. 


How 
parents 
can deal 
with their children’s ding 
problems will be discussed 
at a public meeting at 12:15 
p.m. tomorrow of the' San 
Rafael Lions Club at the 
San Rafael Elks Lodge. 
Dr. William M. Lamers 


be the speakers, said Jo­ 
seph A. Gereghty, program 
chairman. 
'“ They will lay it on 'the 
line in layman’s words what 
parents should do if their 
children have a narcotics 
problem,” Gereghty said. 


Holstein cows of three Pe­ 
taluma ranchers have been 
cited by the Holstein-Frie- 
sian Association of America 
for exceptional milk and 
butterfat production. 
Five cows belonging to 


Sleepy 
Hollow 
Certified 
Milk Company, two Hol- 
steins of George F. Mertens 
Jr. and one belonging to 
Charles W. Spaletta were 
noted for their production, 
the association said. 
Each 
animal 
produced 
more than 20,000 pounds of 
milk- and butterfat in 1970, 
the association said. 


19, 1971 
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* Cor Theft 
Someone stole his 1963 
model station wagon be­ 
tween 7:30 and 11 p.m. Fri­ 
day from his carport at 841 
Monteeillo Road, San Ra­ 
fael, John Fuller Ross re­ 
ported to police yesterday. 
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VcVt-i. 


Thousands <>j Things 


A/HERE EVERYBODY SAVES” 


liny Center 
Northgate Shopping Center 
Drake Blvd. 
442 Las Gallinas Ave. 
5ELMO 
SAN RAFAEL 


9:30 - SUNDAY 10 TO 7 
tu SUNDAY., JAN. 24 


26 OZ. BOX 


SAFE FOR 


PRESS 


IS OUNCE 
SIZE 
N ABISCO 
OREO CREAM 
SANDWICH 
SNOWY BLEACH 


OR 
141/2 oz. 


LONGS LOW 
CH IP'S 
A H O Y 
YOUR CHOICE 


Bubbles Kids Cleon 
FUN BATH 


12 OZ. 
MR. 


HERSHEY I 
CHOCOLATE BARS 


LONGS LOW 
SALE PRICE 
LONGS LOW 
SALE PRICE 


HEAD & SHOULDERS 
LO TIO N 
SHAM POO 
FOR DANDRUFF 
CONTRO L 


LONGS LOW 
SALE PRICE 


11 OZ. SPRAY CAN 
GILLETTE'S 
THE 
DRY LOOK 
HAIR CONTROL FOR 
MEN 


LONGS LO W 
SALE PRICE 


DO ROTH Y GRAY 
SKIN CARE 
AT SPECIAL SAVINGS 


h 


Illfe . 
% ■ • 
W K m m . 
9 
ffv 


wBm 


ITHPASTf w ar ' 


ULTRA BRITE 
C O O L M INT 
FLAVO R 
TOOTHPASTE 


LONGS 
LOW 
PRICE 


12 OZ. 
TU SSY 
WIND & WEATHER 
HAND & BODY LOTION 


Ia v o r is* 


»*««, IMMTIHTH 


LONGS 
LOW 
PRICE 
REG. 
$ 
2.00 NOW 


20 OZ. BOTTLE 
LAVORIS 
MOUTHWASH 
AND GARGLE 
FOR CLEANER 
FRESHER BREATH 


•Vf 


MVSS 
BR ffl 
MAI* **■■ 


MISS BRECK 
HAIR SPRAY 
13 OUNCE SIZE 


REGULAR • HARD TO HOLD 
UNSCENTED 


LONGS LOW 
SALE PRICE 
LONGS LOW 
SALE PRICE 


OUT 


REPLACEMENT BLADES 


ZIP IN 


REMINGTON 


REPLACEMENT 


BLADES 


FOR MOST 


REMINGTON SHAVERS 
I 


LONGS LOW I 
SALE PRICE 


O RALB 
TOOTHBRUSH 
40's OR 60's 
I 


LONGS LOW I 
SALE PRICE I 
2?88c 


T & J 
SOFT 
COSMETIC 


• SOFT 
• ABSORBENT 


LONGS LOW 
SALE PRICE 


3 OUNCE SIZE 
N ATURALLY 
FEM IN IN E 
POW DER 
SPRA Y 
OOC 
LO NGS LOW 
SALE PRICE 


ANACIN 


NI«MCMC COMM 'BOO r 4CM| M UHALUA\ 


BOTTLE 
OF 
100 
AN ACIN 
TABLETS 


DRISTAN 


1 2 hour nasal 
dacongMtant capsules 


All BAY,Alt INIHGNf 
TfMPCAMr 
<IO* 
NASA! 
TO 
COMMON COtO! ANP WAV | f Mil 
to CAPSULES 


3.50 
DRY SKIN 
LOTION 
1.75 
MOISTURIZING HAND CREAM 
OR HORMONE CREAM 1.50 
2.00 DRY SKIN LOTION 
1.00 


6.00 VALUE 
DOROTHY 
GRAY 
CEUOGEN 
HORMONE CREAM 


NOW AT SPECIAL \ 
^ 
I l | 
SAVINGS 
V 
• 


1.25 VALUE -TUSSY 
WIND & WEATHER 
HAND & BODYl 
LO TIO N 
6-OUNCE BOTTLE 


PACK 
OF 
10 


PACK OF 2 - 
LONGS LOW 
SALE PRICE 


DRISTAN 


CO LD CAPSU LES 


■ 
8 
8 


AGIB 


BOX OF 12 
FLASH 
BULBS 


LONGS LOW 
SALE PRICE 
m 


LONGS LOW 
SALE PRICE 
LONGS LOW 
SALE PRICE 


WESTCL0X 
"MASCOT" 
40-HOUR 
ALARM 
CLOCK 


LUMINOUS 


LONGS LOW I 
SALE PRICE | 


12 


- <*> 


2.99 


DAYUTE 
OR 
TYPE 
A 
8 MM ROLL 
KODACHROMEII 
COLOR MOVIE FILM 


LONGS LOW 
SALE PRICE 


ÍC0L0R ENLARGEMENT 
WITH FRAME 


5X 7 SIZE 


4 9 c 
8X10 SIZE 
1 .3 9 


Í L ___________ 


l ' 5 — & 
1.99 


35 MM 
20 EXP. 
FOR PRINTS 
OR SUDES 
KODA­ 
CHROME II 
CO LO R FILM 
1.49 


LONGS LOW 
SALE PRICE 


SYLVANIA 


DOT 
FLASH CUBES 


PKG. OF THREE - 12 FLASHES 
88c 


1.00 
VALUE 


iDESERT FLOWER 
ANTI-PERSPIRANT 
DEODORANTS 
2-0UNCE CREAM 
O N SALE AT 
LO N G S 


LONGS LOW 
SALE PRICE 
I 


I 


FROM YOUR 
COLOR 
NEGATIVE 


LONGS LOW 
SALE PRICE 


RAY-0-VAC 
TRANSISTOR 
BATTERY 


9-VO LT SIZ E 
c 


- JU 
H nhigh 


HIRAM WALKERS 
TEN HIGH 
STHAIGHT BOURBON 
W HISKEY 


OLD CROW 


OLD CROWi 
STRAIGHT 
BOURBON 
W H ISKEY 


ASSORTED 
SUNGLASSES 
• LADIES 
• MEN'S 
•CHILDS 
• LARGE 
•SELECTION 


BEAM 
KENTUCKY STRAIGHT 


TRIM 
BRAND 
FINGER 
NAIL CUPPER 


BUY SEVERAL 


LONGS LO W 
SALE PRICE 


BOREAL 
HAIR 
COLOR ^ 
• CO N TRO LLE 
•COLOR ACTION ASSURES 
PERFECT RESULTS ■ 
2 .2 5 


Long-Range 
Transit 
Look Is Set 
. 
j 
.m 4 
I-J Special Report 
SAN 
FRANCISCO 
— 
Long-range transit plans of 
the Golden Gate Bridge Dis­ 
trict will be the subject to a 
panel discussion sponsored , 
by the Sierra Club at 7:45 
p.m. tomorrow at the First, 
Unitarian Church, Franklin 
Street and Geary Boule­ 
vard. 
Panelists will be Alvin, 
Dus kin, 
San 
Francisco 
dress manufacturer; Mar­ 
garet Azevedo of Tiburón, 
chairman of the citizens ad­ 
visory panel for the transit 
plans; William Liskamm, 
partner of the urban plan­ 
ning firm that worked on 
the plans, and Robert Con- 
radt of San Rafael, a con­ 
sultant 
in 
transportation 
planning. 
Representatives 
of 
the 
bridge district and Kaiser 
Engineers, which worked 
out the engineering for the 
transit plans were not invit­ 
ed to participate in the dis­ 
cussion, 
according 
to ^ a 
bridge district spokesman. 
The Sierra Club said that 
the discussion will not du­ 
plicate the hearings on the 
p l a n s being held by the 
bridge district, but instead 
will “ focus on the basic is­ 
sues behind the study it­ 
self.” Its list of such issues 
included the issue of wheth­ 
er transit can be developed 
without helping to speed 
growth and development. 


Fill For Bike 
Path W ill Be 
Eyed By BCDC 


I-J Special Report 
SAN FRANCISCO — Mar­ 
in County’s application for 
a permit to fill 2,700 square 
feet of Richardson Bay for a 
bicycle path will be heard, 
and possibly voted on, by 
the Bay Conservation and 
Development 
Commission 
at 2 p.m. Thursday in Room 
1194 of the State Building, 
455 Golden Gate Avenue. 
I 
The BCDC staff objected 
I earlier this month that the 
fill could be used by North­ 
western Pacific Railroad if 
the railroad canceled its 
lease with the county for the 
narrow strip. The objection 
apparently 
was 
met 
by 
county 
supervisors 
when 
they pledged to resume con­ 
demnation 
proceedings 
against the railroad if the 
lease were canceled. 
Also on the a g e n d a is 
further hearing on draft 
amendments to the bay plan 
to allow filling for bay-or­ 
iented commercial recrea­ 
tion and public assembly on 
publicly-owned parts of the 
bay. This provision now is 
limited to privately-owned 
parts of the bay. 


120 Days' Jail 
For Burglary 


Stanley Wade Weaver, 20, 
of San Rafael was sentenced 
yesterday in Marin Super­ 
ior C o u r t to 120 days in 
Marin County Jail for bur­ 
glarizing 
Marin 
Terra 
School in Almonte last Octo; 
ber. 
— • 
J u d g e E. W a r r f t i 
McGuire also placed Weav­ 
er on probation for two 
years and gave him credit 
for time already spent in 
jail. 
Weaver was arrested aft­ 
er deputies found him at the 
school carrying a projector 
down a hall. A window of 
the 
s c h o 0 1 
had 
been 
smashed, deputies said. 


3 ANCIENT AGE 
^ BOURBON 
WHISKEY 


86 
PKOOf 
5th 
86 
PROOF 
5th 
b a l 
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86 
PROOF 
5 th 


RO YA L GATE 
GIN 


• EXCELLEN T M IXER 
11.98Vi GAL. 
80 
PROOF 
5 th 
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Three Murinites On 
Oregon Honor Roll 
Three students from Mar­ 
in and Southern Sonoma 
were included on the honor 
roll for the fall term at Ore­ 
gon State University. 
They were Jeffrey S. Lew­ 
is of 205 Richardson Drive, 
Mill Valley, who attained a 
straight A average in engi­ 
neering; Gary Joe Sexton of 
341 Wilson Street, Petalu­ 
ma; and Gloria Jean Bums 
of 121 Birch Way, San Ra­ 
fael. 


German Class 


A 
n e w 
intermediate 
class in German spcnscred 


b y t h e C o tí e g 1* o f M a r i n h a s 


b 
’o u sti 
tt|> 
a i '-f.rd T p g 
'to 
• tn»c*»v Mat i»M brv *ker, 
si iu h*. cl-vs will fCet-t 
ÍO: |f« til*»* * m »' !'„U:«,Tl C'V 
• 
7 
I'* a.-1 . nt H*c 
j Aiíaía'2 
. Kf'i k i» 
ill 
1 
f -’J. 
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STORE 
HOURS; 


d a ily 
8:30 TO 8 
SATURDAY 
8:30 TO 7 
SUNDAY 
9 TO 6 


PRICES EFFECTIVE AT KENTFIELD STORE ONLY WED. THRU 
TUES. JAN. 20 - JAN. 26. MEAT AND PRODUCE THRU SAT. JAN. 23 


735 COLUGE AVE. - KENTFIEU) 
(Kentw oodlandf Shopping Center) 


Son Francisco >3201 Divisidero St. 
San Francisco - 1860 Polk Street 
FRESH FRYERS 


CHATEAU 
BRIAND 


BAKE, BROIL OR BARBECU E....................................LB. 
SIRLOIN 
STEAK 


BONELESS, PAN BROIL OR FR Y ............................... LB. 
FILET 
)U SD A 
MIGNON CK0ICE 


STEAKS OR ROAST 


89 
79 


CORNED BEEF 
BOTTOM ROUND, OUR OW N MILD CURE .......................LB. 
SLICED BACON 


CUT EXTRA TH IC K 
_____________________ 
LB. 


- FRESH I II til m w m SEASON ■ 
SHRIMP MEAT 
... 2.49 
FRESH ROCK COD 
79' 


069 


NEW YORK 
STEAK 
USDA 
CHOICE 
A FAMILY FAVORITE................................................. LB. 
COULOTTE 
STEAK 
USDAi 
CHOICE 
A SMALL TENDER STEA K 
LB. 


USDA 
CHOICE 
BEEF 
KABOBS 


TENDER LEAN C U B E S . . 
__________LB 
FRÍSHBABYBEÍFÜVÍR 


BEST FOR HEALTH........................................................................LB. 
GROUND CHUCK 


LEAN AND JU IC Y ...................................... 
LB. 
79* 
79* 


REMEMBER 


IF EVER A PURCHASE O F BYRNE'S MEAT FAILS TO 
PLEASE WE WILL REFUND YOUR M ONEY PROMPTLY. 


KRAFT CHEESE 10c 


OFF 


Swiss, Sharp Cheddar, Mild Ched­ 
dar, Extra Sharp Cheddar, Med, 
Cheddar, Monterey Jack, Muenster, 
Brick, Lang Horn, New York Sharp, 
R l / A 
Random. W eights. 
■ l \ w e 
BUTTER 


BERKELEY FARMS, LB. C U B E S .................. 
HAWAIIAN PUNCH 


46 OUNCE TIN 
____________ _______ 
SUNFLOWER SEEDS 


FISHER, 7 OZ. T IN ..................................... 
OREO COOKIES 


N.B.C. CHOCOLATE, 15 OZ. PKG______ 
TOMATO JUICE 


G LORI ETTA, 6 O Z...................... 
WINK 


CANADA DRY, 12 OZ. TIN . . 
KOTEX 


SANITARY NAPKINS, 
Q 
Q 
REG. OR SUPER, 40's ................................... T 
T 
CHILI 


CON CARNE, DENNISONS 
Q Q c 
WITH BEANS, 40 O Z.......... 
CAT FOOD 


FRI S K IE S ............................... 


81‘ 
35* 
39' 
45' 
49' 
6 5 9 
* 


pack 


SWANSONS 
TV DINNERS 


Macaroni & Cheese, Beans and 
Franks, Macaroni & Beef 
3 .99* 


r a a ORANGE JUICE 
4 for 89c 
79c 
69c 


\ 


6 Ox. 
................ 
APPLE PIE 


MRS. SMITH 
............................... 
ICE CREAM 


BERKELEY FARMS PREMIUM, V2 GAL 


89 


for $ ^ 
HEALTH & BEAUTY 


ROMAN MEAL MEAT LOAF MIX 
59c 
SUE BEE HONEY 12 oz.............................59c 
RAGU' SPAGHETTI SAUCE..................... 39c 
KOLD KIST SIRLOIN TIPS 
______ .59c 


A 


TOOTHPASTE 
q Q i 


Crest Reg. 1.0 9........................ SPECIAL 
O 
# 


TOOTHBRUSHES 


Pepsodent Reg, 69c . . . . . . SPECIAL 49 


GONTAC 
i /\q 


Reg. 1.69............................... SPECIAL 
I l U 
# 
LISTERINE 


Reg. 1.59 
. SPECIAL 1.19 


MUSHROOMS 
EXTRA FANCY, HOT HOUSEc 


LB. 


AVOCADOS 
:ANCY, HOT H< 
69 


FUERTE, LGE. 40 SIZE 
ORANGES 
EXTRA FANCY, JUICY 


EACH19c 


LBS.59c 


GRAPEFRUIT O O Q c 
CARROTS 
Qc TANGELOS Olb.AOc 


FANCY PINK........................................w 
Jm m 
CLIP TOP, READY FOR U S E ...................... M 
LB. 
JU M B O ............................................................Mt 
W 


This it ■ coupon e d . . . All items with this ctsupon or checkstand. . . We res 
No ipecinls sold to children er d eale rs. . . One ceupon per family. 


LIQUOR SPECIALS 


BYRNE'S 'SET SALE 


SAVE 10% BY THE CASE 
fi 
VODKA 
5ths 
Quarts 
‘3.29 *4.19 
GIN 
Stilt 
Quarts 
‘3.29 *4.19 
SCOTCH 


Graan Label 
BA Proof, Fifths 
‘4.39 


I t 
LIGHT OR 
Roncardi Rum0A,,K f,fth 3.99 


Now Italian Designers Show Shorts 


By BRENDA W. ROTZOLL 


ROME (UPI)—Roberto Ca- 
pucci took the new “soft look” 
to such extremes in the Italian 
high fashion collections today 
he 
sometimes 
softened 
the 
sides of his evening gowns right 
out of existence. 
Capucci showed a series of 
long and Bowing gowns formed 
of four wide soft pleats, two in 
front and two in back. The only 
place they touched at the sides 
was where wide hemp belts 
held them together. 
Crepe, chiffon, rough linen 
and hemp were his principal 
materials. The hemp was 
woven into soft ropes or stiff 
wide webbing belts, with rope 
trimming 
lightweight 
dress 
panels or coiling into head- 
hugging hats. 
ANOTHER 
FAVORITE 
trim was whip-stitching — 


where the yarn is sewn over 
the edge of the fabric so 
that it shows — which he 
used to edge the hems of 
street dresses or mold the 
slim bodices of gowns with 
full, unpressed pleat skirts. 
The stitching was in the 
same s h a d e as the dress 
fabric. 
Colors ranged from 
sand 
beige to bright fuchsia, with 
emphasis on orange, lavender, 
pink and 
blue 
shades. 
As. 
always, Capucci loved to put 
several shades of the same 
color into one garment. 
Capucci showed nothing but 
dresses—no suits, no trousers 
and no shorts. 
Other Italian designers are 
taking their stand on shorts for 
summer’s big fashion news. 
You see them everywhere, 
along with the new shorter skirt 
length—just below the knee— 


and the soft look of puffed 
sleeves and pleated skirts. 
American-born Evan Rich­ 
ards, know in the trade as 
Tmani, had shorts for sports 
and evening. He said he was 
not making them for city wear, 
but acknowledged “Some wo­ 
men will wear them there.” 
He turned out button-below- 
the-knee knickers, flared Ja ­ 
maica length shorts and just 
plain short shorts, in beige, 
black, white and the dark prints 
he favors for summer. 
His dresses had pleated or 
gored skirts, or flared out in 
yards of soft crepe. Bodices 
were tightly molded. Sleeves 
came tight .and slinky, or full 
and puffed in sheer fabrics. 
Tiziani borrowed floral de­ 
signs from Hungarian peasants 
to embroider on the hems of 
bright linen evening gowns. He 
stressed a 
demure look in 


evening 
gowns 
with 
long 
sleeves and ruffled pinafores, 
or plaid taffeta skirts with 
blouses which had long, puffed 
sleeves. The models wore 
bunches 
of 
small 
artificial 
flowers tucked in their hair. 


SAILORS INSPIRED the 
suits, dresses, shorts and 
berets, in the Fontana sis­ 
ters 
collection, 
designed 
this year by Swedish-born 
Jurgen Michaelsen. The late 
Christian 
Dior gave 
Mi­ 
chaelsen 
the 
professional 
name “Y ora” because Dior 
could not pronounce Jurgen. 
The 
Fontana 
collection 
ranged 
from 
bright 
yellow 
shorts suits, to silk plain shorts 
which converted to dresses by 
adding 
button-on 
skirts, 
to 
evening 
gowns 
whose 
only 
bodice was a huge embroidered 
white coEar. 


Dresses stopped just below 
the knee at Fontana. Deep, 
bright brown ran second to 
yellow as favorite color, and 
often was used as polka dots on 
white silk. An orchid colored 
evening 
gown 
with 
pleated 
chiffon 
skirt 
featured 
an 
artificial white orchid on its 
belt. 


Germana Marucelli .and Gre­ 
goriana bucked the trend to 
skirts just below the knee. They 
both preferred slender skirts to 
near the ankle, but slit them up 
front or back for freedom of 
movement and softer look. 


Marucelli, who once showed 
metal breastplates ..this season 
made an evening gown with 
bandeau bra of wooden beads, 
and a sheer kaftan worn over 
bra and skirt. The kaftan was 
edged 
with 
more of those 
wooden beads. 
Marin 
Women 
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Mrs. Lamoreaux Heads 
Agency's Auxiliary 


PATRICIA ARCHBOLD of San 
Rafael has been named nurse 
stroke coordinator in Marin for 
the Regional Medical Program 
and will work from the Marin 
County Heart Association office 
to oversee in-service education in 


THE FONTANA SISTERS took 
the high seas of fashion this week 
with a sailor suit inspired collec­ 
tion ranging from shorts for the 
city to evening wear whose sailor 
collar was all there was above 
the 
waist. 
In 
the 
collection, 


shown in Rome at the couturier 
showings for spring were these 
sailor suits — left, with pleated 
skirt and, right, with straight 
skirt. The suit at left has polka 
dots in brown and white trim on 
it. 


Because she feels 
that 
“each individual has a com­ 
mitment to dedicate himself 
to the improvement of the 
quality of life,” Sonia La­ 
moreaux 
volunteered 
to 
work at Planned Parent­ 
hood of Marin. 
She has been a volunteer 
for three years, and is now 
the president of the Planned 
Parenthood Auxiliary. 
“ I believe Americans, vol­ 
untarily and openly must 
face the fact that many of 
our tensions and failures 
are due to the spiraling po­ 
pulation growth. Daily, one 
is confronted with the ef­ 
fects of too many people. 
Planned Parenthood of Mar­ 
in is confronting this very 
real crisis with its unique 
programs,” she says. 
The auxiliary, which sup­ 
ports the p r o g r a m s of 
Planned Parenthood Asso­ 
ciation with volunteers and 
financial help, is open to 
anyone concerned writh the 
problems of overpopulation. 
The auxiliary sponsors a 
community lecture series at 
the College of Marin and a 
spring stitchery fair. 
Mrs. Philip A... Lamoreaux 
is a graduate of Chico State 
College, and is currently in 
the 
m asters 
program at 
Dominican 
College. 
She 
taught 
elementary 
school 
for five years. Her husband 
is a securities analyst and 


they have a daughter, Julie, 
who is a seventh grader at 
San Domenico School for 
Girls. 
Other officers are Mmes. 
Jerold Green, vice presi­ 
dent; 
Robert 
Braghetta, 
corresponding 
secretary; 
Warren Peterson, recording 
secretary; Alfred Thomas, 
treasurer; 
Frank 
Ribbel 
and Robert Murphy, volun­ 
teer 
chairmen; 
Richard 
Tair, education chairman; 
Theodore Martin, publicity; 
W ebster Otis, fund raising 
and B. Mason Flemming, 
nominating chairman. 


the Marin facilities caring for 
stroke patients. She also will 
work on planning and family 
counseling for patients, develop 
curriculum and teach workshops 
and classes. Here she instructs 
persons caring for stroke pa­ 
tients. 
Patricia Archbold Named 
Stroke Educator In Marin 


MRS. PHILLIP A. LAMO­ 
REAUX 


The 
Regional 
Medical 
Program, a federally fund­ 
ed program to close the gap 
between new research find­ 
ings and the practicing phy­ 
sician, has 'begun, to aid 
stroke patients in Marin 
County. 
Established 
to 
prevent 
and improve the care of 
heart, cancer, stroke and 
diabetes victims, the pro­ 
gram is regionalized by dis- 
t r i c t s . Marin County is 
included in District '1 which 
also covers the Bay Area 
north to the Oregon border. 
Nurse stroke coordinator 
for Marin is Patricia Arch­ 
bold, who makes her head- 
q u a r t e r s at the Marin 
County Heart Association 
office in San Rafael. 
In her role as nurse coor­ 
dinator for the Marin Medi­ 
cal P r o g r a m , she wrill 
oversee 
in-service 
educa­ 
tion in facilities caring for 
stroke patients, discharge 
planning, and family coun­ 
seling for patients, in addi­ 
tion 
to 
c u r r i c u l u m 
development, and teaching 


for workshops, classes and 
continuing education. 
Miss Archbold received 
the M.S. degree at the Univ­ 
ersity of 
California. 
She 
served as team leader in, 
1966 and 1967 at Columbia 
Presbyterian Medical Cen­ 
ter and as instructor of long 
term nursing at Columbia 
University in New York. 
Currently, 
patients 
at 
Marin General Hospital and 
Kaiser Hospital are partici­ 
pating in the stroke pro­ 
gram. 
Rehabilitation 
of 
stroke patients will also be 
conducted, from the Marin 
County Heart Association 
under the direction of Miss 
Archbold. 
The 
stroke program is 
also involved in research 
which will help physicians 
to make predictive state­ 
ments 
about 
a 
patient’s 
course 
and 
rehabilitation 
potential 
by 
examining 
symptom clusters. 
Stroke r e m a i n s third 
ranking cause of death in 
the U n i t e d States after 
heart attacks and cancer, 


accounting for the lives of 
nearly 
200,000 
Americans 
each year. But statistical 
evidence 
shows 
that the 
stroke rate is moving down. 
The trend downward is 
due in part to a growing 
assortment of surgical and 
medical, tools designed, to 
prevent strokes, according 
to the Heart Association in­ 
cluded are the surgical re­ 
moval of blockades in the 
major arteries of the neck, 
medicines which — after a 
heart attack or stroke — 
help prevent the formation 
of blood clots, and drugs 
that control high blood pres­ 
sure. 
With increasing means of 
rehabilitation many persons 
who suffer n. o n - 1. e t h, a 1 
strokes are being returned 
to live useful lives. 
The stroke program in 
Marin 
is 
patterned 
by 
guidelines set by a stroke 
committee of professional 
and lay persons in the coun­ 
ty. The physician in charge 
is Dr. Ripley Hunter. 


A DISTINCTIVE fashion state­ 
ment by Germana Marucelli, this 
caftan-like evening dress in a 
dark floral print upholstery mate­ 
rial is exotically accessorized at 
neck and waist with a bib and 
Uni* n Í ntAi.An notni*a 1 wool arid 


civ 
rawhide stripes. Both Germana 
and Gregoiana Marucelii, whose 
summer 
collections 
are 
just 
being shown in Rome, favored 
gowns with slim skirts and hem­ 
lines just below the knee. 


(U PI Cahlephotos from Rome) 


go cruising 
with 
COLE OF CALIFORNIA 


in a swimsuit that's frankly pretty. It's the 
suit you'll love to live in on southern b each ­ 
es now, in and aroun d the pool next summer. 
Of soft floral cotton, Cole's all-girl suit 
is beautifully constructed for fit and fla t­ 
tery. In tones of blue and violet to match 
your eyes an d the skies. In sizes 12 to 18. 


22.00 


241 SIR FRANCIS DRAKE BLVD . . . 540 SAN ANSELMO AVENUE . . . PHONE 4567890 
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HELEN HELP US! 


•y HELEN BOTTEL 


Sometimes The Child Must Be 
More Adult Than The Parent 
DEAR HELEN: 
I'm writing this letter in 
my room. Mom is in the 
kitchen, but it’s like no one 
was here. We’re not speak­ 
ing again. 
Daddy died in 1968 and 
that left Mom, my brother 
and me. Things have been 
going wrong ever since. 
Mom admits she uses us 
kids as a sort of whipping 
post on whom to let out her 
tensions. She yells when we 
overlook 
the 
least little 
thing. 
Like 
tonight, she 
came home from work and 
found two d i s h e s in the 
sink. I’d cleaned the rest of 
the house, but all she saw 
was the kitchen, and she 
started 
using 
four-letter 
words. So I used them back, 
which I hardly ever do, and 
she slapped me and said I 
w asjust like the rest of my 
generation — no good hip- 
pie-junkies, etc., etc. So I 
scrTamed “Shut up!” and 
she said “Don’t come out 
of yojur room until you can 
apologize,” 
and 
I 
don’t 
think I’m the one, as she 
s t a r t e d it — if she can 
sv&u* bow about me? 
My1 brother has run away 
twafife ilnce Dad died, and 
les are terrible. He 
"school and has been to 
juvenile hall several times. 
He tells Mom to her face 
that he hates her, and that 
shocked m e .. . But tonight I 
said the same thing, and 
now I’m miserable, because 
I really love her, if she’d let 
me. 
You see, I remember the 
good t i m e s — and some­ 
times they’re still good. 
Mom g i v e s us great pre­ 
sents, but I’d trade them all 
to Jse f r i e n d s with her 
d giMH 
an is my question, He­ 
len. We’re not so poor that 
shkóbuldn’t afford to send 
me*wway to b o a r d i n g 
school, and my grades are 
good so i‘d do well there. 
I’ve always refused before 
as -I thought Morn needed 
rate, ^ especially with 
my 
brother having troubles. But 
m*pbe it’s best if I go. lyiy 
n^ryes won’t stand much 
m o r e , and maybe1 hers 
would be better too, if she 
dkln’t have two kids to wor- 
rf^bout. — D. J. 


DEAR 
d -: Boarding 
school — for both you and 
ySEr. brother — might be a 
siM m i. But don't leave in 
aaSecT 
You already know what 
causes your mother’s tan­ 
trums. 
Worry, 
overwork 
and loneliness have all but 
closed communication lines 


Avoid Danger Of 
Carbon Monoxide 
NEW YORK (UPI)—Carbon 
monoxide, 
a 
highly 
toxic, 
odorless gas, causes preventa­ 
ble deaths each winter. Health 
authorities say it’s in the coal 
gas coming through defective 
flues and in the exhaust fumes 
which can seep into closed 
autos. 
To avoid such tragedies: 
Keep car windows slightly open 
to permit gas fumes coming 
from the exhaust to escape. 
Also: Check heating equipment, 
making sure pipes and stacks 
are cleaned and maintained, 
permitting discharge of dange­ 
rous gases from heating units. 
Carbon monoxide gas can cause 
headache, dizziness, nausea and 
drowsiness in small amounts 
and death in high concentra­ 
tion. **' 


at your house, but you can 
open them if you remember 
three little words: “Don’t 
fight back.” 
Sometimes the child must 
be more “adult” than the 
parent. It’s so easy to fight 
hurt with greater hurt, then 
retire to your room feeling 
miserable and mistreated 
“ because she started it.” 
It’s a lot harder anticipat­ 
ing a mood and heading it 
off with special kindnesses, 
when you feel anything but 
kind. Try it for two weeks. 
Then — perhaps you can 
make a d e c i s i o n about 
going away to school with­ 
out feeling that it is an es­ 
cape. 1 hope so. — H. 


DEAR HELEN: 
There’s a lot of flak about 
female 
beauty 
pageants. 
How come the guys don’t 
picket for “equal opportuni­ 
ties.” I never heard of a 
teen-age Mr. America show, 
on national television. — 
BUTCH 
DEAR BUTCH: 
And you probably never 
w i l l . 
A h , 
discrimina­ 
tion. . . . — H. 


DEAR HELEN: 
I’m eight months preg­ 
nant. The father keeps say­ 
ing h e ’ l l marry me, but 
something always happens 
to make him put it off. Now 
he says we have to wait till 
he gets a good job. I think 
he just doesn’t want to pay 
for my bills. He already 
owes me $200 he borrowed 
last year. If I don’t m arry 
him, I may n e v e r get it 
back, and I’ll have a father­ 
less baby my folks will have 
to adopt. (They want to). 
Should I keep hoping? — 
TERRY 
DEAR TERRY: 
Better to lose $200 and 
have a fatherless baby than 
gain a husband who may 
never be a man. — H. 


ON THE AGENDA 
MARIN DA TEBOOK 


TONIGHT: 


Slides Of Noted Paintings Set 
As Art Authority's A.M. Program 


This column is dedicated 
to family living, so if you’re 
having kid trouble or just 
plain trouble, let Helen help 
you. Address Helen Bottel 
in care of the Independent- 
Joumal. 


GAUCHO INFLUENCE 
Black, brown and white braid trim this off-white two-piece 
suit designed by Umberto Manso for Davidow. The colors are ■ 
repeated in the silk print blouse. 
(New York Couture Council photo) 
Charlotte Fry To Be 
Bride Of T. R. Pierce 


Slides of paintings from 
the galleries of Western Eu­ 
rope and the United States 
will be shown by Dr. Ri­ 
chard McClanathan Friday 
at the A.M. lecture at 10:30 
a.m. 
at 
the 
Tamal pa is 
Theater in San Anselmo. 
The series of lectures is 
sponsored by the Family 
Service League of Marin. 
Dr. McClanathan, author 
of “A Pageant of Medieval 
Art and Life,” “The Ameri­ 
can Tradition in the Arts” 
and “Images of the Univ­ 
erse; Leonardo da Vinci, the 
Artist and Scientist,” will 
talk on modern art. 
Recently appointed edu­ 
cational consultant to the 
National Gallery in Wash­ 
ington, D.C., he received 
the Ph.D. from Harvard 
University, 
was 
awarded 
the Prix de Rome, served 
on the staff of the Boston 
Museum of the Boston Mu­ 
seum of Fine Arts and while 
there originated the first 
television show to be tele­ 
cast from any museum, ti­ 
tled “Open House at the 
Museum” . Later he served 
as director of the Museum 
of Art in U11 c a and was 
selected to become curator 
of the art exhibit at the 
American National Exhibi­ 
tion in Moscow. He also 
made two tours of a rt cen­ 
ters in West Germany, Den- 
m a r k , 
P o l a n d 
a n d 
Yugoslavia as a representa­ 
tive of the U.S. State De­ 
partm ent. 
On television Dr. McCla­ 
nathan has appeared both 
on the educational channels 
and on the major networks 
in “ specials” on art. His 
articles appear in most of 
the important art publica­ 
tions, and he is a consultant 
on art to Xerox Corporation, 
Time-Life, IBM, U.S. Ply­ 
wood-Champion 
Paper 
Corp., R.H. Macy and Com­ 
pany and Massachusetts In­ 
stitute of Technology. 


A DINNER dance will be 
held Saturday by the Marin 
Catholic 
Booster’s 
Club 
starting with cocktails at 
6:30 p.m. at the school. Jim 
Mahoney is chairman of the 
annual dinner which will be 
served at 8:30 p.m. 


Mrs. Beverly Stone is re­ 
servations chairman. 


A PHEASANT dinner for 
200 will mark St. Hilary’s 
Church’s 20th anniversary 
on 
Saturday. 
Champagne 
cocktails will be served at 7 
p.m. and pheasant and wild 
rice entree at 7:30 p.m. at 
the Tiburón church’s Lydon 
Hall. 
Fred and George Mante- 


PETALUMA 
WHIRLERS 
Square 
Dance 
workshop, 
8 
p.m., 
Kenilworth 
Recreation 
Center. 


FAMILY PLANNING Clinic, 
Marin County Dept, of Public 
H e a l t h , 6:45 to 9 p.m., 920 
Grand Ave,, San Rafael. 


HAMILTON SLIM Jets TOPS 
Club, 7 p.m., Girl Scout Hut, 
Morgan Dr., Rafael Village. 
YOGA CLASS, Mill Valley 
Outdoor Art Club, 7 p.m., be­ 
ginning, 8 p.m., advanced. 
TAMALPAIS TEMPLE 129, 
Pythian Sisters, 8 p.m., Odd 
Fellows Temple, San Rafael. 
J U N I O R .LOCH Lomond 
Y a c h t Club, 7:30 p.m., club­ 
house. 
MUIR 
WOODS 
Auxiliary, 
VFW, 1 and 8 p.m., Odd Fel­ 
lows Mail, Mill Valley. 
SEQUOIA COURT 79, Order 
Masonic 


Chapter 
8 p.m., 
Teston, 
lton 


d r. McClanath an 


gani are chairmen. A limit­ 
ed number of tickets are 
available at St. Hilary’s 
School. 


THE JUNIOR League of 
San Francisco, Inc. is spon­ 
soring an a 11 - d a y drug 
abuse conference on Satur­ 
day from 9 a.m. to 3:30 p.m. 
at the Unitarian Church in 
San Francisco. Five speak­ 
ers — Dr. Barry S.M. Ra- 
mer, Dr. Reese T. Jones, 
Dr. David E. Smith, Wil­ 
liam G. Livingston, Roger 
C. Smith —■ will spend the 
morning presenting the var­ 
ious problem areas, the aft­ 
ernoon 
v i e w i n g 
t h e 
treatments. 


TIBURON 
PENINSULA 
Club will hold its fifth an­ 
nual domino tournament on 
Saturday. Social hour is 
7:30 p.m. and play starts at 
8 p.m. for trophies and priz­ 
es. 


of Amaranth, 8 p.m., 
Temple, San Rafael. 
GAMMA OMICRON 
of Beta S i g m a Phi, 
home of Mrs. Beverly Test 
198 Westover Circle, Ha mil 
AFB. 
PRECEPTOR ALPHA Lamb­ 
da, Chapter of Beta Sigma Phi, 
8 p.m., home of Mrs. Douglas 
McVae, 629 Blackberry Ln., 
San Rafael. Mrs. Orin Baptist, 
speaker. 
TAMALPAIS 
WEAVERS 
Guild, 7:45 p.m .. Terra .Linda 
High School faculty room, San 
Rafael. Jan Wagstaff, speaker. 
XI ALPHA Xi, Chapter of 
Beta Sigma Phi, 8 p.m., home 
of Mrs.. George K i p g e n , 25 
Strwberry Circle, Mill Valley. 
Mrs. Kipgen and Mrs. H. W. 
Meyerinck Jr., speakers. “Ice­ 
land and Religions Around The 
World,” topic. 
JAYCETTES, 
‘ 7:30 
p.m., 
home of Mrs. Frank Barker, 
Petaluma. 
CHICKEN LITTLE Chapter 
of the Children’s Home Society, 
8 p.m., home of Mrs. Frank 
Castelli, Petaluma. 
SYLVAN CIRCLE 115, United 
Ancient Order of Druid’s, 8 
p.m ., 
Druid’s 
Hall, 
Novato. 
Mrs.. Irwin Cameron, grand 
arch druidess, visit. 


ing Station, 9 a.m., Masonic 
Temple, San Rafael. 
CANCER DRESSING 
Sta­ 
tion, Petaluma Branch, 9:30 
a.m., Masonic Hall, Petaluma. 
FAMILY PLANNING clinic, 
Marin, County Dept, of Public 
H e a l t h , 6:45 to 9 p.m., 920 
Grand Ave., San Rafael. 
FEATHER 
LITES 
TOPS 
Club, 7 p.m., Service Club, 
Hamilton Air Force Base. 
PETALUMA TOPS Club, 7 
p.m., Bernard Eldredge School, 
207 Maria Dr., Petaluma. 
SQUAWS AND Paws Square 
Dance Club, 8 p.m., Lu Sutton 
School, Novato. 
SPANISH 
CLASS, 
Outdoor 
Art Club, 10 a.m. to noon, Club­ 
house, Mill Valley. 
FAIRFAX PARLOR 225, Na­ 
tive Daughters of the Golden 
West, 8 p.m., American Legion 
Hall, Larkspur. 
LEOLA SEWING Club, noon, 
Masonic Temple. San Rafael. 
SOROPTIMIST 
CLUB 
of 
Marin, noon, Pepper wood res­ 
taurant, San Anselmo. 
VASECTOMY 
EDUCATION 
and Referral Program, 8 p.m., 
Planned Parenthood, 710 C St., 
San Rafael. By appointment. 
MARIN ROD and Gun dub 
Auxiliary, 
noon, 
clubhouse. 
Point San Quentin. Public, de­ 
sert, luncheon and cards. 
SAUSALITO 
YACHT 
Club 
Women’s Auxiliary, 10 a.m., 
clubhouse. 
SAN 
ANSELMO 
Women’s 
Tennis Club, 10 a.m., Pepper- 
wood restaurant, San Anselmo. 
MARIN COUNTY Retired Of- 
ficers Wives Clubs, 12:30 p.m., 
West End Villa restaurant, San 
Rafael. 
Mrs. Leland Bright, 
speaker. 
Student 
Exchange 
Program, Terra Linda High 
School, topic. 
»h i 
MARIN COUNTY Chapter of 
Delta Gamma Alumnae, noon, 
home of Mrs. Jam es Graddy, 4 
Riviera PL, San Rafael. Lun­ 
cheon. Mrs. Milton Cerf, reser­ 
vations. 
GOLDEN 
GATE 
Chapter, 
Clipped Wings, Inc., 8 p.m., 225 
San Marcos Ave., San Francis­ 
co. Champagne dessert for new 
members. 


Tomorrow: 


PLANNED 
PARENTHOOD 
Assn., 10 a.m. to noon, 710 C 
St., San Rafael. 
NOVATO STUMP Jumpers 
S q u a r e Dance Club, 8 p .m., 
IDESI Hall, Novato. 
TOPS C L U B . 7:30 p.m., 
church library, 1104 Fifth Ave., 
San Rafael. 
SAN RAFAEL Cancer Dress- 


Chicken Dishes 
To 
enjoy 
your 
favorite 
chicken dish frequently, buy 
several chickens at a time and 
freeze like parts together. That 
way, if your family loves fried 
chicken drumsticks, for exam­ 
ple, but never touch the backs, 
you can be choosy about what 
part of the bird you need for 
individual recipes. 


A Bumper 
Year For 
Anniversary 


New York (MW) — Color 
the year silver. That’s the 
traditional theme of 25th 
wedding anniversaries. And 
this year a record number 
of American couples will be 
celebrating theirs. 
In 1946 some 2.3 million 
couples 
marched up 
the 
a i s l e to take their vows, 
making the marriage rate 
jump 37 per cent over that 
of the previous year. That 
number still hasn’t been 
topped, although 1969 came 
close. This year an estimat­ 
ed two million of the post­ 
war b r i d e s and bride­ 
grooms, now mostly in their 
40s will observe silver an­ 
niversaries. It also means 
that countless friends and 
relatives will have to find 
gifts to commemorate the 
occasion. 
According 
to 
tradition, 
the first wedding anniver­ 
sary is celebrated with pap­ 
er, the fifth with wood, the 
10th with tin or aluminum, 
the fifteenth with crystal 
and the 25th with silver. 


Charlotte Edith Fry and 
Roger Thomas Pierce, both 
of San Rafael, are planning 
a wedding in May at the 
Church of the Redeemer in 
Glenwood. 


The couple’s engagement 
has been announced by her 
parents, Mr. and Mrs. Wil­ 
liam A. Fry of San Rafael. 


CHARLOTTE FRY 


Charlotte is a graduate of 
San Rafael High School and 
the College of Marin and is 
employed by Lester Gors- 
line Associates in Tiburón. 
She is the sister of Richard 
E. Hewitt of Hawaii, Mrs. 
Gilbert Dixon of Hunting­ 
ton Beach, Mrs. Richard 
Melcher of Fremont and 
Douglas Fry of Alameda. 


Roger is the son of Mrs. 
Columbus Pierce of San Ra­ 
fael and the late Mr. Pierce. 
Charles Pierce, Mrs. Shiela 
Benz and Mrs. Joe Long are 
his sisters. He is a Marin 
Catholic High School grad­ 
uate and attended the Col­ 
lege of Marin. He is a real 
estate broker with Pierce 
Realty in San Rafael. 


Warming Room 
The use of color can change 
the apparent temperature of a 
room. A northern exposure may 
make a room seem chilly be­ 
cause it never gets direct sun­ 
light. By painting the room a 
sunny, tropical orange, it will 
seem warmer and more com­ 
fortable. 


THE BETTER HALF 
By Bob Barnes 


"Any kid whose ambition is to shine Spiro 
Agnew’s shoes can’t be all bad." 
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Lose 
As Much As 
7 Pounds 


7 Indies 
_ in 
7 Visits 


A q u a riu s 


Aquarians arc friendly, generous, 
and unpredictable. You crave 
independence and will break any 
chains that threaten your free­ 
dom. You adore surprises, and 
what is totally new and "unex­ 
pected.” 


Famous Aquarians: Paul New­ 
man, Jackie Robinson, Mia 
Farrow. 


If you really want to be knocked 
for a loop, come in and see our 
new Zodiac Jewelry—unlimited 
imagination went into its crea­ 
tion. Original designs by a lead­ 
ing artist-astroioger, beautifully 
executed by* ANSON in an ex­ 
citing series of Tie Tacs, Cuff 
Links, Charms, Bracelets and 
Necklaces. From $2.95.Take a 
look at your Sign! 


FREE 
NO 
TRIAL VISIT 
OBLIGATION 
Coll 457-2224 
os low os $1.00 per visit 
APHRODITE HEALTH SPA 
1299 Fourth at C St., San Rafael 


Zodiac Jewelry in 14 k gold from $18 


QawvjlS C CaQAoM*- ^ So-vU 


FOURTH AT B STREET, SAN RAFAEL, CALIFORNIA 
454-4474 
30 DAY CALLAN CHARGE, MASTER CHARGE, 
B A N K AME RICARD & C H A R G E KEY 


O u r 4 1 s t Y e a r 


1 5 1 0 


BENNETT'S BOARDWALK 
Radio Program 
MONDAY THRU FRIDAY 
8:30 AM. - 9:00 AM. 
1 0 0 .91 


I f K" CLOTH 


• 50% Polyester/50% Cotton • No-Iron • 
Some Plains • Discontinued patterns of one 
of the most famous name fabrics. The manu­ 
facturer will not let us use the name but you 
will recognize it at once. 45" wide. 
REG. 2.29 Yd. 


SPORTSWEAR 


• 100% Cottons 
• Synthetic Suitings 
• Printed Voiles 
• Polyester/Cotton Blends 
45" wide 
REG. 1.49 to 2.50 Yd.........69c 
YD. 


JERSEY PRINTS 


100% Arnel 
Triacetate- 
45" wide. 


Reg. 2.50 yd.........99 
ZIPPERS 


Assorted colors and lengths from 
7" to 24". REG. to 79c EA. (15c Each) 1 2 “ $ 1 


836 FOURTH ST. - SAN RAFAEL 
PHONE 456-6805 


Free Parking - Hours: Daily 9:30' to 5:30 
Sunday 12:00 to 5:00 


Church Crash Pad 
Must Buiid Showers 


By GEORGE NEVIN 
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It will cost the Methodist 
Church of Mill Valley $1,085 
to continue housing tran­ 
sient youths at its informal 
hostel. 
That’s the estimated price 
of 'installing showers at the 
church-operated crash pad, 
the Mill Valley City Council 
was told last n i g h t . The 
showets are required by 
state law. 
The council, after a some­ 
times tense, hour-long dis­ 
cussion with Rev. George P. 
Carter, decided to have the 
church submit plans for the 
work if the crash pad is to 
continue. Rev. C arter said 
the 
church’s 
governing 
board will decide its course 
of action tonight. 
The council earlier had 
decided, over Carter’s ob­ 
jections, that the city build­ 
ing inspector was correct in 
applying 
dormitory 
stan­ 
dards to the pad. 
The minister had contend­ 
ed that sheltering homeless 
persons always has been a 
function of the church and 
that doing so at the church 
did not constitute a dormi­ 
tory use. 
The council did 
agree, 
however, to waive a re­ 
quirement that the number 
of occupants at the pad be 
limited to 13. Carter said 
that the usual, lim it was 17, 
although on occasion 20 per­ 
sons had slept on the pad’s 
slab floor. 


At one point the mostly 
quiet discussion grew tense 
as Councilman Edward J. 
Boessenecker accused Cart­ 
er and the church of “con­ 
sistently trying to evade the 
city ordinance” in failing to' 
get official permission to 
operate the hostel. 
“I personally resent some 
of the r e m a r k s you’ve 
made,” he told the minis­ 
ter, referring to a question 
Carter had raised on wheth­ 
e r the council would voice 
other objections to the pad 
if the shower requirement 
were met. 


Terra Linda 
Art Group 


Sets Events 


A new board of directors 
and a list of scheduled ev­ 
ents have been announced 
by the Terra Linda Art As­ 
sociation. 
Tomorrow at 8 p.m. in the 
gallery 
at 4170 
Redwood 
Highway. San Rafael, the 
association will present a 
panel discussion and cri­ 
tique on the subject of art 
jurying. Experienced jury 
members will analyze and 
appraise painting brought 
in by members. 
An exhibit of sales and 
rental 
paintings 
titled 
“Land and Sea” will- be on 
display daily in the gallery 
through Feb. 6. 
The association's annual 
Irish Coffee has been sched­ 
uled for March 20 at the 
Holiday Inn. Art works don­ 
ated by members for the 
association’s event will be 
auctioned from 8 to 10 p.m. 
Proceeds will be used to 
finance the gallery’s yearly 
expenses. 
Association, 
officers 
re­ 
cently elected for 1971 are: 
Jack Wasley, president; Be 
C resap, 
vice-president; 
Laureeta Hastings, treasur­ 
er; Bernice Brown, secre­ 
tary; Kathy Stark, gallery 
chairman; P. A. Walters, 
gallery maintenance; Marie 
Aregger, show chairman; 
Bettyjo 
Norton, 
program 
chairm an; 
Lane 
Weiss, 
publicity chairman. 


“ It’s unfair to imply that 
the council wants the pad 
gone, ’ * Boessenecker said. 
He reminded Carter that he 
previously had voiced ap­ 
proval of the pad concept. 
The m inister 'did. not re­ 
ply, but Paul E. Rosenthal, 
a 
city planning commis­ 
sioner, came to his defense 
and accused the council of 
“ throwing the book at the 
church.” 
Applying these (dormito­ 
ry) 
requirements 
to 
the 
crash pad is grossly un­ 
fair,” he told Mayor George 
E. Wickham.. “'This is a. dis­ 
grace, and it makes you 
people look very, very bad. 
It’s a misuse of the powers 
of government.” He was ap­ 
plauded for perhaps 20 se­ 
conds 
by 
the 
s p a r s e 
audience 
until 
Wickham 
gaveled for silence. 
In the end, the council 
agreed to require that the 
building be brought up to 
code for a dormitory use 
and told C a r t e r that the 
modifications would have to 
be made if the pad. is to 
continue. 


Is three months of incon­ 
venience worth $25,000 to 
Mill Valley? 


That question must be an­ 
swered by the Mill Valley 
City C o u n c i I before the 
Camino Alto Bridge over 
Arroyo Corte Madera del 
Presidio is rebuilt, council- 
men learned last night. 


City Engineer Stanley M. 
Bala said that keeping the 
old bridge open to traffic 
while a new f o u r - l a n e 
b r i d g e is built will add 
about $25,000 to the cost of 
the Camino Alto widening 
project. 


Bala said an alternative 
suggested by the council, 
building a t e m p o r a r y 
bridge alongside the perma­ 
nent. structure, would cost 
even more. The cheapest so­ 
lution, he said, would be to 
reroute traffic along Syca­ 
more Avenue and La Goma 
Street to Miller Avenue. 
Councilmen 
at 
first 
seemed ready to authorize 
Bala to close the bridge but 
agreed to delay after Robert 
H. 
Andresen 
complained 
that “ we’re making a deci­ 
sion on three months worth 
of inconvenience at 1:30 in 
the morning.” 
Councilman Jean S. B ar­ 
nard said she favored the 
dosing but only if the city 
would post a sign informing 
motorists, that the detour 
was saving the city $25,000. 
The council will make its 
decision at an adjourned 
meeting 
Monday 
at 
7:30 
p.m. at the library’s board 
room. Also to be discussed 
that night are sewer bonds 
and taxation. 


An 
anti-commune 
ordi­ 
nance, amended, to allow 
foster 
children 
and 
ex­ 
change students, was ap­ 
proved on first reading last 
night by the Mill V a l l e y 
City Council. 
If adopted, the ordinance 
would define “fam ily” as 
used in the city zoning ordi­ 
nance as any number of re­ 
lated persons but no more 
than, five unrelated indivi­ 
duals. 
Exempted from the defi­ 
nition would be exchange 
students 
and foster chil­ 
dren. The ordinance would 


apply only to single-family 
residential areas. 
The ordinance is similar 
to one enacted by Palo Alto 
and recently upheld in U.S. 
District Court in San Fran­ 
cisco, where a judge ruled 
it was constitutional. 
The council instructed its 
planning 
commission 
to 
hold a hearing on the pro­ 
posed ordinance and m ake 
a recommendation to the 
council. 
The council could hold se­ 
cond reading and adopt, the 
ordinance Feb. 1. 


The Mill Valley City Council 


PARKING — Heard Doris Bas­ 
sett complain about lack of 
parking for residents of lower 
Lovell Avenue. 


SEWER — Awarded a $3,740 
contract to Earl Gilson Con­ 
struction for sewer line -re­ 
placement 
at 
Hillside 
and 
Oakdale avenues. 


DENSITY 
— 
Adopted 
an 
emergency ordinance prohibit­ 
ing the subdivision of a lot 
containing 
a 
nonconforming 
use if the resultant lot split 
would increase density beyond, 
that allowed by the general 
plan. 
TRANS-MARIN — Approved 
a tentative subdivision map for 
a 68-untt townhouse develop­ 
ment at Sycamore Avenue and 
La Goma Street. Trans-Marin 
Development Co. is the appli­ 
cant. 
THOROUGHFARE — Asked 
Marin County to allocate $125,- 


Secor To Speak 
Orthopedic 
surgeon 
Charles M. Secor of Green- 
brae will speak at a m eet­ 
ing of the California Nurses 
Association’s District 28 at 
8 p.m. Thursday at Marin 
General Hospital. 


000 under the Urban Thorough­ 
fare Program to be used in the 
Camino Alto project. 
LIGHTS — Declined to act on 
a proposed ordinance regulat­ 
ing lighting on private proper­ 
ty. 
M E E T I M G — Set an. ad­ 
journed 
meeting Monday 
at 
7:30 p.m. in the library board 
room to discuss sewer bonds 
and double taxation in a recent­ 
ly annexed area. 
LEASE — Instructed City 
Mgr. William H. Cunningham 
to investigate leasing the city- 
o w n. e d bus depot for '$350 a 
month. 
STUDY — Appropriated $250 
to hire the planning firm of 
S e d w a y and Cook to study 
street lighting on Camino Alto 
and Miller Avenue. 


SACRAMENTO (UPI) - As­ 
semblyman Charles Warren, 
the newly chosen chairman of 
the Assembly Judiciary 'Com­ 
mittee, today urged override of 
Gov. Ronald Reagan’s veto of a 
$1.8 million grant to the 
California Rural Legal Assis­ 
tance. 
In a telegram to federal 
Antipoverty Director Frank, 
Carlucci, Warren, D-Los An­ 
geles, described the CRIA as 
“the premier legal services 
program, for the 
poor in. 
California and, perhaps, the 
nation.” 
Reagan last month vetoed the 
federal grant because he said 
the 
CRLA 
violated 
federal 
regulations and failed to meet 
the civil legal needs of the 
poor. Carlucci will decide 
whether to uphold or override 
the veto. 


Campaign Statement 
Bill Is Introduced 
SACRAMENTO (UPI)-A bill 
requiring verification of prima­ 
ry and. general election cam­ 
paign statements was submit­ 
ted Monday by Assemblyman 
Ken MacDonald, D-Ojai. 
The 
statements 
would be 
required to declare that “due 
care” 
had been 
used 
in 
reporting the identity of all 
campaign contributors. 


Youth Arraigned 
On Pot Possession 
Paul Edward Le Clair, 19, 
of San Anselmo, was ar­ 
raigned. yesterday in Marin, 
Superior Court on a charge 


of possessing marijuana. 
He is to enter a plea Feb. ’ 
1. 
Le 
Clair was 
arrested 
Sept. 26 near San Anselmo’s 
Memorial Park. 
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WATCH FOR THE FASHION SCOOP OF Tlffc 
SEASON-COM INC SOON TUES. FEB. 16tb. 


Marin's Finest Fashion Fabric Store,, 


A T IM O R T H G A T E 


AMPLE FR EE PARKING ■ OPEN WEDNESDAY A FRIDAY TO 9;30 PM 
CHANDLERS' CHARGE * MASTER CHARGE ■ BANKAMERICARO 
ALSO IN DOWNTOWN S. M. ■ STONESTOWN, S. f. 


NOW SHOP mum12 NOON TO 5:00 AT ALL 8 SUBURBAN BIG 
DOWNTOWN S.F. 
CLOSED ItfRMTt 
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no-iron sheets in a typically 


large Big ^selection 


Injuries Minor 
In Auto Crash 
A '44-year-old. San Rafael man 
was treated Sunday at Marin 
General Hospital for cuts on his 
lips and mouth sustained in a 
San Anselmo auto accident. 
Police said today William 
Christian of 1422 Lincoln 
Avenue was eastbound on 
Red Hill Avenue when his 
vehicle veered into the ce­ 
ment at Gene’s Chevron 
Station. 101 Red Hill Aven­ 
ue. The 2:28 a.m. accident 
is under investigation. 


College Office To 
Sacramento Sought 
SACRAMENTO 
(UPl)-The 
headquarters of the state 
college board of trustees would 
be moved, from. Los Angeles to' 
Sacramento under a bill intro­ 
duced Monday by Sen. Howard 
Way, R-Eexter. 
Way said 'the trustees '“should 
be 
close 
to 
the 
seat 
of 
government.” 
He 
said 
the 
Senate passed the same propo­ 
sal In 1969 but the Assembly 
killed it. 
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Everyone knows this is the time to really 
• Double, compare $ 8 ....................4,99 
save on bed linen, and the Big E is ready 
with this special purchase of Wamsutta 
• Queen, compare $11 .................7,99 
and F¡eliderest permanent press sheets ,.... 
in discontinued flower-bright patterns. 
• King, compare $ 1 4 ....................9.99 
Wamsutta Petit Jardin in pink, blue or 
gold, and two bright patterns from Field- • Regular cases, comp. 4.50 3 . 59 pr. 
crest. Flat or fitted bottoms. (Plain white 
Fieldcrest sheets at comparable savings.) 
• King cases, comp. 5.50 . . 3.99 pr. 
Not all colors all sizes. Charge it. 
Linens and. Domestics: .All 9 Big E’s 


Twin 
compare $7 


S ip '" 


i ; 


4 
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a huge assortment of thirsty 
towels of rich cotton terry 


Prints, solids, elaborate jacquards, and beautiful embroideries, in a wide 
spectrum of bath-brightening colors . . . all gathered together in the 
kind of rich assortment you've come to expect from the Big E. These are 
towels from our regular stock . . . also manufacturer's closeouts. Come 
in, choose an armload at white sale savings, then say "charge it." 


(Also: supersize beach, bath towels, thick cotton jacquard weave. .3.99) 


Linens and Domestics: All 9 Big E’s 
1 
bath, 
compare 2.75 1 
Hand, compare 1.75. .1.29 
Washcloth, comp. 75* 59*' 
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Three Quentin 
inmates Flee 


Three San Quentin in­ 
mates, including two con­ 
victed murderers, walked 
away from a minimum se­ 
curity barracks between 6 
and 10 p.m. yesterday. 
One of the trio, James S. 
Harvard, 40, a burglar from 
Los Angeles, apparently fi­ 
nanced the escape by loot­ 
ing the till at the p r i s o n 
h o b b y shop where he 
worked, 
said 
Associate 
Warden James W.L. Park. 
He said $62 was missing. 
Escaping with Harvard 
were Charles G. Jolley, 32, 
from Yuba C o u n t y and 
Ralph R. Ruiz, 35, from San 
Mateo County, each serving 
a life sentence for murder, 
Park said. 
The t h r e e had only to 
scale a low fence to escape 
from the barracks outside 
the prison wall, Park said. 
They were tracked in the 
direction of the Greenbrae 
interchange to Highway 101, 
he said. 


Park said the escapes 
were puzzling because Har­ 
vard was due for a parole 
hearing in March and the 
other two had a l r e a d y 
served about 10 years each 
and could have expected 
parole in two to four years. 
Ruiz had been in the bar­ 
racks for only a month, the 
associate warden said. Jol­ 
ley, although held in mini­ 
mum s e c u r i t y for 18 
months, had been in the 
barracks only two or three 
weeks. Harvard had been 
kept in minimum custody 
for threeyears. Park said. 
The prison attitude, Park 
said, was that men with as 
much time invested as they 
had did not have much to 
gain by running away. 
The prison alerted all pol­ 
ice agencies to the escape 
and ordered a search of the 
area, but. Park said, “We 
assume they are long gone 
from the county by now.” 


Restaurant Plans 
Advance In Novato 


Court Kills 
Anti-Hippie 
Ordinance 


SAN FRANCISCO (UPI)— 
The California Supreme Court 
has declared unconstitutional a 
Carmel city ordinance against 
sitting on public lawns because 
the law discriminates against 
hippies. 
The court voted 4-3 in favor 
of a petition from Ann Parr, a 
Carmel merchant who was 
arrested sitting on the grass in 
the city park during an 
assembly protesting the 1968 
ordinance. 
The court considered not only 
the the language of the 
ordinance but also an accom­ 
panying declaration off urgency 
which said the law was made 
necessary by “an extraordinary 
influx 
of 
undesirables and 
unsanitary visitors to the city.” 
Justice Stanley Mosk wrote 
the Monday opinion which 
stated the ordinance violated 
the 14th Amendment, which 
forbids statutes that “abridge; 
the privileges or immunities of: 
citizens.” 


Panels Form 
To Study 
Police Link 


Zoning Moratorium 
In Petaluma Areas 


The Petaluma City Coun­ 
cil last night placed a six- 
month moratorium on zone 
changes in six areas of the 
city until planning consul­ 
tants can review the com­ 
munity’s 
aging 
general 
plan. 
The council said that all 
applications for zoning or 
rezoning on file with the 
planning commission from 
those areas should be de- 
1 a y e d until the study is 
complete. * 
The six areas defined by 
planning director William 
C. McGivem as in critical 
need of study are the inter­ 
section of Highway 101 at 
Old 
Redwood 
Highway; 
North McDowell Boulevard, 
where mobile home parks 
have encroached in indus­ 
trial zones; North McDowell 
Boulevard adjacent to Luc- 
chesi Park; South McDo­ 
well 
Boulevard 
behind 
McDowell School where a 
hospital is proposed; Casa 
Grande Road and Lakeville 
Highway, 
and 
Caulfield 
Lane extension. 


McGivern said 
he be­ 
lieved. the six areas were in 
critical need, of in-depth stu­ 
dy. He sadi the consultants 
would he asked to look at 
the effect zone c h a n g e s 
would have on other proper­ 
ties in the immediate vicin­ 
ity. 
McGivern said that zone 
changes in other areas of 
the city which don’t need 
intensive study would be 
processed as usual so that 
all buildings in the city 
would not stop and the econ­ 
omy would not he endan­ 
gered.. 
The council, said the six- 
month period was only a 
general time goal, but could 
be either extended or shor­ 
tened depending upon the 
speed of the consultant’s re­ 
port. 
Mayor Helen Putnam ap­ 
pointed Councilmen Albert 
L. Battaglia Jr., Robert A. 
Brunner and Robert E. Daly 
to sit as a committee with 
staff members to screen 
consulting 
firms 
and to 
make a recommendation to 
the council. 


The Petaluma City Council Also: 


The 
Novato 
Planning 
Commission last night ap­ 
proved plans for construc­ 
tion of a restaurant at the 
northwest corner of Novato 
Boulevard 
and 
Seventh 
Street,, near Novato Creek. 
Commissioners also ap­ 
proved. a master plan for 


Fuss Over 
Land Value 
Delays Sale 


The Tamalpais Communi­ 
ty Services District and the 
Mill Valley School District, 
in disagreement over the 
worth of a 5.13-acre parcel 
of 
school-owned land in 
Tamalpais 
Valley, 
have 
postponed until next week a 
meeting to discuss sale of 
the property. 
! 
An 
appraisal 
commis­ 
sioned by the school district 
sets the value of the lands 
at $85,000, while a services 
district appraisal values the 
land at $55,000. 


'In an effort to reach a 
compromise, 
representa­ 
tives of the boards have 
agreed to postpone a nego­ 
tiating session, originally 
scheduled for last night, un­ 
til after the school board 
opens bids on another piece 
of property next Monday. 
If bids for that parcel, the 
1.68-acre Harvard Avenue 
site, are substantially lower 
than the appraisal of $33,- 
360, negotiators will have a 
better idea of fair market 
value for the Tamalpais 
Valley land, according to 
■Glenn Lanbacher, president 
of 
the 
services 
district 
board. 
Negotiators 
will 
meet 
next week, although no date 
has been set. 


Death Penalty 
Plan In Senate 
SACRAMENTO (UPI) —A 
bill, requiring a mandatory 
death 
penalty 
for 
anyone 
convicted of first-degree mur­ 
der in connection with the 
slaying of a policeman was 
introduced Monday by Sen. H. 
L. Richardson. 
“It is essential that every 
potential criminal understand 
that society will not tolerate the 
willful, premeditated murder of 
any law enforcement officer 
acting on behalf of the people 
of California,” the Arcadia 
Republican said. 
An identical measure was 
defeated last year. In his state- 
of-the-siate message last week, 
Gov. Ronald Reagan called for 
the first-degree murder penalty 
for police slayers. 


Innocent Plea To 
Pot Possession 


James Michael Hush, 20, ¡ 
of Boulder Creek, Santa 
Cruz County, pleaded inno­ 
cent yesterday in Marin 
Municipal Court to a charge 
of possessing marijuana. 
Preliminary hearing was 
set for Feb. 9. 
Hush was arrested last 
Friday by Mill Valley police 
who said he was driving 
erratically near Tamalpais 
High School. A search of the 
car revealed a bag of sus­ 
pected pot, police said. 


development of the 1.27 acre 
site by Hoytt Enterprises 
Inc. 
Although the parcel is 
small, it was considered 
significant 
because it is 
next to the Novato branch of 
the Marin County library 
now under construction and 
in the area where the city 
plans to preserve Novato 
Creek in its natural state. 
Planned for the site is a 
Sambo’s restaurant, a pan­ 
cake restaurant operation. 
The 
Novato 
Planning 
Commission also: 


APARTM ENTS — Approved 
precise 
plans 
submitted 
by 
C h a r l e s Kuhn for a 32-unit 
apartment development on the 
south side of Rowland Boule­ 
vard, east of South Novato Bou­ 
levard. 
AMBULANCE — Received 
word that Bay Cities Ambul­ 
ance Co. had withdrawn its ap­ 
plication to operate a 24-hour 
am bulance service as a home 
occupation at 1610 Hill Avenue. 
ADJOURNMENT 
— 
Ad­ 
journed until 8 p.m . Thursday 
at 
the 
Novato 
Com m unity 
H ouse for a public hearing on 
im plem entation of the down­ 
tow n plan, last in a series of 
hearings on the plan. 


The Belvedere City Coun­ 
cil announced last night 
that by Feb. 1, all seats will 
be filled on the citizens’ 
committee to study police 
consolidation with Tiburón. 
Mayor Edwin J. Drechsel 
said, that Tiburón’s commit­ 
tee representatives will be 
chosen by Feb. 9. 
The citizens’ committee 
will include Mayor Edwin 
J. 
Drechsel, 
Councilman 
Thomas A. Price and three 
citizens of Belvedere. Tibu­ 
rón will be represented by 
Mayor Denis T. Rice, Coun­ 
cilman Anne L. Ellinwood 
and three Tiburón citizens. 
The committee is expect- 
¿ ¡TIFeb 
ed to meet on Feb. 18 to 
study the advantages of a 
merged police department, 
Mayor Drechsel said. The 
advantages of. the merger 
include a substantial saving 
of money, a single switch­ 
board and 24-hour telephone 
service. 
On March 18, the commit­ 
tee would be required to 
submit its first report to the 
two councils, the mayor 
said. 


SALARIES — Approved sa­ 
lary increases for City Mgr. 
Robert H. Meyer, 6.3 per cent 
to bring his salary to $1,920 per 
month; City Engineer David A. 
Young, 7.2 per cent, to $1,694; 
City Clerk Lillian Nommsen, 
8.75 per cent, to $769, and City 
Atty. Edouard E. Robert, 5 per 
cent, to $873. Brunner opposed 
all the increases. 


Filings To Open 
For Board 
Of Education 


FIRE CALLS 


YESTERDAY: 
8:59 a.m., San Rafael — Mal­ 
function in fire alarm at Marin 
Hotel, 1111 Fourth Street. 
2:05 p.m., San R a f a e l — 
F a l s e alarm at Terra Linda 
High School. 
4:44 p.m., Strawberry — Fire 
in transformer of light stan­ 
dard at Strawberry Town and 
Country Village shopping cen­ 
ter; damage confined to trans­ 
former; 
Alto-Richardson Bay 
Fire Department responded. 


TODAY: 
3:37 a . m . , West Marin — 
Mattress fire at Swenson resid­ 
ence, Balboa Avenue. Damage 
only to mattress; cause unk­ 
nown. Firemen had no other 
information. 
Marin 
County 
Fire Department responded. 
7:13 a.m., San Rafael — Auto 
fire destroyed 1966 Buick regis­ 
tered to Mrs. Robert Pamow, 
60 Balboa Avenue. Cause unde­ 
termined. 


SOUTHERN SONOMA 
No fire calls. 


To Sell 
Cal Expo Is 
Introduced 
‘ SACRAMENTO (UPI)-A bill 
ordering the state to sell the 
$34 million California Exposi­ 
tion was introduced Monday by 
Assemblyman Ken Cory, D- 
Garden Grove. 
Cory’s bill would allocate 
proceeds from the sale of Cal 
Expo facilities to the state’s 
general fund. Similar measures 
have failed in previous years. 
Cal Expo was opened four 
years ago as an all-year, 
operation. But it was unable to 
sustain itself financially and 
since has been reduced to only 
a few weeks during the 
summer for operations of the 
state fair. The state has been 
attempting to sell unusued 
portions of Cal Expo property. 


Filings for threee posi­ 
tions on the San R a f a e l 
Board of Education and six 
positions in the City of San 
Rafael will open at 8 a.m. 
Thursday and close at 5 
11. 
The election will be held 
on April 2:0. 
Terms of school board 
chairman Herman L. Chil­ 
dress and Trustees Carl J. 
Brown and John C. Pfeiffer 
are expiring. Brown and 
Pfeiffer have said they will 
not run again. Childress is 
undecided. 
All incombents in San Ra­ 
fael city offices have said 
they 
will 
seek election. 
They are M a y o r C. Paul 
Bettini, Councilmen Fred 
E. Jensen and John A. Mis- 
kimen, City Clerk Marion 
A. Grady, City Treasurer 
Angelina J. Soldavini and 
City Atty. Fred J. Robbins 
Jr. 


CEREMONY — Saw Mrs. 
Nommsen swear in newly ap­ 
pointed Councilman Daly, who 
will full the unexpired term of 
Philip L. Joerger, elected to the 
Sonoma County Board of Super­ 
visors. 
SCHOOLS — Heard a report 
from Petaluma Schools Supt. 
Lesly H. Meyer on building 
plans in the high school dis­ 
trict. 
REFUND — Granted, a re­ 
fund. of $21,000' to .Arthur' Con- 
diotti for the oversizing of 
sewer lines in the Casa Grande 
Subdivision. 
STUDY — Set a study session 
for tomorrow at 4:30 p.m. to 
review capital outlay requests 
and to consider a policy on 
annexations and financing cap­ 
ital im provem ents. 


Arrest Made 
On Two Counts 


Robert E. Pearce, 21, of 
209' English Street, Petalu­ 
ma, was arrested yesterday 
on suspicion of possession 
of narcotics paraphernalia 
and possession of a deapdly 
weapon. 
Police said Pearce was 
stopped for a traffic viola­ 
tion at Fair and English 
streets and that a pipe used 
for smoking hashish and a 
club were found in the car. 
He was booked into the 
city jail for arraignment to­ 
day in Southern Sonoma 
Municipal Court. 


Salaries 
Bypassed 
By Council 


The San R a f a e l City 
Council, quickly passed over 
an agenda item last night 
on discussion of pay for 
elected officers, and decid­ 
ed to take the matter up 
behind closed doors at 7 
p.m. Feb. 1. 
The legality of a closed 
meeting will be decided by 
City Atty. Fred C. Robbins 
Jr. — one of three officials 
whose salaries could be af­ 
fected by the discussion. 
Bobbin’s post, as well as 
those of city treasurer and 
clerk, will, be up for election 
April 20. State law requires 
that any salary changes 
must be enacted before the 
election. 
The closed meeting will 
not be held, Mayor C. Paul 
Bettini said after the meet­ 
ing, if Robbins determines 
it would not meet the re­ 
quirements of the Ralph M. 
Brown Act. 
(The act permits govern­ 
ment b o d i e s to meet in 
closed session with their sa­ 
lary negotiating team, prior 
to and during salary discus­ 
sions with employee organi­ 
zations, but does not permit 
such bodies to meet private­ 
ly to set salaries.) 
Robbins presently is paid 
$10,200. City Clerk Marion 
A. Grady and City Treasur­ 
er Angelina J. Soldavini are 
both paid $12,300. 


10.9 Per Cent Hike 
In Marin's Budget 


Marin 
County’s 
total 
budget 
requirement 
rose 
10.93 'per cent this year over 
last, but 39 other' counties 
bad bigger increases. 
Marin 
County 
Auditor- 
Controller Michael Mitchell 
said the figures on all 58 
counties were compiled by 
the state controller’s office. 
The state controller’s re­ 
port shows that the average 
increase in county budgets 
statewide was 21.48 per 
cent. 
Los Angeles County had 
the biggest increase in total 
Budget requirement with a 
jump of 27.58 per cent. Sis­ 
kiyou’s budget rose by 24.93 
per cent and San Mateo’s by 
24.56 per cent. 
At the other end, Amador 
County had a 21.24 per cent 
drop, and Sierra County a 
2.72 per cent drop. 
C o u n t y tax rates in 38 
counties are higher than 
Marin’s $2,575 per $100 as­ 
sessed valuation. Nineteen 
counties have lower tax 
rates. 
Highest, in the state are 


Stanislaus with $4.60; Los 
Angeles, $4.08; and Kings 
County, $4.06. The lowest 
are Mariposa with $1.64'; 
San Benito, 1.67; and Or­ 
ange County, $1.70. 
Among Bay Area coun­ 
ties, San Mateo’s $2.13 is 
the only one that is lower 
than Marin’s. The others 
are Alameda, $2.92; Contra 
Costa, $2.804; Napa, $2.97; 
and Sonoma, $3.32. 
Marin County is highest 
in the state in the percen­ 
tage of the county budget 
that is financed by property 
taxes. In Marin, 40.98' per 
cent of the b u d g e t is fi­ 
nanced by property taxes, 
and the rest by federal and 
state reimbursements and 
other miscellaneous reven­ 
ues. The statewide average 
is 33.27 per cent financed by 
property taxes. 
TTie reason, for Marin’s 
high 
percentage, 
said 
Mitchell, is that it has one 
of the lowest per capita cost 
of welfare so that it gets 
less federal and state sub­ 
ventions.. 


The San R a f a e l City 
Council also: 


LIGHTS — Agreed to pay $1,- 
044' a n n u a I energy costs for 
street lights on Civic Center 
Drive if the county pays the 
$3,836 installation cost for the 
eight lights. The council had 
earlier refused to pay both in­ 
stallation and energy costs. 
SIG NS — Set a public hear­ 
ing for F eb. 16 on a new sign 
ordinance. 
INSURANCE — A greed tc 
pay an additional $4,395 for em ­ 
ployee health insurance and an 
addition $1,288 for disability 
insurance to cover insurance 
increases for the remainder of 
fiscal 1970-71. 
DISTRICT — Declared its in­ 
tention to form, and approved a 
boundary map of an East San 
Rafael 
Drainage Assessment 
District 
for 
installation 
of 
storm drainage system and ul­ 
tim ate 
im provem ents 
to the 
le v e e along San R afael B ay. 
ORDINANCES — Approved 
final adoption of ordinances al­ 
low ing m obile hom e parks in 
the city and revising and re­ 
classifyin g 
som e 
businesses 
and fees for business licenses. 


FINAL ou!E SALE 
BRAND NEW 
1 9 7 0 C H E V Y 'S 


Reinecke To Lead 
Panel On Economy 


SACRAMENTO (UPI)-Gov. 
Ronald Reagan Monday named 
Lti Gov. Ed Reinecke to lead a 
state government effort to find 
jobs for the 'unemployed and 
methods to' boost the lagging 
California economy. 
Reagan announced Reinecke 
would use the “influence and 
persuasive 
powers” 
of his 
position along with the aid of 
the Department of Commerce 
to “see what further actions 
can be taken to promote fuller 
employment 
and 
a 
more 
balanced economy.” 


ENDS 
TUES! 


John W a yn e "'RIO LO BO " 
Tech ni¡ c.0'I or 7:00 - 10:30 
Robt. Goulet "UNDERGROUND’ 
lOpmpi 4 ,_hK1 
A I R C O N D I T I O N E D W E E K * 


George C. Scott - K a rl Malden 
RUTON 


The 5™ Dimension 
1st Lake Tahoe appearance! 


WithTIMMIE ROGERS just for laughs. 


Thursday Jan. 21 thru Jan. 23 only. 


Thursday, January 21, the 
world's hottest vocal 
group starts melting au­ 
diences twice nightly in 
Kings Castle’s winter 
spectacular. The 5th Di­ 
mension holds forth at 
our 8 p.m. dinner show 


and the midnight cock­ 
tail show. Then a funny 
thing happens. Timmie 
Rogers! Six warm and 
wonderful#performances 
only. The glow will last 
through January 23. 


Exclusively at 
Kings Castle Ski-Casino Taboe 


KINGS CASTLE—LAKE TAHOE, NEVADA * FOR RESLRVATIONS: (415) 391-2444 


¡'Weeknights 8:00 Only! 
Friday and Saturday 


6:30 and 9:30 
Sunday: 5:00 and 8:00 


435 1234 
i D ir a q iP ig 
P L A Y H O U S E 
3rd 
WEEK! 
ELLIOTT GOULD 
CANDICE BERGfcN 


R 
COLOR 
8:30 ONLY 
GEORGE SEGAL 
EVA MARIE SAINT 


7:00 ■ '10:34 


N ext: "O N A CLEAR DAY' 


NOVATO 2JF 
D ffT A L U M A 
OVEN 6:30 
762-7242 
SHOW 7:0C 
LAST TIMES TONIGHT 
"THE PRIVATE LIFE OF 
SHERLOCK H O LM ES" 
Ot 7:05 
"H O RNETS N EST" at 9:2S 
T O M O R R O W 


CINEMA I 
Carte M a d e ra 
HURRY! LEAVING SOON 
924-6505 
Mon. Fri. 7:00 - 9:00 
Sat. & Sun. 
1:15-3:00-5:00-7:00-9:00 


RAFAEL 
S a n Rafael 453-5441 
STARTS WED. 


"Thunder b a ll" 
"Y ou Only Live Twice" 
LAST TIME TONIGHT 
"T he A risto c a ts" 
7:00 - 8:55' 


TAMALFA1S 


S a n Anselm o 453-5442 


Mon. - Fri. 
"Out Of Towners" 7:00 -10:30 
"Sherlock Holmes" 8:40 only 
Sat. & Sun. 
"Sherlock" 1:00 -4:50 -8:40 
"Towner»" 3:10 - 7:00 -10:50 


SEQUOIA 
Mill Valley 3 8 8 -4 8 6 2 
Mon. - Fri. 
"Take The Money" 7:00 -10:10 
"lover»" 8:25 
Sot. A Sun. 
"Toko The Money" 
2:30-5:35-8:50 
"Lovers" 3:50-7:00-10:10 


LARK 
Larkspur 924-3311 
3rd Hilarious Week 
M on.-Sat. 
7 :0 0 -9 :0 0 
Sun. 
5:00 - 7:00 - 9:00 


FAIRFAX 


Fine Arts 453-5444 


LAST 3 DAYS! 
Tues., W ed., Thurs. 
7 :0 0 -9 :0 0 


MONTECITO 


Monteeito Shopping Center 
Third St., San Rafael 
457-3813 


Mon 


1:00 


Sot. 7:00 
Sun. 
3 >00 - 5:00 • 7:00 


9:00 


9:00 


THUNDERBALL" 
and 
'YOU ONLY 
UVE TWICE " 


Last chance to take advantage of the 5 -year 
50,000 mile General Motors W arranty not 
available on 1971 models. 


Exam ples: 
NEW 1970 N O V A COUPE 


O N L Y 
$2 1 7 5 
#111270W223041 


3 -Comoro Coupes 


4- Impala Wagons 


2 - Station Wagons 


2 - Monte Carlos 


2 - Caprice Coupes 


2 - Chevelie Coupes 


... At Com pa r a b I e Sav in g s ! 
SCHUMAN CHEVROLET 
7123 Redwood Hwy. Call 897-2191 
OPEN EVES. 
8 I A U A T A 
AND SUNDAY 
N O Y A T Q 


MtAMOUNl WCIUIIS MI'SIMl'i 
MICHAEL J. 
P0UARD 
Little Fausstmd BIG HALSY 


•—» •» 
low- b. MGVI.»» » MMMMQUNI imt 
B a rg a in M at. W ed. 75c - 1:30 p.m. 
THE 2 BIGGEST BONDS OF ALL 


SEAN CONNERY is JAMES BOND 


[G P j^ 


ONE OF THE YEAR'S 10 BEST FILMS 
BILLY WILDER’S 
THE mu UFE 
OF SHERLOCK HOLMES 
Also Jack Lem m on "TH E OUT OF T O W N E R S" 


'LOVERS AND OTHER 
STRANGERS1' 


I-»*- 
GIG YOUNG 
CLOFttS LEACH MAN 
CFtC 
COLOR 


/ I 
Alio Woody Allen "T AKE THE MONEY AND RUN' 


“★ 
★ 
★ 
★ 
HIGHEST RATING 
A Mel Brooks Film * * RON MOODY 
TheTuielve Chairs' 
i I 
.«BOASa-nrl 


*1, .111111 Dm 111 111 w O O O * 
PETER SELLERS-GOLDIE 
«n»® 


** A rip-snorter. A triumph I 
—Judith Crist, New York Magazine 


I t 


•J 


NORTHGATE 


Terra Linda 472-1242 
HURRY! LEAVING SOON 


Mon.-Sef. 
7:00 • 9:00 
Sun. 
1 :3 0 -3 :9 5 -5 :3 0 
-7 :1 5 -0 :1 0 


ONE OF THE YEAR’S 10 BEST FILMS 
diary of a mad housewife 
a frank perry film 
¡fi] «aas 
richard benjamin 
frank langeila 
carrie snodgress 


iriK perry mm 
¡jkj 


« 
< 471 
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THERE OUGHT TO BE A LAW 
THE FAMILY CIRCUS 


P U riha IS OH A MEW WiCX - CLEAMlMG- 
UP THE WORLD 
B u r HOW ABOUT THE OLD RlCR OF CLEAMlMG UP 
HER ROOM? FORGET 17 f 


THE DROPOUTS 


BEHOLP, SANPY-THE PERFECT 
J L FISHING FLY/ iNPISTiNSUISHABlE 
FROM A NATURAL INSECT/ 


\ 
WHAT 
I IT WAS CARRIEP 
HAPPENEP ? /OFF BY A PASSIONATE 
WATER BEETLE 


»•*. u. s. m. Nuaa ii*m* mmmt 
-»—> 
•i*n b? 
mmm 
A ** 
ÍMKTH* 


‘When I die, can I take my blanket with me?” 


HOW TO PLAY 
WINNING BRIDGE 


By ALFRED SHUN WOLD 


If You're Opponents Are 
Normal, Gauge Conversation 


ALMANAC 


By U.P. INTERNATIONAL 
Today is Tuesday, Jan. 19 
the 19th day of '1971. 
The moon is in its first 
quarter. 
The 
morning 
stars are Mars, Jupiter 
and Venus. The evening 
star is Saturn. 
Those bom on this day 
are under the sign of Capri­ 
corn. 
On this day in history: 
In 1861 Georgia seceded 
from the union. 
In 1938 units of General 
Franco’s 
Nationalist 
Air 
Force 
bombed Barcelona, 
and Valencia in Spain, kill­ 
ing 700 civilians and wound­ 
ing hundreds more. 
In 1968 President Lyndon 
Johnson named Clark Clif­ 
ford secretary of defense to 
replace Robert McNamara. 
In 1969 two airliners were 
hijacked to Cuba, one. with 
171 persons aboard. 
A thought for today: Ir­ 
ish poet Oscar Wilde said, 
“as long as war is regard­ 
ed as wicked, it will al­ 
ways have its fascination. 
When it is looked upon as 
vulgar it will cease to be 
popular.** 


Past Preside of 
Of Hi-Y Club 
Russell Gardiner of Nova­ 
to High School, one of two 
w i n n e r s of Elks Lodge 
Youth leadership awards, is 
past president of the local 
Hi-Y Club. 
The Independent-J our nai 
reported he was president, 
based on information prov­ 
ided by the lodge. 


WORD-A-DAY 


TUMBLEWEEDS 
PLAYIN' 
COPS AN1 ROBBERS,) ( PONT BE 
PEPUTY? 
J \ RlPlC'LOUS! 


MISS PEACH 


When you’re p l a y i n g 
bridge against a trusting 
soul, give him. something to1 
believe. But remember that 
the truth is very precious,. 
Be very sparing with it. 
Tell 
your opponents the 
truth if they are so cynical 
that this is the last thing 
they’ll believe. But if your 
opponents are normal hu­ 
man, beings, tell them what 
they would like to believe. 


South dealer 
Neither skk vulnerable 
NORTH 
* K )4 
K Q 9 
O 
♦ 


109 8 6 2 
10 5 3 
K 4 
96 5 


10 9 8 5 
K 104 
EAST 
A 73 
A J 62 
73 2 
87 2 


♦ 


0 
+ 
SOUTH 
♦ Q5 
C? 8 74 
O AQJ6 
* A QJ 3 
South 
West 
North 
1 NT 
Pass 
3 NT 
Opening lead — # 


DAILY QUESTION 
Partner opens with one 
spade, and the next player 
passes. 
You hold: 
A-K J 4 
V- K Q 9 
♦ - 10 98 5 
A- K 10 4. 
What do you say? 
A N S W E R : Bid 2 no- 
trump. 
This promises 13 to 15 
points with strength in each 
of the unbid suits. In this 
c a s e you have only 12 
points, and your diamonds 
are of doubtful strength. 
Nevertheless, the jump to 2 
no-trump 
best 
describes 
your hand. A more truthful 
response, 
like 
two 
dia­ 
monds, would paint a less 
accurate picture. 


WEE PALS 


fvOUR LIPSTICK 16 ASKEW,) 
(D EAR IE/ --------------------- 


m 
askew 


( a - s k u t ) adv. an d a d o . 
TURNED TO ONE 6IDE; 
SLANTED; CROOKED 
t-r* 


SME'S 
DUMB ISN'T 
SUE SYBIL/ 
East 
All Pass 
10 


MOON MULLINS 
GCMETUÍN6 AWFUL 
HAMYNED/ FftEWJICK / 
I VOGT MY CfeEWT CAfcCv 


ieOMEOKIE /MIGHT FIMO 
IT AMO CHA&SE THING-? 
TO OUfr ACCOUNT. 


<1 
« a ^ ¿ I 


LOLLY 


“THEy'VE JU ST 
^ O T T A t> o 
so m eth in g a bo u t 
A IR P O L L U T IO N Í 


jV O — 


• • 
# 
• 


■ 
• 


* 
• • 


NANCY 
IT’S BETTER 
THAN BEING 
A SOUND 
SLEEPE R 
LI KE OUR 
NEIGHBOR 


10 OF SPADES 
West opened the ten of 
spades, a friendly opening 
lead. A heart opening would 
have been far less comfort­ 
able for South. 
Since East was a trusting 
soul, South played dummy’s 
king of spades at the first 
trick. East, happy to be­ 
lieve that his partner had 
led from a suit headed by Q- 
10-9, won with the ace of 
spades and returned the 
seven, of spades. 
South produced the queen 
of spades to win the trick, 
led a club to the ten and 
returned the ten of dia­ 
monds for a finesse. South 
was now sure to win nine 
tricks and actually got a 
10th trick when it turned out 
that West had no entry to 
his long spades. 
SHOULD COUNT 
East knew that South had 
not even as good as the jack 
of hearts. It was most un­ 
likely that South was just as 
badly off in spades and had 
still decided to open with 
one no-trump. 
Moreover, 
East 
could 
count 9 high card points in 
his own hand, and 12 points 
in the dummy. Since South 
needed 16 points for his no- 
trump bid, West could have 
only 3 'points at most. It was 
almost impossible to defeat 
the contract if West had the 
queen of spades. 
SECOND TRICK 
There was a, reasonable 
chance if West had the ten 
of hearts and a, high dia­ 
mond. East should therefore 
switch to a low heart at the 
second trick. 
West’s ten would drive out 
dummy’s queen, and West 
would get in with the king 
of diamonds in time to lead 
another heart and thus de­ 
feat the contract. 


Charity Robbed 
Office equipment valued 
at $1,275 was taken between. 
5 p.m. Friday and 1 p.m. 
Saturday from the Marin 
County Branch of American 
Cancer Society at 18 Mary 
Street, San Rafael. 


DAILY C R O S S W O R D 
ACROSS 
1. Oriental 
nursemaid 
5. Bind 
10. Conceal 
11. Actress, 


Prentiss 
12. So be it 
13. Preserved 
in brine 
14. Laughing 
uncon­ 
trollably 
(2 wds.l 
16. United 
17. Of a great 
Peruvian 
empire 
21. In addition 
25. Kind of lace 
27. Require­ 
ment 
28. 'Do a 
musical 
encore 
29 . ------ 
Farrow 
30. Popular 
comedian- 
actor 
t2 wds.i 
37. Too much 
38. Reprehen­ 
sible 
40. Misrepre­ 
sent 
41. Over again 
42. Hostile 
n&Uon 
43. Take on, 
cargo 


DOWN 
1. Surpriaer's 
interjection 
2. Miss. 
Benzell 


3. Seaport 
in South. 
Yemen 
4. Biddies 
5. Freshet 
6. Soft 
mineral 
7. O.T. book 
8. Toward 
shelter 
Cushions 
13. Whole­ 
hearted- 
ness 
15. Labor 
17. Way­ 
farer’s 
stop­ 
over 
18. Bom 
<Fr.) 


19. Fairly 
good 
grade 
20. Say 
further 
21. Soft 
drink 
22. Dia­ 
mond 
Kiri 
"Faerie 
Quecne-* 
ladv 
Pen 
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23. 
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24 
20.---- 
bog 
29. Natur­ 
ally 
hornless 
33. Garment 
31. Level 


OJEA 
[NEC! 
VfHfrtli}'» Aniwrr 
32. Cross out 
33. Part of a 
sombrero 
34. Elliptical 
35. Songstress. 
Simone 
36. Toboggan 
39. Female 
sheep 
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Battle Of The Environment: W e Face Hard Choices 


4This is the second in a five- 
part 
Drummond 
series, 
“The Battle of the Environ­ 
ment." 
By Roscoe and 
, 
Geoffrey Drummond 


’ 
WASHINGTON — If we 
* are going to survive the en­ 
vironmental crisis, we will 
have to greatly alter our 
way of life. 
Bigger and better: Cars, 
houses, 
office 
buildings, 
airplanes, superhighways — 
bigger population to have 
more 
consumers 
to 
buy 
more things. Bigger and 
better everything. That has 
been our national goal. 
; 
But we are finding that 
bigger no longer means bet- 
; ter. It often means worse. 
THE CHOICE: Keep on 
taking all we can from na­ 
ture or decrease our mate­ 


rial desires and begin to 
pay our debt to nature be­ 
fore it is too late. 
Two massive myths must 
be cleared away if we are to 
do in time what needs to be 
done. 
One myth is that our tre­ 
me ndous 
indust rializa lion 
and burgeoning technology 
have prim arily imperiled 
the balance of nature. 
Not true. 
Every economic benefit 
and convenience has had its 
price, and nature has been 
made to pay until it is now 
headed for bankruptcy. 
But neither industrializa­ 
tion itself nor technology it­ 
self has brought us into 
such dangerous disharmony 
with our environment. It is 
the erroneous choices we 
have made in continuously 
taking from nature and giv­ 


ing nature not much in re­ 
turn except poison, waste 
and filth. 
The second myth is that 
science and technology will 
shortly give us new gim­ 
micks to banish pollution, 
and then everything can go 
on as before. 
There is no such easy an­ 
swer. 
THE T R U T H is that 
science and technology can­ 
not rescue our 'polluted en­ 
vironment — and protect it 
in the future — unless we as 
a people are w i l l i n g to 
make the hard choice: Put 
respect for our environment 
at least equal to our zeal to 
gratify every material com­ 
fort. 
This is the center of deal­ 
ing with the environmental 
crisis. Very hard choices 
will have to be made by 


every citizen — by producer 
and consumer, by govern­ 
ment and taxpayer. 
We have wanted ready 
power — light and heat at 
the flick of a switch. The 
price has been power plants 
that pollute air and water. 
We have wanted unlimit­ 
ed mobility. The price has 
been death-producing smog 
and often unbearable noise 
— on highways and in the 
air. 
We have wanted pesti- 
c i d e s to make our land 
more 
abundant, 
and 
the 
price has been the contami­ 
nation of wild life — even 
their death — and the dis­ 
ruption of life systems. 
Wre have wanted easier, 
more convenient packaging. 
The price has been a mon­ 
strosity of wastes across the 
landscape. 


We have w a n t e d easy 
wash days. The price has 
been detergents with phos­ 
phates that kill rivers and 
lakes. 
We 
have 
glorified 
an 
ever-expanding 
gross 
na­ 
tional product to the level of 
a nearly all-powerful deity 
from whom all blessings 
flow. When it goes down we 
moan; when it goes up we 
g l o w . But now we have 
found that some things oth­ 
er than blessings flow from 
this deity. We have found 
that producing more things 
for more people produces 
poison we cannot escape, 
pollution we cannot control, 
and waste we cannot elimi­ 
nate. 
HISTORICALLY, 
the 
black soot bellowing into 
the sky from factory smo­ 
kestacks m eant only good 


news — good jobs at good 
pay. Now it m eans some­ 
thing more. 
In 1948 in Donora, Pa., 
half of the town’s 14,000 peo­ 
ple fell ill from smog and 20 
died. London's “ killer fog” 
of 1952 caused 1,600 more 
deaths than normal. 
Cigarette smokers living 
in polluted cities have a 
m uch higher rate of lung 
cancer than in rural areas. 
Public officials are leery 
of that GNP sacred cow. 
They are just beginning to 
touch tenderly on the hard 
social and economic choices 
we w i 11 have to make to 
escape the onrushing envi­ 
ronmental crisis. The first 
report of the President’s 
Council on Environmental 
Quality does no m ore than 
gingerly mention the rela­ 
tion of an e s c a l a t i n g 


GNP to escalating pollution. 
One who has spoken out is 
M aurice Mann, assistant di­ 
rector of the Office of Man­ 
agem ent and Budget in the 
White H o u s e . He asks 
whether we will be able to 
create the climate and the 
political means to resolve 
“ the conflicts between envi­ 
ronm ent and other national 
objectives, 
particularly 
economic objectives.” 
“ Are we prepared to ac­ 
cept products which pollute 
less and also perform less 
w ell?” he asked. 
From this question others 
grow: 
Will we accept automo­ 
biles that don’t run as well 
in order to keep them from 
polluting? They now cause 
50 per cent of all air pollu­ 
tion, and 90 per cent in the 
cities. 


Will we accept limits on 
electrical conveniences if 
extensive expansion of elec­ 
tric power dangerously in­ 
creases pollution? 
Will we accept a limit on 
child-bearing because more 
people means more pollu­ 
tion? 
Will we put a higher value 
on living in harmony with 
nature rather than produc­ 
ing for convenience when it 
m eans more pollution? 
If we will, we can make 
nature our ally instead of 
our enemy. Then we can 
win the Battle of the Envi­ 
ronment. If we won’t, we 
are headed toward losing it 
— for our children if not for 
ousel ves. 


(NEXT: What we must do 
to win the Rattle of the En­ 
vironment.) 
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TODAY'S EDITORIAL 
Freedom Of Speech Vs. 
Forced Union Membership 


Is requiring a person to join a 
union before he can speak regularly 
via the public air waves a violation 
of the First Amendment guarantee 
of free speech? 
That interesting point has been 
raised by William F. Buckley Jr., 
editor-columnist-TV 
commentator 
who proudly calls himself a conser­ 
vative, in a suit filed in U.S. Dis­ 
trict Court in New York against the 
American Federation of Television 
and Radio Artists, AFL-CLIO. 
Buckley’s complaint goes beyond 
the First Amendment. It alleges 
that requiring him to join the union 
to put his “Firing Line” program 
on television also violates the Fifth 
and Ninth Amendments. 
NO MAN TO HIDE his fight un­ 
der a bushel, Buckley called a press 
conference to announce filing of the 
suit. At it, he said: 
“The requirement that an indivi­ 
dual pay dues to a private organiza­ 
tion in order to work is a modern 
writ of indenture; the requirement 
that he do the same in order to 
express an opinion over the public 
airways involves an act of coercion 
by a private organization operating 
under government sanction. 
“ What is involved here is a 
da m ental civil and hum an 
And unless this country has lost 
hold of its reason, the Supreme 
Court will acknowledge, as I am 
confident it will, the right of the 
individual to exercise his rights as 
guaranteed under the First Amend­ 
ment. even if he declines to join a 
union. 


AFFAIRS OF STATE 


“ Many of the people in this coun­ 
try labeled as ‘liberals’ eloquently 
object to any compromise of the 
individual 
rights of the 
citizen 
against the government — particu­ 
larly free speech and privacy. I 
think it is time they join me in 
demanding that the individual have 
a right to join or not join, to pay 
dues or not pay dues, to a private 
organization without surrendering 
his right to speak.” 
__ 
So far, we have heard of no rush 
by those who call themselves liber­ 
als to support Buckley, who calls 
himself a conservative, in his free 
speech demand. 


OF C O U R S E , not all who air 
their views via TV and radio have 
to pay dues to AFTRA. President 
Nixon, Vice President Agnew, Gov­ 
ernor Reagan do not. Neither do 
any of the multitude who spout the 
views of the so-called New Left. 
The difference is that Buckley 
gets paid for it. 
This brings up another point: 
Does the constitutional guarantee of 
free speech apply only to those who 
do not depend on speaking, writing 
and editing for a living? If it does, 
of course, we can have censorship 
by the government — or by a union 
— of everything that is published 
and sold. 
We shall watch with interest the 
progress of William S. Buckley’s 
suit through the federal courts. It 
raises a fundamental question of 
the constitutionality of compulsory 
union membership. 


WILLIAM S. WHITE 


Muskie's Middle East Trip 
Poses Unanswered Questions 


Get the whitest shrouds in tow n!” 


Closing Maritime Academy 
Poor Way To Reduce Budget 


By HENRY C. MacARTHUR 


SACRAMENTO (CNS) — 
When the crucial time for 
reduction of the state budg­ 
et arrives, there always is 
the question of where the ax 
will fall first. 
In 
such 
an 
instance, 
which has arrived with a 
bang this y e a r , the time 


C Y N IC 'S CORNER 


¿ II 


also has arrived for the ad­ 
ministration of Gov. Ronald 
Reagan to show it is acting 
in a statesmanlike manner. 
THE GOVERNOR’S de­ 
partm ent 
of 
finance has 
proposed abolishing one of 
California’s 
lesser 
known 
but highly important educa- 


By Interiandi 


Now I know why Scrooge hated Christmas. It’s the bills 
that come in January .”2 


tional institutions —the Cal­ 
ifornia Maritime Academy 
at Vallejo. 
When there are proposals 
to reduce expenditures, the 
normal custom is to scream 
the loudest in the hopes of 
averting the cuts, rather 
than judging what has to go 
on the basis of logic and 
priorities. 
A sound case can be made 
for the Maritime Academy 
without 
resorting 
to 
the 
usual bromides. 
FOR 
M O R E 
than 40 
years, the state has operat­ 
ed this unique education in­ 
stitution. 
through 
good 
times and bad, for the pur­ 
pose of teaching young Cali- 
f o r n i a n s 
to 
become 
m erchant marine officers. 
Because the demand is 
not so great as in other vo­ 
cations is no reason for the 
state to cut off instruction 
completely. 
In 
times 
of 
p e a c e and war both, the 
need for qualified m erchant 
marine officers is steady 
enough to w a r r a n t the 
state’s participation in the 
program. 
It would make as much 
sense for the department of 
finance to recommend cut­ 
ting off, say, the colleges of 
law, medicine or engineer­ 
ing at the university and 
state colleges. In fact, it 
w o u l d even make more 
sense to abolish the college 
of law, as there seem to be 
too m a n y laws and too 
many lawyers now. 


Why Does Council 
Deny Examination? 


They say you can’t “fight 
city hall” but I guess I am 
going to keep on trying. 
I don’t knowr the learned 
gentlemen on the Fairfax 
City Council as well as my 
husband does. I imagine my 
husband has managed to 
“ step on a few toes” in the 
past when he was in Little 
League and on the parks & 
recreation committee. 
But what these gentlemen 
don’t seem to understand is 
that this is not a man argu­ 
ing for paint for the pavi­ 
lion or a new turf for the 
ballpark. This is a man who 
wants a job in order to sup­ 
port his family. 
He is not asking for any 
favors, hand-outs or special 
appointments. All he wants 
is a chance to take a civil 
service test for the perm a­ 
nent job of the street dept., 
but this council seems to 
take pleasure in enforcing 
some 
insignificant 
rule 
which prevents him from 
taking this test. They frank­ 
ly admit the rule doesn't 
really cover him, but insist 


REMEMBER 
W H EN ? 


10 YEARS AGO 
Jan. 19, 1961 
Assembly Republicans in­ 
troduced a series of bills 
they said would cut $48.2 
millions of dollars from Cal­ 
ifornia’s tax take. 
Dr. Thomas Dooley, who 
gained fame for his medical 
work in the Laos jungles 
while himself a victim of 
cancer, died one day alter 
his 34th birthday. 


20 YEARS AGO 
Jan. 19, 1951 
The Califronia Di vision of 
Highways submitted to the 
legislature a report that the 
Richmond-San 
Rafael 
Bridge could be built for $54 
million, with the cost re­ 
tired by a revenue bond is­ 
sue. 
Novato Community, Inc., 
set up a public meeting for 
discussion of incorporating 
Novato as a city. 


rules are made to be en­ 
forced. 
Two of the councilmen re­ 
fuse to even talk to my hus­ 
band now. They are letting 
personalities 
effect 
their 
judgment. 
How 
do 
they 
know my husband can even 
pass their test? Why won’t 
they give him a chance? 
Fairfax 
RUTH SOLDAVINI 


Welfare Reduced, 
Raises Elsewhere 


On Page 6 you have (Jan. 
13) ‘*$250,000 Tab for Fair 
Plans.” Is this part of “ cut” 
in 
Medi-Cal-Medicare 
ne­ 
cessities we need? 
Also, is the 5-7% per cent 
raise Civic Center employ­ 
ees got, over $1,000 a month, 
as I understand it, also a 
part of “ moving” expenses, 
or can’t you run a series for 
cuthanasis to poor so we are 
no expense to affluent, par­ 
ticularly those who worked 
until medical health stopped 
it? We needed help after 
doing it through a lifetime? 
A neighbor gives me their 
I-J as it isn’t in budget if 
welfare is needed to supple­ 
ment earned Social Securi­ 
ty. 
“ Big shots” are worthy of 
raises — but why take some 
of it from indigent? 
I know a percentage cheat 
and finally prosecuted but 
why take it out on rest? 
JULIA GETTY ORTMAN 
Santa Venetia. 


out for years are a prime 
cause of our never-ending 
inflation because they prev­ 
ent the working of the basic 
law of supply and demand 
in the m arket place. Prices 
are never given the slight­ 
est chance to adjust down­ 
ward. 
These cost-of-living raises 
are 
self-defeating, 
inas­ 
much as different jurisdic­ 
tions try to m a t c h , and 
usually exceed, each other, 
each one calling the other 
its “control” . Most inappro­ 
priate of all, these raises 
are given to people whose 
salaries are already at a 
level which insulates them 
a g a i n s t the pinch of in­ 
creased prices. 
To the recipient, this type 
of raise offers no gratifica­ 
tion or incentive but only a 
reminder that the economy 
is overheating. To the tax­ 
payer, it is requirem ent to 
grant to others what he, in 
most cases, is not getting 
himself. And he pays for it 
not only once, on his proper­ 
ty tax b i l l , but over and 
over again, as it becomes a 
factor in everyone’s costs. 
Our economy is so tightly 
knit that a relatively brief 
respite from this eternal vi­ 
cious circle would produce 
price 
adjustments 
down­ 
ward, I am convinced. 
JEAN S. BARNARD 
Mill Valley. 


MAN BITES DOG 


WASHINGTON 
— 
The 
verdict upon Sen. Edmund 
Muskie’s headlined trip to 
the Middle E ast must be 
that he went to the wrong 
place at the wrong time in 
the wrong way for a presi­ 
dential candidate. 
However 
understandable 
his motivation, which was a 
quite natural desire to get 
some exposure as a world- 
minded statesm an, this is 
going to turn out to be the 
journey that was neither 
really necessary nor help­ 
ful. 


IN 
THE 
FIRST place, 
there has been an inescapa­ 
ble air of meddling in an 
infinitely delicate business 
that Muskie’s own govern­ 
m ent is desperately trying 
to finesse or dam p down. 
Again, as the undoubtedly 
front-running candidate for 
the 1972 Democratic presi­ 
dential nomination, the se­ 
nator has looked too eager 
h e r e — so m uch so that 
some of his not ill-disposed 
colleagues are going around 
asking each other: “ Who is 
Ed afraid of? And why is he 
in so much of a hurry?” 


Finally, this whole ven­ 
ture is an un-Muskie kind of 
thing in the sense that one 
of his greatest assets was 
the impression he gave of 
refusing to use his elbows to 
climb upward. He has, until 
now, more or less been in 
the posture of a man wait­ 
ing for the nomination to 
come to him. The call upon 
the Israelis and the Egyp­ 
tians 
has 
dam aged 
that 
impression; and it is diffi­ 
cult to find any counter-bal­ 
ancing gain for the Muskie 
campaign. 


IT IS UNDENIABLE that 
presidential aspirants have 
usually abstained from for­ 
eign ventures such as this, 
especially 
when 
m atters 
have been as sensitive as 
they now are in the Middle 


East, unless invited by the 
White House to travel. 
They have so abstained on 
the time-tested truism that 
no politician ever had to 
apologize for staying out of 
a turmoil that was neither 
of his own making nor his 
own responsibility. 
Perhaps the oddest point 
of all about Muskie’s tour 
abroad is suggested by the 
question 
quoted 
above: 
“ Who is Ed a f r a i d of?” 
While the Senate is posi­ 
tively 
jumping 
with 
so- 
called Democratic presiden­ 
tial hopefuls, the reality in­ 
side, as so often happens, is 
very different from the ap­ 
pearance outside. 


THE “CANDIDACY” of 
Sen. George McGovern of 
South Dakota, for one ex­ 
ample, is taken seriously by 
practically nobody in the 
Senate except George Mc­ 
Govern. 
Much 
the 
same 
could be said of such other 
open or potential aspirants 
as Senators Fred Harris of 
Oklahoma and Birch Bayh 
of Indiana. 
Form er 
Vice 
President 
Hubert Humphrey — now a 
newly 
returned 
senator 
from Minnesota —- cannot 
be counted out absolutely, to 
be sure. But here, too, a 
Humphrey nomination is so 
unlikely as to require men­ 
tion only to touch all possi­ 
ble bases of speculation. 
No; what it comes down 
to is that Muskie’s one gen­ 
uine possible rival for the 
presidential designation is 
Sen. 
Edward Kennedy of 
M assachusetts, whose own 
quotient of ambition as for 
1972 (if any) is debatable 
from day to day. 
In a word, Muskie has 
nobody really to fear unless 
possibly Kennedy, but is 
nevertheless oddly and per­ 
sistently overstating in his 
own mind both the degree of 
probability of such a chal­ 
lenge and its true power, 
even if it came. 


WHAT OTHER EDITORS SAY 


More Federal Funds Not 
Answer To Crime Crisis 


(Reprinted from 
Vallejo Times-Herald) 


Across-The-Board 
Raises Inflationary 


Budget tim e is still many 
weeks off, but it is none too 
soon to think about the big 
question of salary increas­ 
es, since salaries comprise 
the hulk of most budgets. 
For this reason, I told my 
colleagues on the Mill Val­ 
ley City Council at our last 
meeting that I am categori­ 
cally opposed to across-the- 
board, cost-of-living raises. 
Merit raises are different 
and should be considered, 
but 
the 
across-the-board 
percentage increases which 
all levels of government, 
school boards, and special 
districts have been handing 


“It’s safe to let 18-year- 
olds vote. It’s letting them 
drive cars that’s danger­ 
ous.” 


Of the more than 50 bills 
signed 
by 
President 
Ri­ 
chard Nixon to start off the 
new y e a r , there is one 
which should be brought to 
the attention of those who 
continually 
crusade 
for 
m ore leniency by our judges 
and softer jail terms for 
those convicted of a felony. 
This is the crime-fighting 
legislation which, by mid- 
1972, will add another $10 
million a year to Califor­ 
nia’s already strained budg­ 
et. The legislation provides 
for a federal grant for state 
and local law enforcement 
programs. 
Up until President Nixon 
signed the bill into law. the 
program in effect was op- 
t i o n a l , with the federal 
grant paying 60 per cent 
and the state sharing the 
balance of 40 per cent. In 
California’s case, Governor 
Reagan passed this off to 
cities participating in the 
program because he said 
the state could not afford to 
participate at such an ex­ 
pense. 
Now, however, it is com­ 
pulsory for the state to par- 
t i c i p a t e at the rate of 
picking up 6.25 per cent of 
the tab, which will add the 
additional $10 million to the 
budget... 
The point here is the fact 
that no m atter how much 


money 
is 
tunneled 
into 
Washington in taxes and 
t h e n is paid back to the 
states, the dollar shrinkage 
is so great that the taxpayer 
pays at least three times as 
much than if the m o n e y 
went directly to the state. 
Habitual 
law 
breakers 
know only one deterrent: a 
jail term. If we persist in 
making excuses for him 
rather than commit him to 
where he can’t break a law, 
it is easy to see how the 
added $10 million soon can 
become a $100 million and 
more. . . 


Country Parson 


like to see a preacher 
as eager to improve 
as to fill the 


ju s t 
this w o r l d 
next.” 
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By FRANK FARRARA 


Committee Finds Counseling Gets 
Top Ranking In School Needs 


There are many school 
needs, mostly financial, but 
a committee of Novato resi­ 
dents has tackled the job of 
zeroing In on educational 
needs, 
They are members of the 
■educational goals commit­ 
tee of the Novato Unified 
School, District, who decid- 
ed logically to determine 
the needs before setting the 
goals, 
A few w e e k s ago, stu­ 
dents, teachers and resi­ 
dents got together and came 
UP with a long list of needs, 
and the committee com­ 
piled a tabulation showing 
how 
frequently 
certain 
needs were mentioned. 
AT THE TOP of the list, 
surprisingly enough, with 25 
'mentions, was “Improved, 
counseling and guidance for 
all, students.** 
This indicates that coun­ 
seling, considered icing on 
the cake in, days gone by, 
has come into its own. as an. 
educational factor. 
'The second, most men­ 
tioned need was “smaller 
class size,*'* a. need which, 
has 'been echoed, throughout 
the state and was expected, 
to have a top ranking. 
O t h e r needs in the top 
five were: 
“More consistent and en­ 
lightening 
methods 
and, 
standards of grading.. 
Mow vocational courses 
and, vocational guidance. 
Teachers 
retained 
on 
merit, rather than on ten­ 
ure; abolition of tenure or 


change in tenure. 
THE BOTTOM' of the list 
items least frequently men­ 
tioned — also tells a story of 
its own. 
Lagging at the tail end 
were such 11 e m, s as the 
class where students are 
graded, with a pass or no 
credit, a method that has 
strong supporters in some 
.quarters. 
There also was s I i g h I 
mention, twice each.,, for 
“less emphasis on physical, 
education" and. “ more ex­ 
pansion of 
athletic 
pro­ 
grams." 
Improved food services, 
more 
academic 
summer 
school, p r o g r a m and in­ 
creased art, music and dra­ 
ma, also were in the low 
rankings. 
Winding up in the middle 
sector were the often dis­ 
cussed non-graded system, 
where students advance at 
their own pace, and “more 
instruction on. contempor­ 
ary problems such as drugs, 
sex, human abuse and ecol­ 
ogy.” • 
THE NOVATO Teachers 
Association, seeking a, pay 
'boost, can gain little heart, 
from, the findings which 
showed, that “'better salary 
schedule for teachers — 
commensurate with Marin 
County communities'** re­ 
ceived only four mentions 
on. the needs list. 
Ironically, the need to Im­ 
plement the results of the 
committee’s study received 
only four mentions. 


Huckleberry 
House Chief 
Will Speak 


Rev. Edward Beggs, foun­ 
der of Huckleberry House 
for runaways in San Fran­ 
cisco, will speak at a com­ 
munity forum on drugs in 
Novato at the Novato Com­ 
munity House at 7:30 p.m. 
Jan. 31. 
Other speakers will be 
Robert Levin of the Marin 
County Pharmaceutical As­ 
sociation and John Ryan, a 
former drug user, house 
manager of Open House in 
San Rafael. 
The forum, co-sponsored 
by the Novato Jay cees and 
the Marin County Youth 
Commission, is the forerun­ 
ner of a drug education 
course to be held in Novato. 
The forum “is for kids, 
parents and anyone curious 
or concerned about drug 
use,” said Joseph E. Doher­ 
ty of the Novato Jaycees, 
who is co-chairman with 
Pete Sorensen, a San Marin 
High School student and 
member of the youth com­ 
mission. 
The drug e d u c a t i o n 
course will be adapted to 
Novato’s needs and “proba­ 
bly will begin in February, 
running one night a week 
for six weeks,” Doherty 
said, 
The course, open to people 
of all ages will be organized 
around, 
small, 
discussion 
groups, he explained.. 


Chamber Executive 
To Keynote Dinner 


John T. Hay, executive 
vice president of the Cali­ 
fornia Chamber of Com- 
m e r c e , 
will 
be guest 
speaker Saturday at the San 
Rafael Chamber of Com­ 
merce’s 51st Annual dinner 
and installation of officers. 


Hay’s topic will be “Com­ 
munications Hang-Up . . . 
Let’s Stop talking to Our­ 
selves.” The dinner meeting 
will begin at 6:30 p.m. at 
the Holiday Inn. 


Hay has had more than 22 
years of continuous work 
with 
chambers 
of 
com­ 
merce. He received an Out­ 
standing 
United 
States 
Chamber Program of Work 
Award. He was one of the 
first chamber executives to 
receive 
the 
“Certified 
Chamber Executive” title,. 
In 1968, he was chairman of 
Governor Reagan’s “Sum­ 
mer Employment for Un­ 
derprivileged Youth.” 


New officers to be in­ 
stalled are: Paul R. Ciam- 
pi, 
president; 
Jack 
E. 
Bucknum, vice president; 
Alton E. Cox, vice presi­ 
dent; Larry P. Biancalana, 
past president and Ronald 
P. Studen, treasurer. 


JOHN T. HAY 
At installation 


Microphones Are 
Taken From School 
Five chrome microphones 
of undetermined value have 
been stolen from the princi­ 
pal’s office at G r a n a d a 
School in Corte Madera, 
police said today. 
Officers said the burglar 
gained entrance Saturday to 
the school located at 50 El 
Camino Drive by smashing 
a window. 


Top Bridge 
Expert To 
Visit Marin 


Alexander M. Sobel, the na­ 
tion’s top director of tourna­ 
ment bridge, will help direct a 
special tournament in San Ra­ 
fael at 8 p.m. tomorrow at the 
Crossley Bridge Center, 714 C 
Street. 
The tournament, open to 
all duplicate bridge players, 
is the International Fund 
Charity Game, with pro­ 
ceeds going to f i n a n c e 
American entries in the 
Bermuda Bowl world cham­ 
pionship to be held in Tai­ 
wan on May 7. 
Sobel 
is visiting Lura 
Crossley, operator of the 
Crossley Center, and other 
friends in Marin County on 
his way back from directing 
a national tournament in 
Lebanon. 
Sobel will be chief direc­ 
tor at the Bermuda Bowl. 
Defending champions will 
be the U.S. Aces, who won 
the world title last year in 
Stockholm from Italy. An­ 
other team of Americans, 
headed by Lew Mathe of 
Los Angeles, will represent 
North America in the Ber­ 
muda Bowl. 
Sobel has been chief di­ 
rector of all international 
matches since 1954. 


Tuesday, January 19. 1971 
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UNFINISHED FURNITURE 
STORE WIDE 
CLEARANCE 
SALE 
NOW IN PROGRESS 
OVER 300 ITEMS 
PRICED TO CLEAR 
JUST ARRIVED 
200 PIECE TRUCKLOAD 
OF PINE Chests, Cabinets, 
Dressers, etc., ADDED TO OUR SALE 


LOWEST PRICES - LARGEST STOCK 
ACRES OF NO-TRAFFIC 
FREE PARKING AT OUR DOOR 
Nude Nwfe 
UNFINISHED FURNITURE 
& SLEEP SHOP 
124 Jacoby Street, San Rafael, 454-9023 
HOURS' 10*6 DAILY SUNDAY 12-5; WED., TMUIUL, Fit. to f P.M. 


ART BUCHW ALD 
Calling Dr. Kildare! Surgeons 
Can't Tell Where To Cut Budget 


WASHINGTON 
— 
The 
federal budget was rolled 
into the operating room, 
where the administration 
surgeons were waiting to go 
to work on. it. 
“It looks awfully fat,** one 
of the doctors said. “Some­ 
one give me a knife." 
“Wait a minute,1” said an­ 
other doctor. “What are you 
going to cut out?” 
“ I thought I’d start on the 
arm.*’ 
“That’s the military arm, 
you idiot,” another doctor 
said. “You can’t cut any­ 
thing off the military. As a 
matter of fact, we have to 
graft on to it, as it’s too 
weak as it is.” 
“WHY DON’T WE begin 
with the fat under here? a 
surgeon said. 
“That’s part of the pork 
barrel,” a doctor cried. “ If 
we cut a n y t h i. n g out of 
there, every senator and 
congressman will bleed to 
death.” 
“Well,'’"* said another sur­ 
geon, “ we can at least cut 
something off this Vietnam 
leg,” 
“ Leave that leg alone. If 
we cut it now, we may have 
to sew it back on later. 
THE DOCTORS STARED 
at the groaning body on. the 
table. 
“ We’re surgeons,” cried 
one of the doctors, “We 
should be able to cut some­ 
thing.”1 
“What about cutting out 
the SST?” 
“ Don’t you, dare touch the 
SST,” another surgeon said. 
“It stays in.” 
'“Say, this ABM look swol­ 
len. We better get to work 
on that,” a doctor said. 
“You fool,” Ms colleague 
said. “You cut anything off 
the ABM and we’ll 'be sued 
by the Defense Department 
for malpractice. 
A little 
swelling in an. ABM. never 
hurt, anybody.” 
“ HOW .ABOUT cutting ar­ 
ound the low-cost housing 
tract?” 
“'That’s a good idea. How 
much should we take off? 
“'Let’s cut it in half and 
see what happens.” 
A surgeon started cutting 
away and suddenly there 
was a loud scream. 
“ Good God, 'didn’t anyone 
give it an. anesthetic?” the 
surgeon asked,. 
Some one slapped a. mask 
on the budget as the doctor 
continued cutting. 
“HEY LOOK I can get at 
the education arteries from, 
h e r e . What do you say I 
scrape them, while I m at. 
it?”“Go ahead,” his colleague 
replied. “ We’ll stand over 
you so no one ^ in the galler­ 
ies can, see what y o u r e 
doing- ’ ’ 


W h i l e they were doing 
that, a foot, surgeon was 
neatly cutting off each toe 
of the poverty program. 
* * Y o u don’t need toes to 
walk,” he explained to a 
nurse. 
The next things they cut 
off w e r e the legs of the 
science and medical re­ 
search, programs. 
BUT' EVERY TIME one 
doctor cut one thing out of 
the budget, another doctor 
grabbed, it. and grafted it on. 
to another part. By the time 
the operation was finished, 
the budget, was bandaged 
from head to toe, but it was 
falter than it had ever 'been 
before. 
“I. guess we better order a 
money transfusion,” one of 
the surgeons said. 
Richard Nixon, the father 
of the budget, was in the 
waiting room. when, the sur­ 
geons came out. 
“How’s 
it 
doing?” 
he 
asked anxiously. 
“It isn’t pretty,” said one 
of the doctors,, “but we 
think you can live with it.” 


'Bad' Air To 
Be First 
Series Talk 


Milton FeMstetn, director 
of technical services for the 
Bay Area Air Pol.luti.on Con­ 
trol. District, will, discuss 
air pollution problems in a 
talk: at Novato High School, 
lecture hall at 8 p.m. Feb., 3. 
His talk will, be the first 
in the Adult Evening High 
School’s winter lecture se­ 
ries entitled “ Marin’s Figh­ 
ters 
for 
Environmental 
Survival, ” 
'There will, be lectures on 
water, Feb. 10; land, Feb. 
17 and shoreline, Feb. 2:4, 
reported Joseph. D. Gargiu- 
lo, principal of the evening 
school. 
Richard O’Connell, of the 
staff of the federal water 
quality administration, of 
the Federal. Environmental 
Protection. Agency, Depart­ 
ment of the Interior, is 
coordinator of the series. 


First Federal Savings 
1970 
and Loan Association of San Rafael 
a n n u a l r e p o r t 


STATEMENT OF CONDITION AS OF DECEMBER 31,1970 


ASSETS 
Mortgage 'Loans on 'Rea! Estate „ . . . 
This 
represents 
first 
'Mortgage 
Loans, All are repayable on the 
monthly payment direct 'reduction 


$ ll 0,634r009.48 
$9,914,373.41 


Second Youth 
Is Arrested 


A second juvenile 
has 
been 'booked into Marin Ju­ 
venile Hall on suspicion of 
burglarizing the home of 
Loretta .Lorraine Kaufho'Id 
at 21 Chula. Vista Avenue, 
San Rafael. 
Michael Lee Sands, 16, of 
640 Tanbark Terrace, San 
Rafael, was turned over to 
■police Jan. 4. by Mrs. Kauf- 
hold’s son, Bradley, who 
said he caught the boy run­ 
ning from, the house when 
he and Ms mother arrived 
home that day. 
Subsequent investigation 
led to the arrest of Justin. 
Quinn. Forsyth, also 1.6, of 
574 Woodbine Drive, San 
Rafael, as involved also' in. 
the entry, 'police said. Both 
boys were 'booked into ju­ 
venile hall. 


Water District Due 
Larger Line Issue 
The North Marin County Wa­ 
ter District at its regular meet­ 
ing t o d a y at 8 p.m. will 
consider authorizing: a larger 
line, 24 inches 'instead of 12, for 
'the Western Oaks Subdivision, 
west of Highway 101. and south 
of the end of Redwood Boule­ 
vard. 
Dist. Mgr. E u g e n e S, 
Churchill, said 'the larger 
line would, serve expected 
growth in. the area, west of 
Highway 101 and south to 
Highway 37. 


Bike Path Bid 
On ABAG Slate 


I-J Special Report 
BERKELEY — The City 
of Tiburón’s application for 
a $70,600 federal grant for 
its two-mile bicycle and pe­ 
destrian path will, be re­ 
viewed by the Association 
of Bay Area 'Governments, 
executive committee at 7:30' 
p.m. Thursday in the Hotel. 
Claremont. 
'The g r a n , t would, cover 
half of the c i t y ’ s cost of 
buying and developing the 
strip from the Northwestern 
Pacific Railroad. 
Also on the agenda will be 
review of ABAG’s 1971 leg­ 
islative proposals. The exe- 
c u. t i v e 
c o m. m i 11 e e 
previously 
indicated 
it 
again will seek legislation 
giving ABAG broad, region­ 
al 'powers. Similar AB.AG- 
backed bills have died in 
past years, as have bills 
that would, create a new re­ 
gional agency independent 
of ABAG. 


Rea! Estate O wned and In Judgm ent 


Loans on Savings Accounts . . . . . . . 
Temporary loans to members se­ 
cured. by their savings, .accounts. 


Investments and Securities „ .. 
These i n. ves tin e nts are ob 1 i gati ons 
of the United States Government 
and Government Agencies, and are 
carried on our books at cost to the 
Association. 


Federal Home Loan Bank Stock 
Membership in the Federal Home 
Loan Bank System makes ample 
credit facilities available to the 
Association. 


Cash on. Hand and in Banks . . . . . . 
Funds on deposit in commercial 
hanks and in. the Federal. Home 
Loan. Bank of San Francisco. 


NONE 
1,473,000.00 


84,550.00 


, 747,176.62 
47,800.00 


,.125,000.00 


106,759.80 


Furniture, Fixtures and Equipm ent 


Deferred Charges and Other Assets 


Total. Assets . . . . . . . . «. . . . • . «« 


DIRECTORS: 


39,276.35 


217,644.96 


$11,956,417.21 


LIABILITIES 
Savings Accounts . . . . . . . . . . . . . . . 
This"" represents the savings and 
investments of more than 3764 
members who own the institution. 


Federal Home Loan, Bank Advances 
Advances from Federal Home Loan. 
Bank System to meet seasonal de­ 
mands for home loans. 


Mortgage Loans in Process . . . . . . . 
Loans made to build, repair, or buy 
homes on which all funds have not 
been disbursed to date. 


Other 'Liabilities 


'General. Reserves ». . . . . . . , . , . , «. 
Required, reserves have been, ac­ 
cumulated out of net earnings in. 
past years and are held solely for 
the benefit and protection of our 
savers. This extra reserve is in 
addition to the insurance provided 
by the Federal Savings and. Loan 
Insurance C or porat i on. 


Other Reserves, Surplus and Undivided Profits . . 190,284.86 


Total Capital, Liahililies and R eseñes . . . . ,. $11,956,417.21 


OFFICERS 


86,282.13 


174,726,54 


Parenthood Chief 
To Present Talk 
'T. W. 'Wooster, biologist 
and executive 'director of 
Planned Parenthood in Sa­ 
cramento, will tell “The 
S t o r y of the World and 
John” at a public meeting 
in. the Terra Linda Recrea­ 
tion Center at 8 p.m. Jan. 
28. 
Zero Population Growth 
in Marin will sponsor the 
talk, described as a presen­ 
tation on * ""population, 'pollu­ 
tion, 
pesticides, program 
and public apathy.” 


Concert Of North 
Indian Music Set 
'The Mill Valley Center fed 
the Performing Arts and the 
AH Akbar College of Music 
will, present, a concert of 
North Indian music Sunday 
at 8 p.m. at. 267 Buena, 'Vista 
Avenue,, Mill Valley. 
G. S. Sachdev will 'be fea­ 
tured on North luchan Flute, 
while Phil Ford will play 
tabla. 
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SUCCESSFUL INVESTING 
Steel Industry Hit 
By Difficulties 


By ROGER SPEAR 
Q. When I purchased 
U.S. Steel it was 44%, it is 
now 32 and the dividend 
has been reduced. Should 
1 sell or will it come up in 
price? — H.G. 
Q. Would you comment 
on the advisability of buy­ 
ing U.S. S t e e l at this 
time? - W.M. 
A. With the many 'uncer­ 
tainties now facing the steel 
industry, appreciation pros­ 
pects appear rather limited. 
Labor contracts, expiring in 
July, are not apt to be re­ 
newed by the union without 
a 
strike 
unless 
sizeable 
concessions are offered by 
management. As a result, 
steel ingot production is ex­ 
pected 
to 
increase 
only 
marginally this year, des­ 
pite a large jump anticipat­ 
ed for industrial production 
generally. 
Furthermore, competition 
from Japanese steelmakers 
for a share of the growing 
world market for steel is 
mounting. .Although domes­ 
tic companies have been 
rapidly boosting mill capac­ 
ity in order to meet world 
demand, 
it 
is 
generally 
conceded that Japan s ca­ 
pacity will outpace ours by 
late next year. 
In addition to these indus­ 
try’ difficulties, U.S. Steel 
has sustained a shrinkage 
in its share of the total mar­ 


ket. This, coupled with ris­ 
ing c o s t s 
and, a 
less 
favorable product mix have 
made serious inroads into 
earnings. Thus the narrowly 
covered dividend may be 
put under added strain if a 
strike materializes. Shares 
are unattractive at present, 
Q. 
Please advise me 
what bonds to purchase 
which will .yield. 8% per 
c e n t . Do I buy these 
through a broker? — E.A. 
A. Yes, most brokers han­ 
dle bond transactions. The 
bonds listed below are rated 
single and double A, sell at 
varying 
premiums 
and 
yield between 8% and 9 per 
cent to maturity. Four sug­ 
gested issues are: Alabama 
P o w e r 9s of 2000, Mead 
Corp. 8%s of 1995, Public 
Service Electric & Gas 9s of 
1995 and Vermont Yankee 
9%s of 1998. 
Alabama Power and Ver­ 
mont Yankees are non-re­ 
fundable 
until 
1975 
and 
Mead Corp. is protected to 
1980. Since availability, in­ 
terest rates and other condi­ 
tions constantly vary in the 
bond market, your broker 
may suggest other bonds 
W’hich he considers more 
suitable.If these meet your 
requirements 
you 
should 
follow his judgment. 


SMART CHART 
by Stansbury 


OTHER PEOPLE'S 
BUSINESS 


B y H A R R Y C R A f T 


Honolulu-Based Firm Takes Over 
National Electric Supply Co. 


SENDING PRINTED TEXT FROM PATROL CARS 
An electronic system that enables a patrol 
officer to transmit and receive descriptive and 
numerical data on crimes, accidents, and other 
incidents has been introduced by Sylvania Elec­ 
tric Products Inc. The digicom 300 system 


Oil Exploration 
To Increase In 71 
NEW’ YORK (UPI) — Geo­ 
physical 
exploration 
for 
new petroleum reserves is 
expected to increase this 
year, with particular atten­ 
tion given to the North Sea 
and West African areas. 
Total outlays by petro­ 
leum firms in recent years 
for exploratory drilling and 
geophysical 
exploration 
came to about SI.3 billion a 
year. 


“W hat kills me, Chief, is 
th a t w e create a ll this 
waste and then just throw 
it aw ay." 


OVER THE CO U N TER 


Quotations from the National 
Association of Securities De­ 
alers 
Inc. 
at 
approximately 
9:30 a.m.. Bids are inter-dealer 
prices. Inter-dealer quotations 
do not include retail markup, 
markdown or commission, and 
do not represent actual transac­ 
tions. 


BID ASKED 
Cal. West. Sis. Life . .21% 22 
Farm New W orld 
33 Va 34 
H anover.........................33V* 34% 
No. Am. Life & Cas. . 7% 
7% 
Bank of Ag. & Com. ... 8 
Bankamerica C orp... 66% 66% 
Cent. Banking Sys. . 20% 21% 
1st Nat’I-San J o se____ 24% 25% 
Liberty Natl.,. ............ 5% 
6% 
Amer. Express _____86 
86% 
Amer. Express 1.50 .. 86 
86% 
Amer. Micro Sys........38 
39% 
Anhenser Busch ____78% 78% 
Arden-Mayfair i% 
10% 
Boothe Comp............... 16% 
17% 
Breuner < John)............15 
16 


Cal. Water Serv. . . . . 26% 27% 
Citizens Utils................27% 
28% 
CTC Computer 
2% 
2% 
Coherent R a d ............. 13% 
14% 
Coldwell, B an k er 
25 
25% 
Dow Jones 
.........................36% 37 
1st Natl. Fund ____ 7.21 
7.88 
First Surety ________ 5 
5% 
Gold. West Fin 
12% 
13% 
H excel............................13% 
14 
Kaiser Steel COM. ... 34 
34% 
Longs Drug's------------64% '65% 
Lynch Comm. Sys.... 20 
20% 
M.B. Assoc....................10% 
11% 
Micro Data Sys 
3% 
3% 
N atl. Med. Enter ... 26% 
27% 
Optical Coat. Lab. .... 12 
1,2%. 
Pac. Coast Holdings . 4 
4% 
Pac. Far East Lines . 27 
28% 
Pac. Plantron 
16% 
17% 
Purity S to res 
.14 
16 
Raychem Corp 
69 
70% 
R ed cor.......................... 5% 5% 
Rocket Research ___ 19% 
20% 
Ross M edical_______ 7% 
8% 
Seven Up ..................... 58% 59% 
Skaggs P a y le ss......... 25% 25% 
So. Cal. Water ........... 15% 
16% 
Southwest G a s 
16% 
1.7% 
Thermal Pow er 16% 17 
Trans. Gas P ip e .........20% 
20% 
Western G ear................ 9 
9% 


consists of mobile and base station terminals, 
each of which includes a keyboard for typing 
messages and a cathode ray tube (CRT) display 
for presentation of transmitted and received 
communications. The equipment was developed 
here by Sylvania’s Sociosystems Laboratory. 


American Exchange 
Selected Stocks 


NEW Y O R K ( U P I) — Selected stocks on 
the A m erican Stock Exchange. 
Sales(hds) H igh 
Lo w Last Chg. 
A erojet ,50a 
A ild Control 
A Petr 1.05d 
A rkL a G 1 30 
B everly Ent 
Brascan 
la 
Bundy Cp 1 
C ircle K .40 
C lary 
Corp 
Computest 
Creole 2.60a 
Day 
M ines 
D ixlyn Corp 
Equ Cp .05a 
Fed 
Resour 
F elm ont O il 
FinCpSB .20 
Ford 
Can 2 
F rontier A ir 
Gen B a tte ry 
G reer H yd rl 
HuskyOl .15 
K a ise rln d 2i 
K irb y ln d .36 
Lee Ent ...10b 
Lee N atl Cp 
M cCul Cp 5i 
Means FW 1 
Mohwk. A irl 
New P *r k M 
Pac M W 1-04 
P etrie St .55 
Pneum Dyn 
PubcoP .15d 


27 
23V* 
33 
1 
9% 
*1% 
296 
28*' i 
28 
13 
27*b 
27'4 
116 
10’ a 
10’ s 
16*4 
15*4 
79 
30 
5 
9 
5 
28 
11 
5,5 
303 
37 
10 
6 
Z4S0 
13 
135 
8 
57 
6715 
9 
27 
1371 
31 
32: 
141 
49 
69 


23’ a— VI 
9 '-a 
. . . 
2:8*1 
. .. 
27*8 
... 
10% + V* 
16 
— *8 


Reeves Inds 
19 
37+ 
3% 
3%— 7+ 
S h aftuck Dn 
12 
4*8 
4V4 
4*8— 7» 
Sol ¡iron Dev 
73 
12’ 8 
11% 
12 
Stand M etal 
12 
31+ 
3% 
3*+ 
St at ham Ins 
24 
127a 
12% 
12% 
Syntex 
.40g 
227 
39’+ 
377» 
39 
+ 1 % 
T e c h n ic lr In 
51 
13% 
127» 
13 
— % 
T ri Cont w t 
3 
71 
70% 
71 
+1 
U nvC ontr 21 
4 
5*4 
574 
j<4 
U tah Sgr .80' 
6 
14% 
14 V» 
14% + 
74 
W'sf N u clear 
21 
6% 
6"4 
6*++ 
% 


217 e 
21% 
21*e 
36» 4 
36 
3614 
4>* 
13% 
26% 
10’ 8 
IV% 
5V» 
4% 
14 


43e 
14 
26' a 
10% 
12*4 
5% 
4*8 
14’ 4 


Va 


23% 
23*8 
68* a 
6 
24V* 
7*8 
16% 
U>/4 
25% 
20' a 
9% 


685% 
23*8 
6% 
16% 
13% 
24%, 
1,9% 
9 


4*1 
14 
26’ 4-r % 
10' 8— V* 
12 
5 * 8 + % 
4’ a— % 
14 
- Va 
23% + Va 
68%+ % 
5%— % 
24’4 + '/a 
7 % + V* 
16*8+ % 
13%— Va 
25 
— Va: 
20 
9 % + % 


Stocks Edge 
Higher On 
Fast Action 


The 
Santa 
Rosa-based 
firm, National Electric Sup­ 
ply Co., which has a branch 
in San Rafael and five or 
six more in various parts of 
the Bay Area, has been tak­ 
en over by American Fac­ 
tors of Honolulu. 
National Electric is en­ 
gaged in wholesaling con­ 
tractors electrical supplies 
and commercial and indus­ 
trial fixtures. The San Ra­ 
fael branch is managed by 
Fred Fowle and has been 
open, six or seven years. 
It will continue under its 
own n a m e and no imme­ 
diate change in the present 
operation or staff is expect­ 
ed, although it is believed 
that there may be some ex­ 
pansion of the company’s 
coverage under the new 
ownership. 
A NEW BRANCH OFF­ 
ICE of the San Rafael Po- 
d i a t r y Group has been 
opened at 33 Reed Boule­ 
vard in M ill Valley. 
The Mill Valley practice, 
formerly operated by Dr. 
Norton. J. Schlesinger at 
this address, has been as­ 
sumed by Drs. Lawrence G. 
G a r r e 11 of San Rafael, 
James F. Garrett of San 
Anselmo and Harry F. Hla- 
vac of San Rafael. They 
plan to hold morning hours 
from 9 a.m. to noon six days 
a week and on Wednesday 
evenings. 
MELVIN R. RUSSELL of 
Corte Madera has been ap­ 
pointed assistant vice presi­ 
dent of the bank operations, 
work measurement and ge­ 
neral systems division at 
Crocker-Citizens 
National 
Bank in San Francisco. He 
joined the bank in 1968 as 
an assistant systems ana­ 
lyst and recently has been 
assistant manager of work 
measurement and general 
systems. 


division. The division in­ 
cludes the communities of 
Novato, Kenwood and Mc­ 
Cloud. Largest item in the 
1971 budget is $1,302,000 for 
outside 
plant 
facilities, 
which includes underground 
cables and new trunk ca­ 
bles. Another $670,000 will 
be spent for dial switching 
apparatus, including large 
PBX equipment. 
In Novato, a two-year pro­ 
ject beginning this year 
calls for providing adequate 
relocation 
of 
equipment, 
along with new underground 
structures and cable rein­ 
forcements in the planned 
freeway route area. 
PORTER SMITH of San 
Anselmo, vice president of 
Far East Lines, has been 
elected to 
the executive 
committee of the San Fran­ 
cisco Area. World Trade As­ 
sociation 
for 
1971. 
The 
association is responsible 
for formulating all interna­ 
tional policy recommenda­ 
tions for the Greater San 
Francisco Chamber of Com­ 
merce. 
WILLIAM N. HULETT, a 
new resident of Tiburón, 
was 
recently 
appointed 
manager of the St. Francis 
Hotel in San Francisco. He 
was formerly at the Olym­ 
pic Hotel in Seattle. 
INSURANCE: Richard E. 
Schultz of Novato, an asso­ 
ciate of the San Fra.nci.sco- 
Meister agency of the Mas­ 
sachusetts Mutual Life In­ 
surance Co., has completed, 
specialized 
study 
at the 
company’s 
Springfield, 
Mass. 
business insurance 
seminar for career under­ 
writers. 


40% 
39% 
40%— Ve 
IS’ i 
15’ 2 
15V*— ’4 
4M> 
4% 
4'%— % 
4'4 
4V> 
414 
. .. 
171* 
17% 
1714 
. .. 
40” * 
40' * 
40’.-*— Vi 
11% 
11% 
11*8+ Va 
9% 
9 
9 'e — 14 


TODAY'S LATE NEW YORK STOCK PRICES 


N E W YO R K ( U P I I— Selected stocks on 
th e New Y o rk Stock Exchange. 
Sales(hds) High 
Low Last Chg. 
A .. A ------ 
11 
457 8 45». * 45*4,— 
Va 
149 
25» "j 24*8 25» 4 - 
% 
13 
9 * i 
9» 8 
9*b 
. . . 
74 
50 
49*b 49* 4+ 
>4 
93 
21*8 
21% 
21%— % 
75 
24*8 
24*» 
24V* 
. . . 
26 
11%, IT»* 
11*8— 
% 
28 
31% 31 *i 3 F . + 
% 
252 
25 
24*4 25 
308 
25 
23* 


A cm e M k 2g 
Adress 
.150 
A d m ira l 
Cp 
A ir Prd 
20g 
A ir Red JOd 
A lcan A! 1.20 
‘ Al leg Qs 
20a 
AH Lud 2.40 
A lfg P * 1 32 
A lld Ch 1.20 
A llie d St 1.40 
A ltis O tl .050 
Alcoa 
1.80 
Am Hss 
30a 
Am A ir! 
.80 
A B rana 2.10 
A Brest 1,20 
Am Can 2.20' 
Am Cyan 1».4 
A m E lec 1.70 
Am 
E xport 
Am Hoist .40 
A Home 1.60' 
A m H osp .26 
AM etCx 1.40 
A m er M otor 
A m N G s 2 10 
APnoto 
040 
A Sm elt 1.90 
.Am Stand 1 
Am T4T 2.60 
Am Zinc Co 
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DOW JONES AVERAGES 
NEW YORK (UPI) — The Dow Jones 2 
p.m. interim stock averages: 30 industrial 
848.44, up 0.62; 20 transportation 180.42, up 
0.43; 15 utilities 128.13, up 0.29; 65 stocks 
280.63, up 0.40. 
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NEW YORK (UPI) — The 
New York Stock Market 
edged higher Tuesday des­ 
pite sporadic profit taking. 
Turnover was heavy. 
With a b o u t an hour of 
t r a d i n g to go, the Dow 
Jones industrial 
avecage 
was up a fraction, and adv­ 
ances were leading declines 
by 150 issues. 
Volume at 2 p.m. amount­ 
ed to 11,800,000 shares, up 
from 11,510,000 shares trad­ 
ed at a comparable period 
Monday. 
Analysts said the market 
continued to feed on lower 
interest rates and belief 
that business conditions will 
i m p r o v e in the monthf 
ahead. 
Chrysler was among the 
day’s most active issues. 
The car maker and the Un­ 
ited Auto Workers reached 
tentative agreement before 
a strike deadline Tuesday 
on parts of a new three-year 
contract covering workers 
in the United States and 
Canada. 
Also heavily traded were 
National 
General 
Corp., 
Federal National Mortgage, 
Ford Motor, American Tele- j 
phone, 
Occidental 
Petro-! 
leum, 
and 
A m e r i c a n 
Telephone. 
Electronics and oils trad­ 
ed in both directions. 
Steels, chemicals, rails, 
airlines and aircrafts ge­ 
nerally 
traded 
narrowly. 
Grumman Corp. attracted 
some selling after it said it 
would reduce its work force 
by 3,000 by year-end as a 
result of lower military or­ 
ders. 
Prices were firm in heavy 
trading on the American 
Stock Exchange. 


Russell 


DONALD A. KUNSTLER 
of Tiburón, executive vice 
president of El.ri.ck and. Lav- 
idge, Inc., San Francisco, is 
general chairman of the an­ 
nual international congress 
of the American Marketing 
Association to be held in 
San Francisco April 13, 14 
and 15. 
Program director will be 
Thomas Drohan, vice presi­ 
dent of Foremost-McKes- 
son, Inc., San Francisco, 
also a resident of Tiburón. 
WESTERN CALIFORNIA 
TELEPHONE CO. plans a 
record 1971 investment of 
$2,480,000 for improving ser­ 
vices and expanding facili­ 
ties w i t h i n the Novato 


R IS K 
when calculated can 
mean PRO FIT. 


Our Retearch Department has anal­ 
yzed a Pork Belly Spread that offers 
the potential rewards of a calcul­ 
ated 
Special 
Commodity 
Futures 
Situation. Of Course, a Risk is in­ 
volved, read our Special Situation 
and determine your risk. 


Calculated risks are our business, 
we trade daily from the floor of the 
Chicago Merchant!le Exchange. For 
further 
information 
on 
Special 
Situation - fill out coupon. For direct 
information 
call 
floor of 
C.M.E 
Phillip Karafotas - 312-641-5800' 
Robert Ceder - 312-641 -5800. 


Name 


.State.. 
-Zip_ 


Address— 


C ity______ 


Phan m 


() Have trad ed 
( ) Have not traded 


M U R L A S B R O T H E R S 


C O M M O D I T I E S 
110' Mairtti Franklin Street 
Chi caga, Illinois 60606 
Room 90S, D»pt. A (321) 641 208S 


Member of Chicago Mercantile 


Exchange 


C o m m o d i t i e s a r e D a n g e r o u s 


f o r 


W 
a l t e r M i t t y 


and others who 
of instant wealth 
Andco's Commodity Letter 
helps limit the risk 


Name 


They eon be profitable 
for those able to 
cope with risk 
j. Ad dress . 
I 
I 
1 
Phone 


Andco, Inc. 


216 Montgomery Street, San Francisco, Cal.94104 
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Braniff Files For 
Additional Routes 
WASHINGTON (UPI) — 
Braniff Airlines has filed 
with the Civil Aeronautics 
Board for additional routes 
to 
Australia 
from 
New 
York, Chicago, and Dallas, 
with intermediate stops at 
Hilo, Honolulu, American 
Samoa, Fiji and New Zea­ 
land. 
The company said it also 
applied for new routes to 
terminate in Hilo and Hono­ 
lulu from Boston, New York, 
Washington, 
Chicago, 
St. 
Louis and Dallas. 


SALES 
INSURANCE 
PROGRESS! CHALLENGE! 


•xjMri«BC8 Of ■ LHt Agwit, WB o+for H» oppgrtwdty to jota • 
H you oo confident of your own obititm and kovo o provea 
ling your turnings, then wo kovo a ckdioogiog \ 


For the mat with 2 plus 
si vo, youth oriented com 
record, «0 interested in 


• A unique m arketing concept which takes 
chill out of prospecting. 
• A three year Financing Program which pro­ 
vides security and incentive. 
% Participation in a new Sales Division which 
offers the opportunity for personal growth. 
• A complete Fringe Benefit Program. 


H y n arc a to o l resident wit* a sUbk fexkgwaá, let’s {K ttgeUer. 
California Casualty Mgm't Co. 


Call Mr. Bob Dimond between 9:00 AM - 5:00 PM at 397-3500 
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Dallas Coach Tom Landry 
Goes Away A Winner, Too 


THE AGONY OF DEFEAT? — Running 
backs Walt Garrison (left) and Duane Tho­ 
mas of the Dallas Cowboys were showered 
with confetti as Dallas fans welcomed the 


team home from Miami yesterday. The Cow­ 
boys lost to Baltimore in the Super Bowl, 16- 
13, but that didn’t make any difference to the 
fans. 
(CPI Telephoto) 
NOT FAIR WEATHER FANS 


Cowboys' Warm Reception 


DALLAS (UPI)—The weather 
was chilly but the reception 
was very warm Monday when 
the Dallas Cowboys, the Super 
Bowl losers to Baltimore only 
24 hours earlier, returned home 
to a tumultuous welcome that 
included a snail-paced ticker 
tape downtown parade. 


Thousands of 'Cowboy fans, 
many of them unequipped to' 
face the blustery Texas blue 
norther which howled into town 
unexpectedly early, lined 
a 
three-quarter mile downtown 
parade route and waited for 
more than an hour in the cold 
to 
shower 
the 
team 
with 
confetti, 
toilet 
paper 
and 
roaring cheers. 


The parade snaked to a halt 
at City Hall where Mayor Pro 


Baltimore 
Backers 
Turn Out 


BALTIMORE 
(UPI )-About 
3,000 freezing fans, a three- 
piece 
band 
and 
22-degree 
temperatures greeted about 10 
Baltimore Colts who returned 
home 
from 
Miami 
Monday 
night. 


Many of the crowd—mostly 
young people—were bundled up 
in blankets when the chartered 
jet. taxied up to Friendship 
Airport 30' minutes late. 
Most of the football players 
had gone straight home or on 
vacation, but those who re­ 
turned with coach Don McCaf- 
ferty and Quarterback John 
Unitas got a warm reception. 


“We’re number one,” chanted 
the crowd as the few people on 
the plane disembarked. In brief 
speeches, “We’re number one” 
was repeated by Mayor Tho­ 
mas 
D’Alesandro, 
the 
city 
council 
president, 
the 
city 
solicitor and anybody else who 
could set near the microphones. 
'The city can d i met Monday 
night but decided to' wait until 
next week to adopt a resolution 
congratulating 
the 
Colts 
on 
becoming the second champion­ 
ship team in the city in four 
months. The Orioles won the 
world series in October. 
Gov. Marvin Mandel issued a 
proclamation saluting two Jim 
O’Briens Monday. One of them 
was the place kicker whose 32- 
yard 
field 
goal 
with 
five 
seconds left to play gave the 
Colts their 16-13 super bowl win 
over Dallas Sunday. 
'The other is a forward on the 
University of Maryland 'basket­ 
ball team who sank 'the winning 
field goal in overtime Jan, 9 to 
give the Terrapins a 31*30 upset 
win over South Carolina. 


UPI RANKINGS 


NEW YORK (UPD—The United Press 
Internalional 
top 
20 major 
college 
basketball teams with first place votes 
and won lost records in parentheses 
(Seventh week includes games piaved 
through Sunday, Jan. 17) 
Team 
1. UCLA (28) 03-0) 
30* 
2. Southern California (3) 04-0) 
280 
3. Marquette (1) 03 0) 
251 
4. 
Pennsylvania 03-0) 
221 
5. Kansas 01-1) 
144 
6. Jacksonville (10 2) 
120 
7. Western Kentucky 112*1 
M 
I. South Carolina OM I 
4t 
f. Tennessee (11*2) 
45 
10. 
Villanova 
03-31 
II. 'Utah St. 03-31 
12. 
St. iBonaventure lt-1) 
13. Notre Dame (H I 
2» 
U 
LaSalle 00-1) 
IS 
Oregon 
( * - « 
¡ * 
14. Fordham (12-1) 
>4 
17. 
(tie) Kentucky 0 0 3) 
(tie) Weber St 
00-1) 
13 
1*. Illinois (1-2) 
20. North Carolina (113) 
8 
Others receiving five or more points: 
New Mexico. Louisville, Amona State. 
Oregon State, Memphis State. Michigan. 


Tem Jack McKinney delivered 
a brief welcome home speech, 
told the runnersup that they 
would “get closer next year” 
and presented a proclamation 
to owner Clint Murchison Jr., 
Coach Tom L a n d r y and all 
members of the club’s adminis­ 
trative, coaching and playing 
family. 
Murchison told the crowd 'that 
he 
had 
“already 
stopped 
thinking about yesterday —just 
next year.’’ 


Landry said the season “has 
been a tremendous experience” 
and “although we got beat, you 
can’t imagine what a lift it 
gives all of us to see this turn 
out of fans who believe in the 
Cowboys.” 
Each of the players were 


called to the welcoming stand 
to receive their proclamation 
and the gift of a silver cigaret 
lighter 
from 
Chamber 
of 
Commerce President Warren 
Woodward, who told the team: 
“You didn’t get beat, you just 
ran out of time.” 


Hawkers selling blue and 
white 
Cowboys 
pennants 
seemed to be doing an excellent 
b u s i n e s s and there was a 
profusion of crude to fancy 
homemade signs scattered all 
along the parade route. 
“You’re 
Still 
Champs 
in 
Cowboy 
Country,” said one 
sign. “No. 2 tries harder,” said 
another. 
“You May 
Be 
No. 2 in 
Baltimore, but You’re No. 1 in 
Dallas,” screamed one large 


sign and there were numerous 
“Super Bowl in ’72” placards 
visible. 
And, indicative of the fact 
that the Cowboys’ new Texas 
Stadium in suburban Irving will 
be their home hereafter, one 
fan scrawled a large sign which 
read: 
' “'It’s all right Cowboys, 
Irving Still 'Loves You.” 
The 
early 
arrivals. 
wrho 
jammed 'the area near where 
the parade was to start were 
treated to a “strip show” by 
three young women clad only in 
bikini pants and sweatshirts. 
They stood in the back seat 
of a convertible and lifted their 
sweatshirts to put on impromp­ 
tu topless bumps and grinds for 
a gathering crowd of photogra­ 
phers. 


NEW YORK (UPI)—Every­ 
body loves a winner and that’s 
only natural but It wouldn’t 
really be right to shut the 
Super Bowl 
gates without 
saying something about one of 
the losers because actually he 
went away a winner, too. 
Tom Landry, coach of the 
beaten Dallas Cowboys, will 
never be a loser in his life. 
Not the way he goes through 
it. And not the way he regards 
other people either. 
There are no airs whatsoever 
about Tom Landry. He 'doesn’t 
know what it means to be 
devious or phony and about 'the 
worst thing you can say for him 
also happens to be the best 
thing you can say for him — 
he’s as plain as oatmeal. 
When the Baltimore Colts 
came from behind after trailing 
from the start to beat his club, 
16-13, in Miami Sunday, Landry 
didn’t try to varnish the truth 
or dazzle questioners with any 
of the vague way-out rhetoric 
some coaches like to employ in 
similar circumstances. He an­ 
swered 
each 
question 
with 
characteristic honesty. 
“This hurte pretty 'bad,” he 
confessed 
when 
somebody 
■asked him. to' compare the loss 
with the two the Cowboys had 
experienced in the NFL’s 1966 
and 1967 championship games. 
“But you can’t measure disap­ 
pointment.” 
The very first thing Landry 
wanted to get on record was 
the way he felt about his team. 
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“I’ve never worked with a 
greater group of fellows in my 
life,” he said. 
He didn’t say that once, twice 
or three times. He said it 
everytime anybody came over 
to him and wanted to know 
about his feelings in defeat. 
“I suppose now,” one radio 
interviewer offered, “you’ll 
be hearing that same old 
refrain all over again — 
“Dallas can’t win the big 
ones.” 
Torn Landry could’ve easily 
glossed over the question. He 
didn’t. He answered it. 
“I suppose 
so,” he said. 
“This game will nullify a lot of 
the fine 'things we accomplished 
'this season. It’s unfortunate 
because the players worked so 
hard to get here, I can only say 
that I do not believe, nor do 
any of our players believe, that 
we can’t win the big games.” 
The biggest rap against 
Landry, if you care to call it a 
rap, is that he’s too colorless. 


Too unemotional. He knows he’s 
this way and doesn’t become 
unduly upset, when questioned 
about it. 
“I’ve been at this game a 
long time,” he says, “and I 
don’t get overly excited. There 
are 
points 
where 
I 
get 
emotionally keyed up inside. I 
try to keep it down as much as 
I can because I think it takes 
something away from your 
effectiveness.” 
Tom Landry doesn’t wear his 
sideburns long nor does he 
wear mod suite or think football 
is dehumanizing but he doesn’t 
lash out and condemn the 'Chip 
Olivers and Dave Meggyesys 
who have an, entirely 'different 
lifestyle .'than he does,. 
“I came out of a materialis­ 
tic era,” says the tall, straight 
46-year-old one-time profession­ 
al defensive halfback 
from 
Mission, 
Tex. 
“I’m 
talking 
about the ’30’s and ’40’s. When 
I first started playing profes­ 
sional football I was interested 


in security and the money that 
came with it because it was 
important to me. Therefore you 
could’ve treated me 
most 
anyway and I would’ve per­ 
formed and been successful. 


“But you don’t have that 
today with our young peo­ 
ple, which I don’t think is so 
bad r e a l l y . I think our 
young people are tremen­ 
dous people in that they’re 
more sensitive and they’re 
not that materialistic at all. 


“I find it’s a, little bit 'harder 
to get the fu.il potential out of 
today’s youngsters but not in 
all 
cases,” 
'Landry 
says. 
“There’s no fear in the great 
majority of them. Just like 
Meggyesy and those who think 
like him. If they want to go 
someplace else besides football, 
they’re gonna eat. They know 
that. If they weren’t sure they 
were gonna eat, they might not 
go. There have been a lot of 
changes, in football as well as 
everywhere else, but I think if 
you 
want to 
be 
great 
in 
anything you still have to' pay 
the price.” 


Some 
'time 
back, 
Clint 
Murchison, Jr., the owner of 
the Cowboys, 
signed Tom 
Landry to a 10-year contract 
saying, “when you get a good 
man you want to hold on to 
him.” 
Murchison isn’t so dumb. 
He knows a winner when he 
sees one. 


HAYWOOD TO STAY 


Judge Rules For Sonics 


LOS ANGELES (UPI)-Con­ 
troversial Spencer Haywood ap­ 
parently is going to finish out 
the season with the Seattle Su- 
p e r s o n i c s and it appears 
there’s nothing the National 
and American Basketball Asso­ 
ciations can do about it. 


U.S. District Court Judge 
Warren Ferguson Monday is­ 
sued a preliminary injunction 
barring the NBA from, enforc­ 
ing its four-year rule against 
'the ll-year-oM, 'Haywood,., 


The judge declared “profes­ 
sional athletes cannot be treated 
as merchandise” in making the 
ruling. 
“If 
this 
case 
establishes 
something—regardless of the 
legal conclusions—I hope I can 


BASKETBALL 
STANDINGS 


National Basketball Association 
Atlantic Division 


impress on the legal profession 
that professional athletes can­ 
not be treated as merchan­ 
dise,” Ferguson said. 


“There appears to be univer­ 
sal 
callous 
disregard 
for 
professional athletes.” 
However, the judge did not 
rule on the merits of a suit 
filed by the 6-foot-8 center- 
forward against the NBA. That 
suit charged the league’s four- 
year rule,, which prohibits a 
player from, joining 'the NBA 
until his coflege class .gra­ 
duates, violated federal anti­ 
trust laws. 


In addition to issuing the 
preliminary injunction, Fergu­ 
son set March 2 for a trial to 
determine if Haywood has a 


valid playing contract with the 
Denver Rockets of the ABA. 
Haywood has claimed that 
the Denver contract is invalid 
because its terms were misre­ 
presented to him. 
William Shea, an attorney for 
the NBA, informed Ferguson 
Monday 
that 
the 
U.S. 
9th 
Circuit Court of Appeals has 
scheduled a hearing on the 
Haywood matter at San Fran­ 
cisco Tuesday. 
'The hearing is on an NBA 
challenge to a 
temporary 
restraining order issued last 
Jan. 6 by the judge barring 
interference in the case. 
Haywood, star of the 1968 
Olympic Games, was signed by 
Seattle owner Sam Schulman 
Dec. 30 although his class at 


University of Detroit doesn’t 
graduate until June. 
The ABA Rockets 
lured 
Haywood out of the college 
ranks 
at 
the 
end 
of 
his 
sophomore 
season 
on 
the 
grounds that he was a hardship 
case. 
Haywood went on to win the 
ABA’s most valuable player 
award. 
At a meeting of the NBA 
Board of Governors at San 
Diego last, week, 'the owners 
voted to look into ways of 
penalizing the Seattle franchise 
for violating the league’s by­ 
laws and constitution. 
Seattle’s NBA season 
is 
scheduled to end March 21 
unless the Sonics can,make the 
playoffs. 


SUPER BOWL SCALPER 
Ex-Grid Star Arrested 


w .1 pet. gb 
New York 
32 6 .667 — 
Philadelphia 
30 21 .588 
31 "i 
Boston 
27 21 ..563 
5 
Buffalo 
13 38 .255 2®¥* 


Central Division 
w 
1 pet. gb 
Baltimore 
28 19 .596 — 
Cincinnati 
20 24 .435 
7 V* 
Atlanta 
16 33 .327 13 
Cleveland 
6 46 .115 24Vj 


Midw est Division 
w 
1 pet. gb 
Milwaukee 
38 
7 844 — 
Detroit 
33 16 673 
7 
Phoenix 
29 21 .580 11V» 
Chicago 
27 20 .574 12 


Pacific Division 
w 
1 pet. gb 
Los Angeles 
25 20 .556 — 
San 
Fran c isco 
26 23 .531 
1 
San 
Diego 
23 26 .449 
4 
Seattle 
22 26 .458 
4' i 
Portland 
16 32 . 333 W ’.'i 


Monday's Results 
Atlanta 123 
Buffalo 113 
Phoenix, 118 Cincinnati 99 
(Only gam es scheduled.) 


MIAMI (UPI)—Alex Wojcie- 
chowicz, a member of Ford- 
ham’s “Seven Blocks of Gra­ 
nite” and a college teammate 
of Vince 
Lombardi, 
faces 
charges of trying to make an 
extra $10 by scalping tickets at 
Sunday's Super Bowl game. 
Police 
said 
Wojciechowicz 
tried to sell a ticket for $25— 
$10 above the list price—to a 
plainclothes detective who was 
trying to spot scalpers at the 
Orange Bowl just before the 
game. 
The f ormer All-Ame rica cen­ 
ter was described as “indig­ 


nan. I,” but was released on ,$50' 
cash bond. 
Police said Wojciechowicz, ,55, 
told them, he was 
a 
self 
employed transient who was 
“broke most of the time,” but 
later said he was a stock 
broker from New Jersey. 
Wojciechowicz was a team­ 
mate of Lombardi’s during the 
late Green Bay Packer coach’s 
final year at Fordham in 1936. 
The following year he was a 
center on the line—popularly 
known as the “Seven Blocks of 
Granite" — which led Fordham 
to an undefeated season and 


held eight, 
.points. 
opponents to' 16 


Wojciechowicz 
played 
12 
years for the Detroit Lions and 
Philadelphia. 


Mercury Gets Foyt 


DAYTONA 
BEACH, 
Fla. 
(UPI)—A.J. Foyt was named 
Monday 
to drive 
a 
Woods 
Brothers 
Mercury 
in 
the 
Daytona 500 Feb. 14 and at the 
California 500 in Ontario, Calif., 
on Feb. 28. 


Am erican Basketball Association 
East 
w 
1 pet. gb 
V irg in ia 
33 16 .673 - 
¡ 
Kentucky 
78 22 . 560, 
516 
New York 
20 25 444 1 
C aro lina 
21 28 .429 12 
, 
Pittsburgh 
21 30 .412 13 
Floridans 
19 30 388 14 
West 
w 
1 pet. gb 
Indiana 
31 15 .674 — 
Utah 
30 17 .438 
116 
Memphis 
24 22 542 
6 
Denver 
18 28 391 13 
Texas 
17 31 
354 15 


COMPARE 
YOU'LL BUY FROM NOVATO 
TOYOTA! 


In the chill of morning, with 
the r i s i n g sun behind him, a 
skier at Sandia Peak Resort in 
New Mexico gets the jump on the 


AN EARLY START 
crowd and heads for the slopes. 
Sandia, one of very few skiing 
areas in the Southwestern state, 
is located east of Albuquerque. 


(UPI Telephoto 
BILLS ARE WANTED 
Seattle Drive Gains Speed 


SEATTLE (UPI) -This ci­ 
ty’’s drive to acquire the Buffalo 
Bills 
pro 
football 
team 
is 
picking up steam. 


King County executive John 
Spellman, who pre sided. Monday 
at a meeting of civic officials, 
said he had talked with. Ralph, 
Wilson, owner of toe Bills, 
earlier in the day. 
Spellman said Wilson assured 
him he still wants to move the 
team to Seattle if Buffalo fails 
to come up with a new stadium. 
The University of Washington 
Board of Regents last week 


cleared the way for a suitable 
stadium when they approved 
negotiations for long or short­ 
term 
use of the school’s 
stadium for pro football. 


The stadium presently seats 
about 58,000 and features an 
Astroturf playing field. 
Wilson 
met 
Monday 
in 
Buffalo 
with 
Erie 
County 
Executive B. John Tuteka but 
in a joint statement after the 
closed-door meeting, the two 
said “no firm plans or decisions 
were made.” 
Jim Douglas, Chamber ot 


Commerce vice president and 
temporary chairman of the pro 
football committee here, said: 
“We feel professional football 
will be tremendously successful 
in the Pacific Northwest.” 
Douglas said the community 
now has three jobs—to convince 
the Buffalo people they are 
wanted here; to build up the 
kind of support that produces a 
strong gate and to help Wilson 
overcome 
any 
obstacles 
to 
bringing a team here. 
In related action, the city 


See Seattle, Page 23 


COLLEGE 
BASKETBALL 


Midwest 


Duquesne 81 Notre Dame 78, ot 
Kansas 83 Iowa St. 57 
Akron 99 Buffalo St. 45 


South 


Clemsoo 59 North Carolina St. 50 
Murray St. 79 Bradley 71, ot 
West Virginia St. 91 Aiderson Broadhus 72 
Florida St. 78 Stetson 71 


Southwest 


Hardin Simmons 87 Midwestern 71 
Abilene Christian 71 Northern Coto. 54 
Colorado 42 ikiahoma St. 59 
Akron 99 Buffalo St. 45 


West 


San Diego 80 Biota 74 
Idaho 92 Montana 40 
Idaho, St. 47 Weber' St. 45 


Davalillo Hits .380 


CARACAS, Venezuela (UP 


1 COMPARISON ITEM 
CORONA 
SEDAN 
FORD 
PINTO 
CHEV’ 
VEGA 
GREMLIN I 


1 FRONT DISC 
1 BRAKES 
STANDARD 
EXTRA 
STD. 
EXTRA 1 


1 W HITE WALL 
1 TIRES 
STANDARD 
EXTRA 
EXTRA 
EXTRA 
| 


1 NYLON CARPET 
STANDARD 
**T R A 
EXTRA 
EXTRA 
| 
1 BUMPER OVER-RIDERS 
STANDARD 
EXTRA 
EXTRA 
EXTRA 
| 
I TINTED GLASS 
STANDARD 
EXTRA 
EXTRA 
EXTRA 
1 
1 TOUCH-UP PAINT 
STANDARD 
EXTRA 
EXTRA 
EXTRA 
¡ 
I CIGARETTE LIGHTER 
STANDARD 
EXTRA 
EXTRA 
EXTRA 
1 
I RESET MILEAGE 
| 1 METER 
STANDARD 
EXTRA 
EXTRA 
EXTRA 


1 TURNING CIRCLE 
31.5 Ft. 
31.5 Ft. 
34.7 Ft. 
32.7 Ft. 
1 


I 
FREE LOAN CARS FOR OUR CUSTOMERS 
1 
NOV ATO TOYOTA INC. 
) 
■ 
1 
I 
7505 HIGHWAY 101 - CALL 897-3191 
¡1 1 
OPEN EVES. AND SUNDAY 
| 
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Hockey's 
All-Stars 
In Action 


BOSTON (UPI)—A cast of 
players ranging from 42-year- 
old superstar Gordie 
Howe 
down to 20-year-old rookie Gil 
Perreault were ready for the 
National Hockey League’s 24th 
annual All-Star game tonight 
despite a series of last minute 
injuries. 
Howe, who played in his first 
All-Star game before several of 
the current selections were 
even bom, flew in for tonight’s 
Boston Garden game between 
the E a s t and West Division 
standouts after earlier announc­ 
ing he would not attend. 
The Detroit Red Wing veter­ 
an, sporting a right elbow 
swollen to football size, sudden­ 
ly changed 
his 
mind 
and 
decided to appear for the 22nd 
time though he was expected to 
see little action in die game. 
The contest will be televised 
by KTVY. Channel 2, on a de­ 
layed basis beginning at 7:30 
p.m. 
Oddly, both teams were being 
coached by men no longer in 
the coaching 
ranks. 
Harry 
Sinden was handling the East 
Division team which included 
six members of the Boston 
Bruins he 
coached 
to 
the 
Stanley Cup championship last 
May. 
Sinden, who resigned from 
coaching 
to 
enter 
private 
business, was admittedly “en­ 
joying” his renewed shot at 
coaching but said he still had 
no plans to return to the NHL 
ranks. 
The West Division squad, 
headed by no less than nine 
members of the Chicago Black 
Hawks, was being directed by 
Scotty 
Bowman 
who 
was 
elevated to general manager 
after coaching the St. Louis 
Blues last season. 
Sinden said he would go with 
the starting lineup chosen by 
the writers that included four 
members of the Bruin squad he 
coached a year ago and two of 
the New York Rangers current­ 
ly challenging the Bruins for 
first place in the East Division. 
That meant that unanimous 
choices center Phil Esposito, 
winger John Bucyk and de- 
fenseman Bobby Orr all would 
be on the ice for the opening 
faceoff together with Star 
“first-timer” Ken Hodge of 
Boston and both goalie Ed 
Giacomin and defensemah Brad 
Park of the Rangers. 
Sinden said he would keep the 
Boston line intact thereafter 
but would pair Orr with 
Boston’s 
Dallas 
Smith 
on 
defense and match up Park 
with. 
Ranger 
blueliner 
Jim. 
Neilson on another 'unit. 
The former Boston coach 
ducked questions of how he 
would use the two goalies, 
Giacomin 
and 
his 
ranger 
backup Gilíes Villemure, possi­ 
bly because New York has a 
game slated against Philadel­ 
phia on Wednesday night and 
would prefer a rested goalie. 
There were three late substi­ 
tutions for injured selections. 
Ed Westfall of 
the Bruins 
replaced teammate John Mc­ 
Kenzie who suffered a shoulder 
separation on Sunday night and 
will be out for at least a month. 
St. Louis defenseman Jim 
Roberts was 'named, by Bow­ 
man to replace ailing Carol 
Vadnais of the 
Seals after 
earlier picking the Blues’ Gary 
Sa bourn 
for 
injured 
Ken 
Schinkel of Pittsburgh. 
Bowman 
named 
Chicago’s 
Tony 
Esposito 
as 
a 
West 
starter in the goal and picked 
an opening lineup of Chicago’s 
Keith 
Magnuson 
and 
Pat 
Stapleton 
on 
defense, 
Stan 
Mikita at center 
with 
the 
Hawks’ Bobby Hull on the left 
side and, probably, Tim Eccles­ 
tone of St. Louis on the right. 
The game was unofficially 
billed as a collision between 
Boston and New York from the 
East and Chicago and St. Louis 
from the West since those four 
front-running clubs boasted a 
combined total of 27 of the 42 
players slated to take part in 
the annual mid-season classic. 


PRIVATE STRATEGY SESSION 
San Francisco 49er coach 
Nolan (right), who will direct the 
National Conference forces in 
Sunday’s 
first 
NFC-AFC 
Pro 
Bowl, 
talked 
yesterday 
with 
quarterback Fran Tarkenton of 


the New York Giants. Nolan has 
said that although 49er quarter­ 
back John Brodie will start for 
the NFC, Tarkenton will see ac­ 
tion. 


(UPI Telephoto) 


JACK HANLEY 


Confidence Key To 
Henderson's Success 


Col's Coach: 
Watch Out 
For Oregon 


Ken Henderson was asked if he could recall his 
greatest catch. The young outfielder of the Giants 
didn’t hesitate a moment. “Sure,” he smiled, “it 
was Louisa.” 
--------------------------------- 
Louisa Borcherding, Miss 
San Mateo of 1963, now is 
Mrs. Henderson. 
In 1966 
when he m et his bride-to-be, 
Henderson was 20. So was 
Miss 
Borcherding. 
They 
were m arried the following 
year and now have two chil­ 
dren. 
PERHAPS ADDED fami­ 
ly 
responsibilities caused 
Henderson to try too hard 
on his job from 1967 through 
1969. By 1969 he had become 
so tense that he became the 
victim of repeated muscle 
pulls and his batting aver­ 
age plummeted to .225. 
Henderson was a very de­ 
pressed young man when 
the 
1969 
baseball season 
ended. Instead of brooding 
all winter, Henderson took 
an objective look at himself 
and came to the conclusion 
that his mental, approach to 
his job was all wrong. 
He read books on positive 
thinking and even attended 
lectures on the subject. “I ’d 
be for anything that would 
help me after that season of 
1969,” he said. 
Henderson’s 1970 record 
does indicate that he was 
helped immeasurably in his 
on-the-job performance by 
positive thinking. In fact, 
his 1970 record is a startling 
contrast to 1969, especially 
his .294 batting average, an 
amazing jump from .225. 
LAST SEASON Henderson 
went to bat with a deter­ 
mined and confident atti­ 
tude. And he p l a y e d the 
outfield — left, right and 
center — the same way. For 
the f i r s t time since the 
Giants had signed him as a 
bonus baby in 1964 following 
an outstanding high school 


OAKLAND (UPI) -Califor­ 
nia 
basketball 
coach 
Jim 
Padgett concedes that UCLA 
and USC deserve their 1-2 
ranking in the United Press 
International ratings, but warns 
that Oregon is a big factor 
in the Pac-8 race. 


SPORTS SHORTS 
Bonehead 
Award To 
Dempsey 


DALLAS (UPI)—The Dallas 
Bonehead Club announced Mon­ 
day its annual “Bonehead of 
the Year Trophy” would be 
awarded Friday noon to Tom 
Dempsey, the New Orleans 
Saints’ place kicker for bis 63- 
yard bonehead kick that booted 
the Saints out of getting pro 
football’s No. 1 draft pick. 
Dempsey’s record-shattering 
kick beat Detroit and that 
victory 
dropped 
the 
Saints 
behind the Boston Patriots in 
the National Football League 
draft as only the second worst 
team in the 26-team league. 


LOS ANGELES (UPI)-M el 
Farr, standout running back of 
the Detroit Lions who suffered 
a shoulder separation against 
the 'Los Angeles Rams Dec. 14, 
is going to play in the 21st 
annual Pro Bowl after all. 
Originally picked to the 
National Football Conference 
team but later replaced by 
Minnesota’s Dave Osborne be­ 
cause of his shoulder injury, 
Farr was given a doctor’s okay 
Monday. 


AMHERST, Mass. (UPI)— 
Dick 
MacPherson, 
assistant 
coach of the Denver Broncos, 
was named head coach of the 
University 
of 
Massachusetts 
football team today. 


LOS ANGELES (UPI) 
— 
University of Southern Califor­ 
nia added Arlie “Skip” Hus­ 
bands, former lineman at Utah 
State, to its football coaching 
staff. 
Husbands has been the line 
coach at Arizona Western 
College in Yuma for the past 
three years. 


Basketball 
PITTSBURGH (UPI)-Mick­ 
ey Davis, held to only one field 
goal in regulation time, fed 
Garry Nelson for the go-ahead 
basket in overtime and then 
scored six, points in. 'the final 
two minutes to help Duquesne 
upset 10th-ranked Notre Dame 
81-78 Monday night. 
It was the eighth win in 10 
games for Duquesne. 


ON TO THE NATIONALS 
Julie McKinstry of San Rafael 
and Charly Tickner of Walnut 
Creek will represent the Squaw 
Valley Figure Skating Club of 
Olympic Valley at the National 
Figure 
Skating 
Championships 
Jan. 27-30 at Buffalo, New York. 
Julie, 14, won the senior ladies 


DE MAESTRI IN LEAD 


division of the Pacific Coast 
championships 
earlier 
this 
month. If she finishes among the 
top three at Buffalo, she will earn 
the right to represent the United 
States in the World Champion- 
s h i p s next month irt Lyon, 
France. 


athletic career in San Die­ 
go, Henderson played up to 
his natural ability. 
Henderson may have had 
his doubts during 1967-69 
about his ability to play in 
the majors but no longer. 
His entire o u 1 1 o o k has 
changed. W hatever he does 
now, he does with confid­ 
ence. He even has become a 
polished perform er on the 
winter speaking circuit for 
the Giants in their big push 
for season ticket sales. 
The tipoff to Henderson’s 
new outlook is the way he 
handled the question about 
his g r e a t e s t c a t c h . 
“ Louisa,” he said without 
hesitation. A few years ago 
if he had been asked the 
same 
question he might 
have 
stam m ered 
while 
searching 
his 
mind 
for 
some stylish glove work in 
the outfield. 
“WHEN I was single,” he 
said, “ all I ever thought 
about was myself and my 
career. Of course, I still 
think about my career but 
in a different context. Now I 
figure what it means to my 
family.” 
And now t h a t 1971 con­ 
tract signing time is here, 
Henderson figures that his 
1970 
performance 
should 
mean some extra goodies 
for his family. The Giants, 
fully appreciative of their 
new budding star, will see 
that 
Henderson 
has 
the 
wherewithal 
to 
provide 
them. 
Henderson is slated for a 
substantial raise — into the 
$30,000 bracket — which is a 
h a n d s o m e salary for a 
young m an who won’t be 25 
until June 15. 


Padgett, whose Golden Bears 
were beaten by UCLA 94-76 and 
by USC 90-66 during the 
weekend, told the Bay Area 
sportswri tors’ weekly gathering 
Monday that the Ducks may 
rank 
with the Bruins 
and 
Trojans as a conference power. 


“ Don’t forget Oregon.,”' he 
cautioned. “They’re capable of 
beating anybody in Eugene and 
USC and UCLA have yet to 
make that trip.” Cal lost at 
Oregon two weeks ago, 100-81. 
Padgett and Stanford’s Howie 
Dallmar inevitably were asked 
to compare the Bruins and 


PITTSBURGH (UPI) - The 
American Basketball Associa­ 
tion’s Pittsburgh Condors, who 
have changed their name and 
their front office so often that 
even their few fans lost count, 
make another move today. 
Marty Blake, hired away 
from the NBA’s Atlanta Hawks 
last summer with a five-year, 
$250,000-contract as general 
manager and president, was 
out, and Mark Binstein, an 
energetic young promoter who 
helped engineer the last sale of 
the club, was in, in the latest 
shakeup. 


Close Race Among Marin 
Prep Basketball Scorers 


Hockey 


NEW 
YORK 
(UPI)—Phil 
Trojans and both coaches were. Esposito is barely past the half 


p g a Money Lead Warriors Hoping To Snap 
Shifts To Shaw 
R 0 y Q|s j j nx |n Oakland 
NEW YORK (UPI)—With his 
win in the Bing Crosby National 
Pro-Am tournament, Tom Shaw 
vaulted to the' top spot atfiong 
professional golfs leading mo­ 
ney winners with $29,752, ac­ 
cording to figures released 
Monday by the Professional 
Golf Association Tournament 
Players Division. 
Shaw earned $27,060 for 
winning 
the 
Crosby. 
The 
remainder of his winnings came 
from tieing for 19th place last 
week in the Glen Campbell Los 
Angeles Open and from earn- 
T 
in the pro-amateurs, 
b Lunn, winner of the L. A. 
Open, the kick-off event of the 
1971 tour, ranks second in 
money earned with $24,593. 


OAKLAND (UPI) -T he San 
Francisco Warriors hope they 
over come a jinx when they play 
Cincinnati 
tonight 
at 
the 
Oakland Coliseum Arena. 
The Warriors have dumped 
every NBA team but two this 
season. 
They 
haven’t 
beat 
Milwaukee, but the Bucks’ 37-7 
mark indicates many teams 
share this frustration. 
But the Warriors have also 
drawn a blank against Cincin­ 
nati, which has only a 20-25 
record. The Royals don’t have 
much backboard muscle, but 
they have plenty of speed and it 
apparently throws San Francis­ 
co off its game tempo. 
For the first time since 


Adrian Smith tore up his knee a 
month ago and was lost for the 
season, .San, Francisco has a 
full 12-man squad. 


They have signed 6-7 frontil* 
ner Bill Turner, who was their 
number two draft pick four 
years ago. He was swapped to 
Cincinnati, which cut him, and 
signed as a free agent by the 
Warriors. 


San Francisco is trailing Los 
Angeles by only a game and 
riding a three-game win string 
after taking San Diego twice 
and then wiping out New York 
Saturday night as Nate Thur­ 
mond gave Willis Reed a real 
lesson in the pivot. 


eager to comply. 
“ I think if USC and UCLA 
were playing their two games 
back to back, as in the past, 
the Trojans’ bench strength 
could be a factor,” said 
Dallmar. “But that isn’t the* 
case this year. 
“One problem UCLA might 
have is if its front line gets into 
foul trouble,” Dallmar added. 
“ The Bruins’ Sidney Wicks, 
Steve Patterson 
and Curtis 
Rowe are super. 


“ USC is improved up front 
with Ron Riley, Joe Mackey, 
Chris Schrobilgen and Monroe 
Nash,” he said. “But if UCLA 
isn’t in foul trouble Wicks is 
a dominant force.” 


Padgett added: “USC has an 
excellent perimeter 
shooting 
team. Their bench strength is a 
great asset and they have 
balance that can hurt you in so 
many ways. 


“But UCLA is as powerful up 
front as any team in college— 
Wicks, Patterson and Rowe 
pose a monumental problem,” 
Padgett said. “That’s why I 
tend to go with UCLA, because 
the percentages are with the 
closer shots.” 


The writers honored St. 
Mary’s guard Sam Hill as 
university player of the week 
for a 27-point outburst in an 88- 
83 upset of Nevada-Las Vegas. 
San Francisco State’s Gary 
Bradford 
was 
the 
college 
division choice. 


way mark but he’s already on 
the 
threshold 
of 
breaking 
season records. 
The Boston 
Bruin 
center 
needs only eight goals in six 
games to break his own record 
for most goals in a season by a 
center and tie another mark. 
The NHL scoring leader now 
has 42 goals and 87 points in 44 
games and holds the mark of 49 
goals by a center in 1968-69. He 
can also equal Maurice Rich­ 
ard’s record of 50 goals in 50 
games which Richard set in 
1944-45 with Montreal. 
Boston has the top four scor­ 
ers with B o b b y on (73) Ken 
Hodge (62) and Johnny Bucyk 
(60) following Esposito in the 
standings. 


Novato High School is 
w i n l e s s in three Marin 
County Athletic League bas* 
ketball games, but th a t’s no 
fault of Joe DeMaestri. And 
Redwood of Larkspur has 
yet to lose, thanks to Scott 
Trobbe and Steve McGee. 
Those three players are 
averaging 
20 points 
per 
g a m e or more and are 
caught in a traffic jam atop 
the 
MCAL scoring 
race. 
And right behind them is 
Will G arner of Tam alpais, 
the highest scoring junior in 
the league, with a 19.7 aver­ 
age. 
Two players each from 
five 
team s — Redwood, 
Tam, 
San 
Marin, 
Marin 
Catholic 
and 
Novato 
— 
comprise the top 10, while 
Terra Linda, San Rafael 
and Drake are not repre­ 
sented. Although the season 
is still very young, it looks 
like th a t’s the way it will be 
all year. 
But it’s anybody’s guess 
who will win the scoring 
crown; at least five players 
have a good shot at it. Only 
five 
points 
s e p a r a t e 
DeM aestri, the leader, from 
Gam er, and the fifth man, 
Dan LaFerriere of San Mar­ 
in, is potentially the highest 
scorer of all. 
DeMaestri, considered the 
best outside shooter in the 


league, has scored 64 points 
in three gam es for a 21.3 
average. Trobbe and McGee 
have 61 and 60 respectively. 
The biggest surprise so 
far has been the work of 
San Marin’s Hoza Wright, 
the only sophomore in the 
top 10. He is averaging 14 
points a game, but, more 
important, he has been con­ 
sistent, scoring 14 in each 
game. 


Teamwise, Redwood leads 
in scoring with 204 points, 
an average of 64 per game. 
Tam, also undefeated, is se­ 
cond with 192, followed by 
once defeated San Marin 
with 188. By comparison, 
San Rafael has scored only 
110 points, or 37 per game. 
San M a r i n ' s total is 
meaningful, 
because 
the 
Mustangs 
have 
come on 
strong for two victories aft­ 
er losing their opener to 
Tam, 72-58. In that game, 
the Novato team tried to 
play 
slow-down, 
and 
it 


backfired on them. However 
against Drake and Novato, 
whom 
they walloped by 
scores of 60-37 and 70-52, the 
Mustangs played fast-break, 
with terrific results. 
Before the season’s over, 
San Marin may be the high­ 
est s c o r i n g team in the 
league, 
and possibly the 
MCAL 
champions. 
That 
could occur if LaFerriere 
starts to dominate the com­ 
petition like he did last 
year, 
if Wright rem ains 
consistent, 
and 
if 
Jim 
Thompson, who averaged 
around 15 per game in the 
preseason, 
regains 
that 
form. 
Marin 
County 
Athletic 
League top 10 scorers, in­ 
cluding games of Jan. 15. 


Joe DeMaestri (N) 
Seott Trotobe (R) 
Steve McGee (R) 
Will Garner (?) 
Dana LaFerrlert (SM ) 
Bill Doneilan (M O 
John Earl Puff (T) 
Hoza Wright (SM ) 
Jim Sullivan (M C) 
Marty Moroski (M) 


Super Scorer 
GREEN 
BAY 
(UPI)-Don 
Chandler of the 1968 Super 
Bowl Packers holds the record 
for most points scored in one 
Super Bowl game. Chandler’s 
toe, accounting for four field 
goals and three points-after- 
touchdown, totaled 15 points in 
the Packers’ 33-14 win over 
Oakland. 


17 Cards In Fold 


ST. 
LOUIS, Mo. 
(UPI)— 
Relief pitcher Frank Linzy, 
infielder 
Milt Ramirez and 
outfielders Jim Beauchamp and 
Jose Cruz have sighed their 
1971 baseball contracts with the 
St. Louis Cardinals, bringing 
the total number of players 
signed by the club to 17. 


Oops, Wrong Party 


NEW YORK (UPI)—A young­ 
ster was introduced to Jack 
Kramer, originator of the 
Grand Prix of tennis, and ex- 
net great. 
“I’m thrilled to meet you, 
Mr. Kramer,” the lad said. “I 
heard so much about you when 
you were playing for the Green 
Bay Packers.” He obviously 
thought he was talking to Jerry 
Kramer. 


STARTS WED.! 
iGtt 
OVATO 
N O V A TO 
iH iÉ É m 
O L A V M O U S E 
AT BOTH 
THEATRES! 


C o n tin u o u s S a tu r d a y a n d S u n d a y - C a ll Por Tim os! 


i 


FISH AND GAME 


Steel head Run 
Hits Papermill 


By AL G1DOINGS 


The boys finally got the break they were look­ 
ing for in the steelhead areas near White House 
Pool at Pt. Reyes Station. This tidewater area of 
Papermill Creek has been producing just a few 
fish so far this year, but last Thursday a good 
run hit the area. 
Twenty-two fish were tak- 
en, all fresh run, near the 
Oleína Creek outlet. Seven 
were taken Friday and I 
saw two caught by noon Sa­ 
turday. The champ of the 
area was a fellow just re­ 
turned 
from V i e t n a m 
named Sgt. Pat Armstrong. 
Johnny Loew of San Ansel­ 
mo took Pat out to show 
him how to c a t c h one of 
these fighting fish, but re­ 
ceived a fishing lesson in- 
s t e a d ! Pat caught three 
beauties, all nice fish in the 
eight to ten pound class. 
Loew was able to keep his 
head up with one fish. 
ED SEMNER of Bolinas, 
who I’ve seen out t h e r e 
t r y i n g for the last two 
years, finally hooked and 
landed his first steelie. Ed 
had a hospital bed next to 
mine a couple of years ago 
and he is a very happy-go- 
lucky character! 
But not to be outdone was 
Bud Stocking of San Ansel­ 
mo, one of the old pros in 
steelhead fishing. They say 
he runs up and down the 
area assisting and advising 
anyone with a fish on, and 
he helps net hooked, fish. 
What they d o n ’ t know is 
that he is setting them up! 
After 
helping land 
their 
fish, Bud then o f f e r s to 
clean the fish. He takes the 
fish down in the brush and 
does, a grand job. Then he 
r e t u r n s with a nicely 
c l e a n e d fish. The roe! 
That’s a forgotten item ge­ 
nerally, especially if the an­ 
gler is a beginner, and Bud 
has bait for another trip or 
two. 
It’s all in fun! There’s a 
great bunch out there who 
have lots of g r e a t times 
with 
t h e i r 
comrade­ 
ship. Let’s hope another run 
hits the area this w e e k , 
especially with the perfect 
tides each day this week. 
Go join the gang. Y o u ’ ll 
have plenty of laughs! 
WALDO GIACOMIN1 of 
Point 
Reyes Station has 
been issued a depredation 
permit for the shooting of 
coots (mudhends). Hunters 
are welcome to get in some 
shooting, but should check 
with 
Giacomini 
before 
shooting. 
THE STATE’S Grizzly Is­ 
land Wildlife Area, 10 miles 
southeast of Fairfield in So­ 
lano County, will be opened 
to the public for jackrabbit 
and coot hunting the week­ 
end of Jan. 23 and 24. 
The weekend jackrabbit 
shoot is part of the Depart­ 
ment of Fish and Game’s 
program to provide maxi­ 
mum recreational use of 
Grizzly 
Island and other 
wildlife 
areas. 
The 
coot 


ted on a first-come, first- 
served basis and will be re­ 
quired to check in and out 
of check stations at the 
wildlife area. Only 400 hun­ 
ters will be permitted on 
the areas at one time. Hun­ 
ters u n d e r the age of 16 
must be accompanied by an 
adult at least 21 years old. 
The 
check station will 
open at 6 a.m. on both days, 
and shooting will be allowed 
from 8 a.m. to 5 p.m. Hun­ 
ters may use shotguns or 
bows and arrows, but other 
weapons,_ including combi­ 
nation 
rifle-shotguns, will 
not be allowed. 
Hunters may bring dogs, 
but they will be expected to 
keep them under control. 
No cottontail rabbits may 
be taken during this hunt, 
the Department says. There 
will be no limits on either 
coots or jackrabbits, and 
hunters 
must have valid 
hunting licenses. A Federal 
duck stamp is not required 
to take coots. 


All-Star 
Cagers 
In Marin 


A glittering array of bas­ 
ket ball talent, drawn from 
the vast resources of the 
United States Army, will be 
put on display the night of 
Feb. 8 at Terra Linda High 
School’s gym, in the form of 
the first East-West College 
All Star Classic. 
The event, which will pit 
players who attended east­ 
ern colleges against those 
from western schools, ac- 
t u a 11 y will be pressure- 
packed practice session to 
help determine the final se­ 
lections for Hal Fischer’s 
prestigious 1970 Army AAU 
team. 
■Several former college AH 
Americans will participate 
in the game, which will be 
played under international 
rules. Darnell Hillman, a 
product of San Jose State 
who was the most valuable 
player in the 1970 World 
Games in Yugoslavia, will 
play for the West. Playing 
for the East will be former 
Little All-Americans Mike 
D a h l of Ohio and Gary 
Baum of Connecticut. 
Admission price for the 
game will be $1.50. Starting 
time will be 8 o’clock. 


THIS DAY IN SPORTS 
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LOS ANGELES (UPI) — 
Curtis Rowe had no idea it 
would go this well. 
One NCAA championship, 
maybe. Two, possibly. But 
three. That’s dreaming, fel­ 
la. No way. 
“I never imagined that 
three national titles were 
possible,” the 6-foot-7 U(XA 
senior forward said. “Now 
it looks like we have a good 
chance.” 
As a sophomore, Rowe 
averaged 12.9 points as the 
Lew 
Alcindor-led 
Bruins 
rolled up a 29-1 record en 
route to a national crown. 
“That one didn’t surprise 
me. After all, we had Lew.” 
Without Alcindor, UCLA 
went 28-2; last season for its 
fourth straight NCAA title. 


Rowe averaged 15.3 points. 
.After one-half its schedule 
is 
completed, 
the 
1970-71 
club is 13-0 and rated the 
best in. the country. Rowe’s 
scoring average is 20.2. 
Last year’s championship 
was very surprising to me. 
I thought we might be good 
enough to do it this year 
because of the added expe­ 
rience but not last season.” 
Rowe has started all but 
one of his 73 varsity games. 
Coach John Wooden had 
him on the bench to open a 
game this season as a disci­ 
plinary action. 
He’s the No. 2 scorer on 
the club behind its other 
forward, Sidney Wicks. 
“ My main improvement 
this season is my outside 


shooting,” Rowe remarked. 
“My range is now 15 to 18 
feet. I’d say I was adequate 
from 15 feet last season. I’d 
try to get my shots from 15 
feet in.,” 
In case it n e e d s to be' 
s a i d , Rowe is happy he 
picked UCLA. Even though 
most of the publicity goes to 
Wicks, who happens to be 
Rowe’s close friend. 
“I just came to play the 
best basketball I can,” he 
said."That’s what I’m doing. 
If you play up to your abili­ 
ty, you will be recognized.” 
UCLA 
is 
scheduled 
to 
meet Notre Dame and Aus­ 
tin Carr on the road Satur­ 
day night. 
“We * ve 
played 
Austin 
Carr twice before in the 


past,” Rowe said. “We’ll let 
him win the battle and we’ll 
win the war.” 
R o w e was a prep All- 
America at Fremont High 
School here. As a UCLA 
freshman, he broke Alcin- 
dor’s first-year scoring re­ 
cord of 51 points. It still 
stands. 
Is it harder for him to get 
up for games as a senior 
than as if was as a sopho­ 
more? 
“Yes and no. You, know 
some of the teams aren’t 
the best and some are even 
less than average. But our 
opponents always play their 
best against us. If a team 
beats us, it’s a story their 
players can, live on forev­ 
e r.” 


Bucks Best 
Shooting 
NBA Team SONY CLOSE OUT 


Brechler Out Of 
Running At ASU 


BERKELEY (UPI) -Paul 
Brechler, athletic director at 
the University of California at 
Berkeley, has withdrawn his 
name as a candidate for same 
job at Arizona State. 
He said Monday he could, not 
obtain the release at California 
in time to take over at Arizona 
State this summer. 
The appointment of Brechler 
to the ASU post had been all 
but confirmed and the an­ 
nouncement of his withdrawal 
was a surprise. 
Clyde Smith is retiring at 
Arizona State 
this 
summer 
after 
16 
years. 
Brechler, 
former commissioner of the 
Western Athletic Conference, 
had 
been 
considered 
lone 
candidate for 'the job. 


How Top Cage 
Teams Fared 


N EW Y O R K (U P I) — How the United 
Press International top 10 major college 
basketball teams fared this week,: 
1. U C LA defeated Stanford 58-53; defeated 
California 94-76. 
2. Southern California defeated, California 
90-66; defeated Stanford 75-51. 
3. Marquette defeated Notre Dame 71-66; 
defeated New Mexico St. 65-53. 
4. Pennsylvania defeated St. Joseph's 62 
58; defeated Manhattan 91-68. 
5. Western Kentucky defeated Atorehead 
St. 85-63; lost to LaSalle 91-76. 
6 South Carolina lost to Virginia 50 49. 
7. Jacksonville defeated Oklahoma City 
95-67; defeated Manhattan 67-40.. 
8. Kansas defeated; Georgia Tech 84-71; 
defeated Oklahom a City 101-77. 
9. Kentucky defeated Georgia 79-66; lost 
to Tennessee 75-71. 
10. Notre Dame lost to Marquette 71-66; 
defeated Detroit 93 79. 
11. Fordham lost to Temple 67-66, 
12. St. Bonaventure was idle. 
13. Vtllanova defeated DePaul 99-59; 
defeated Niagara 82-79. 
14. Indiana defeated Minnesota 99-73; lost 
to Michigan 92-81. 
15. North Carolina defeated Clem son 92- 
72; lost to Wake Forest 96-84. 
16. Oregon was idle. 
17. Weber St. defeated Seattle 106-76. 
IB. Utah St. defeated Montana St. 86-70. 
defeated Portland 90-67; defeated Seattle 
104 81. 
19. (tie) Louisville defeated Dayton 73-68; 
lost to 
Bradley 78 74 
19. (tie) New Mexico defeated Air Force 
73 66, defeated Texas-EI Paso 65 53. 


shoot is planned to help al- 
1 leviate 
crop 
depredation 
problems on nearby private 
lands. 
NO RESERVATIONS or 
fees will be required for the 
hunt. Hunters will be admit- 


TIME AND TIDE 


Baltimore's 
Double W in 


MIAMI (UPI)—Baltimore is 
'the first city in, 1,4 years to 
claim, the world, championship 
team in both pro baseball and 
football in the same season. 
The Baltimore Orioles won 
the World Series in five games 
over Cincinnati and the Balti­ 
more Colts made it a sweep 
Sunday with a 16-13 victory 
over the Dallas Cowboys in the 
Super Bowl. 
The last city to hold that, 
honor was New York in 1956 
when 
the Yankees won the 
World Series and the football 
Giants won the NFL crown. 
Ironically,, the Baltimore fans 
don’t seem to be overwhelmed 
by the success of their teams. 
There were empty seats at the 
baseball playoff 
and 
World 
Series games played in Balti­ 
more and 
there were also 
* empty seats at both football 
playoff games played in Balti- 
• more. 


SEATTLE 
Continued from, page 21 
council voted 6-3 to issue $8 
million in bonds to provide 
parking for a proposed new $40 
million multi-purpose stadium. 
The councilmen stipulated it 
must be shown the parking 
facility would generate1 enough 
revenue to pay off the bonds. 
Two King County councilmen 
proposed voters decide whether 
the $40 million already ap­ 
proved for stadium construction 
be used instead to improve 
Sicks’ stadium, home of the 
former Seattle Pilots, and the 
UW Stadium plus 'building a. 
convention center at the Seattle 
Center. 


NEW 
YORK 
(UPI)—Mil­ 
waukee, with Lew Alcindor 
leading the way, has a chance 
to become the best shooting 
team in the history of the 
National Basketball Associa­ 
tion. 
Four 
of 
the 
Milwaukee 
starters are listed in the top ten 
in field goal shooting and 
the B u c k s , who led the 
league with a .488 field goal 
percentage 
last 
season, 
have a chance to 'become 
the first team to surpass 
.500. 
Alcindor, hitting on 59 per 
cent of his shots, is second 
while teammates Bob Dandrige 
(51 per cent), Greg Smith (5) 
per cent) and Jon McGlockl- 
in, (50 per cent) are also in 
the select 10. Veteran John­ 
ny Green of Cincinnati is 
tops in the category and has 
hit on 60 per cent of his 
shots. 
Alcindor continues to lead the 
scoring, race with, a 
31.7 
average while John Havlteek of 
Boston, Elvin, Hayes of San 
Diego, Jerry 
West of 
Los 
Angeles and Lou Hudson of 
Atlanta round out the top five. 


Oscar Robertson of Milwauk­ 
ee is the best in the free throw 
department with an 87 per cent 
mark. 


Pastorini Honored 


SANTA CLARA (UPI) 
- 
Quarterback Dan Pastorini was 
presented the most valuable 
player award at 'the University 
of Santa Clara awards dinner 
Monday night. 


FU'S 
ART 
STUDIO 


CUSTOM FRAMING 
ART LESSO NS & PA IN TIN G S 
383-1085 
233 TOWN & COUNTRY VILLAGE 


If von have to pav for 
a cigarette lighter it should 
he on your coffee table, 
not in \ our car. 


Department 
Of 
Commerce. 
United States Coast Geodetic 
Survey. Times and heights of 
tides at San Francisco (Golden 
Gate): 
The column of heights gives 
the elevation in feet of each tide 
above or below the plane of 
Coast Survey chart soundings. 
The depts are always additive 
to the chart in, depts unless pre­ 
ceded by a (-), when, the num­ 
bers are subtracted from the 
depth given in the chart. Light- 
face type indicates a.m. times; 
bold-faee 
type indicates p.m. 
times. 
High 
Low 
High 
Low 
19 4:42 5.2 !11:42 1.4 «¡12 3.3 10:24 2.4 
» 5:19 5,3 12. 48 0.9 7:48 3.4 11:18 21 
21 9:08 5.5 1:42 03 9:06 1.7 
U « 
Hi oh 
Low 
High 
22, 
12:24, 3.1 
6:54 5.7 2 :» 41.2 10.00 41 
3 
1:24 3.2 
7:49 6.0 3:19 -0.6 10:12 4.3 
>4 
2:24 3.2 
8:42 0.3 4:06 -1.2 11:24 4.5 
3 
3:19 
3.1 
9:30 6.5 4:49 -1.5 11:54 4.8 
16 
4:12 
2.8 
10:24 0.6 5:24 -1.5 
High 
Low 
12:30 5.0 5:00 2.5 11 
1:06 5.2 5:54 2.2 12:06 6.3 6:42 -1.0 
1:36 5.5 6:54 1.8 1:00 5.8 7:24 -0.4 
2:12 5.7 7:54 1.4 2:00 5.1 8:00 0.4 
2:49 5.9 9:00 1.1 3:12 4 5 9:42 LI 


FANTASTIC! 


27 
28 
29 
36 
31 


High 
Low 
: 12 6.6 6:06 -1.4 


TRAVELALL* from 
Isi-Wisnes, Inc. 
INTERNATIONAL 
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453-5320 
wmsmmm 
Rich Isi 
SALES • LEASING • REPAIRS 
623 Irwin St., Son Rafael 


Clint W eyrauch 
on 
K T IM F M 
• 
ROCK MUSIC 
on KTIM 
(Does Turner know this?) 
8 P.M. to MIDNIGHT 
M0N.-THURS. 
KTIM 
FM STEREO 
100.9 
in mellow M arin 


The new Corono four-door 
Se d an $2199.95 delivered in 


M orin, PJus tax and license. 


U nlike some of our competitors, all of Toyota's creature comforts 
are standard, not expensive "options" like $5.95 cigarette 
lighters. Meticulous workmanship, advanced engineering and 
high trade-in value add up to the best car buy anywhere. Why 
don't you join the smart ones who have already moved to the 
fastest growing import in the country. 


G et your hands on a Toyota. 1 ou ll never let go. 
[) E X T E R 
inrD Y O I 


■ lA 
A 
n 1INC." 


445 Francisco Blvd., San Rafael 
456-7071 
TOYOTA IN M ARIN 


Open w eekdays until 
9 - Sundays to 5 


SAVE 
UP TO 
SALE 
50% 


LIMITED TO STOCK O N HAND AND DISPLAY. 
SALE DOES NOT INCLUDE SONY SUPERSCOPE 
TAPE RECORDERS. 


TIME-SAVER TV 


In combination 
we've enclosed 
fa mi O' u s ID i g i ma ti c e I O' c k. ¡Be a u ti f u 11 y f ini s h e di 
in walnut. TV has a snap-in and out sunglass 
filter for bright-light viewing. All solid state, 


the set operates on AC. 
0 0 5 0 
Reg. 169.95 N O W 


SONY 6120 
FM STEREOIFM RECEIVER 


Reg. 699.00 
CLOSE OUT PRICE' 
349 


A new concept in TV viewing 
with an 11“ diagonal picture 
our 


OVER 5 0 % SA V IN G 


89 
AM/FM RECEIVER 


SONY PS-1800 
playback system 


• Unique servo-control turn­ 
table, and 
a 
professional- 
type tonearm mounted on a 
handsom e 
oil 
finish 
base 
with a protective dust cover. 
Automatic shutoff at end of 
record. 
REG. PRICE 199.00 


REG. 199.95 CLOSE OUT PRICE 


SONY 6040 
SAVE 50% 
99#0 SALE 9900 
Less C artridge 


ALSO THESE OTHER SONY BUYS! 


SONY,P F M 9000 
STEREO RECEIVER 
AM/FM 


Reg. 


119 50 


SALE 


SONY HP480A 


STEREO C O M PA C T AM /FM 


P H O N O W /SPEAKER 
SONY H M 6 5 


STEREO P H O N O 
2 4 9 95 


SONY SPEAKERS FOR HP55Q 
FIT ANY SO N Y-PA IR 


J»G°0 SONY 


I f I f ' 
1 SSI 88 PAIS 


199” 


167“ 


3930 


SPEAKERS 


SONY TV 
7“ 


SONY TV 
7“ 
SONY TV 


71OU 


720U 


5G0U 


Reg. 


6 0 00 


9 9 9 5 


9 9 9 5 


1 3 4 95 


SALE 


0 0 
35 


6500 


6500l 


89°° 
15M 
RECHARGEABLE BATTERY 2 2 95 
SEE THESE AND OTHER SONY VALUES 
DON'T MISS THIS 
SPECTACULAR SALE NOW ON. 


and 
SOUND CENTER 


• FREE INSTALLATION 
• 36 M O N T H S TO PAY 
• BANK TERMS with 
90 day cash option - 
no interest 
• FACTORY W ARRANTY 
& SERVICE 


OPEN NIGHTS 
WEDNESDAY 
and FRIDAY 
UNTIL 9 P.M. 


206 N0RTHGATE ONE CENTER • 472-1266 


24 J n ftrp n tftn tl- lim n itl, 
Tuesday, January 19, 1971 


I BEST-SELLER 
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Per Line 
Per Day 


Per Line 
Per Day 


Per Line 
Per Day 


Per Line 
Per Day 


27c 
3lc 
42c 
50c 


Information 


COPY ACCEPTANCE 
The 
INDEPENDENT-JOURNAL 
re­ 
serves the right to edit, or withhold 
publication, and may exercise its 
discretion in acceptance or classifi­ 
cation of any and all advertising. 


lost— 005 
Personals— 015 


BOY’S 10-SPD. BIKE 
Blue Orly. 
Ph. 479-0393 aft. 6. 


CAT. Grey male, shy & frightened. 
Reward. Please feed & befriend. 
924-5783 


Hel| Warted— 040 
Help Waled— IH0 
Help WaM—040 


PUPPET SHOWS 


Children’s parties 


BABY-SITTER. 2-1/2 yr. boy. 1st 2 I DRAFTSMAN, electrical exp. is what 
“ ‘ 
' 
' 
'i:30-7. Pref. 


383-5307. 


dog. 
male, 
part 
. Tam 


Rates are tor consecutive inser 
tions. 
30 day 
rates 
on 
request. 
MINIMUM AD . . . 3 LINES MINIMUM 
CHARGE . . . $1.50 


THIS is a sample three-line ad. It 
contains approximately 29 letters 
and spaces per line. 


the above ad costs 


$8.10 for 10 Days 
$6.51 for 1 Days 
$5.04 for 4 Days 


DEADLINES 
New ads. corrections, and can­ 
cellations must 
be made before 
5:30 p.m. the day before publica­ 
tion, 1 p.m. Saturday for Monday 
and 24 hours before holidays. Sub­ 
urban office deadline. 4:45 p.m. 
the day before publication 


ERRORS 
We make every effort to avoid 
errors. But when hundreds of ads 
are handled daily, mistakes do slip 
through. We ask that you check 
your ad and call immediately if if 
is 
in 
error. We regret 
that 
we 
cannot 
be 
responsible 
for 
more 
than one incorrect insertion or for 
errors 
not 
clearly 
affecting 
the 
value of the ad, and are responsi- 


Be sure to order your ad on the 
economical 
10-day rate. When 
it 
gets r e s u l t s sooner, you are 
charged ONLY for the' number of 
days the ad actually ran at the 
applicable rate for that number of 
ble only for that line or portion of 
days. 
the ad that appeared incorrectly. 


SELL WITH FAMILY THRIFT AOS 


Individuals may advertise any item: of merchandise up to a total 
value of $250. 3 lines, 4 days for a flat charge of $3. Price of 
each item adveitised must be included. 
SORRY. NO REFUNDS AT THIS LOW PRICE 


Something GREAT 


Is Happening Here. 
C L A S S I F I E D 


FRIENDLY 
blck. 
Lab. Choke chain, 1/3, vie 
Valley. 388-9131.__________________ I 
GOLDEN LAB, male. Vic. Kentfield 
area, 1/15. Child's pet. Reward, i 
Call 461-1588.___________________ 


LOST: 1/15, N o v a t o - German 
Shep., male, black & fan. 11 mo. ' 
No collar. Reward. 897-7973. 


LOST: Lady's pocket watch, chain, r 
gold. 
Mar inwood or 
Bel 
Marin 
Keys. 1/17. Reward. 897-2554. 
j 


LOST CAT, white male, neutered & 
declawed. Please return. Reward. 
456-2929 or 481-9257.___________ 


LOST, young tern, recent spayed 
Beagle/mix dog, vie. San Ansel- j 
mo. Sat, eve. Raw. 453-4178 
j 


MALE dog "Mickey” . Black & tan, j 
long hair. Looks like setter. 1-1/2 t 
yrs. Nr. Marin Dr.. Tam Valley. 
1/12. Reward. Please ph. 388- 
9105. 


MISSING: TWO HEADED RING 
CARVED TROJAN PROFILES 


Gold man's ring, sentimental val­ 
ue. Reward. No questions asked. 
Phone 456-2770 after 6 p.m. 


PART 
SIAMESE 
cat. 
Grey 
mask, 
striped tail. 6 mo. female. Fair­ 
fax, 1/10. Please return, we are 
moving. Reward. 457-1660/771- 
3150, Ext 16.____________________ 


POODLE MIX, male, small gray, red 
collar, lost Dec. 23, Tiburón area. 
Reward. 435-4863. 


STREAMLINE YOUR FIGURE 
Reduce tummy, waistline & hips. 
Firm. Flabby flesh. 456-5257. 


whs., 7-4, after that 2: 
S.R., your home. 454-1212. 
j 
they want. Top salary for right 
man. Call Peggy, 457-9330, Mar- 


C«— tors—020 


COMMUTE 
ride 
needed, 
Monday 
thru 
Friday, 
8-5 to S.F. 
Med. 
center. Will share expenses. Days, 
388-3679; eve.. 388-6389. 


RIDE wanted, Hamilton A.F.B. to 
downtown San Francisco. 8 a.m. 
Phone 838-4168 or 1-434-2267, 
Anita. 


Instruction— 025 


ART LESSONS-workshop, Sats. Prof. 
artist (MFA) in studio, S.F. 1-922- 
1620, 781-1453. 


BEGINNER & INTERMEDIATE PIANO 
lessons given by college student. 
Patient 
& 
understanding. 
388- 
8288._____________________________ 


CALIFORNIA School of Massage. For 
men and women. State lie. Vets 
_ approv. Dntn. S.F. 362-7251. 


GUITAR LESSONS. Classes starting 
now. Experienced teacher. 
Jim Licklider. 456-1588. 


MODELING 
& 
Self-improvement 
classes starting soon. All ages. 
Call 454-5478. 
_____________ 


PIANO 
& VOICE. 
Priv. or 
class. 
Master of music. 
Northwestern 
University. 924-6870/924-2135. 


BABY-SITTER, 
San 
Rafael. 
Mon. 
thru. Fii. 8 hrs. per day. $25 per 
week. 1 infant. 457-3163._______ ^ 
BABY SITTER for 2 small girls in 
my Larkspur home. 5 day week. 
¡ 
Call 924-6174.___________________ 
I 
BOOKKEEPER 
New Northgate office. F/C thru 
1 
trial bal. A/P, A/R, w/retail exp. 
! 
praf. Resume. I-J Box 509._______ 


! 
t BOOKKEEPER • 


The perfect opportunity for a part 
time bookkeeper — 4-5 hrs. a 
j 
day w ill do it. Convenient So. 
Marin office. 
* 
NO FEE TO APPLICANT 
GARY NELSON ASSOCIATES 


Professional Placement Agency 
35 Mitchell Blvd.. S.R. 479-5101 
i BOOKSHOP OPERATIONS-MAN. Set- 


in Snelling 
714 C St. 
Snelling Agency, 


EDUCATIONAL CONSULTANT 


Show the World 
Book - Child 
Craft Educational plan. Comm. & 
guarantee. 
For further informa­ 
tion, call 924-2456. 
_____ 


ELDERLY woman for baby-sitting In 
my home. Salary open. 
383-0640. 


HOUSEKEEPER, cook. Mature wom­ 
an. Live in. Kentfield. 
_____________ 461-5594.___________ _ 


HOUSEKEEPER for 2 girls, 10 & 14. 
Grandmother type. Live in. Rm., 
board, sm. salary. 461-9255. 


HOUSECLEANING, 
1 
aft. 
week. 
$1.75 hr. I drive — $2 hr. you 
drive. Call 461-5806.____________ 


I HOSTESS type position. Must be 
slender, intelligent, over 21. Ei­ 
leen 
Feather 
Salon, 
479-5457. 
Intervtews daily 12 noon.________ 


SMALL BLACK shaggy 
paws, female. Vic. 
Reward. 383-0177. 


dog, white 
M ill Valley. 


Times change, . . 
need to modernize 
advertisers. 


Has A Brand New Look 


and so do your needs. We have recognized the 
the headings we offer classified readers and 


OUR 
NEW 
INDEXING 
SYSTEM 


$25 REWARD, stainless steel tank, 
approx. 12x18” , Terra Linda/S.R., 
Wed. 12-2 p.m. 453-5574. 


$300 REWARD 
G r e a t Dane, male, grey, lost. 
Greenbrae. 
New 
Year's 
eve. 
Child's pet. Please call 461 2177. 


VIC. 
Strawberry 
T 
& 
C, 
male 
Siamese cat w/name tag. Kink 
tail. $50 reward. 388-1453. 


Found 
010 


SEW- KNIT-N- STRETCH 


A wise mother, wife, homemaker | 
appreciates the value of knowing 
how to sew. Learn the right way 
from VAL. New Class 1/23 AUTO­ 
MATIC 
SEWING 
CENTER. 
Phone I 
456-7342, or come into 914 C 
Street, San Rafael. 
' 


CLASSIC GUITAR LESSONS 
Student of Segovia, Bream, Diaz 
Beginners thru Advanced 
Carl Bernstein, 1-387-6655 


STRING 
Sculpture 
happenings 
& 
weaving at Sa usa lito Art Center 
beg. Feb. 
1st., Mon. & Thurs., 
7:30 to 10:00 P.M. Mon. & Tpurs. 
afternoons, 3.30 to 5:30. Call for 
class inform'. & registration. 924- 
0453. All ages invited.__________ 


THE GESTALT IN WATER COLOR 
Roy Gover w ill begin 2 private 
classes starting February 2nd. 
For information, call 388-9623. 


tied man, education & m ilitary 
completed, experienced 
in booh 
sales & operations. Send resume 
to D. P., Cottage Bookshop, 1225 
4th St., San Rafael. Calif. 94901. 
B 0¥ WANTED 


SAN RAFAEL AREA 


Learn how industrious boys, 14- 
17 years of age, receive high 
commissions 
per 
week 
in 
art 
interesting project that requires 
their tim e in late afternoons & 
Saturdays soliciting trial orders 
for newspaper. Phone 771-6560. 


CtVIL ENGINEERING Draftsman, ex- 
per. 
in water & sewer system 
design. Call 453-4484. 


ELECTROLUX, world's largest sell­ 
ing 
cleaner, 
needs 
representa­ 
tives in Marin Co. No exper. or 
investment needed. Comm. plus. 
564-7612, 10-12 a.m.____________ 


j EXP. 
waitress, 
dishwasher. Apply 
between 1 & 4 pm. The Grotto, 
909 Lincoln, S.R.________________ _ 
; EXPER. security guards, premium 
pay. All shifts avail. Union bene­ 
fits, uniforms turn. Apply 3755 
Alhambra, Martinez. 
__________ 
FACTORY LABOR. Man or woman. 
Light assembly work. Contact in 
person, Arneson Products, Inc. 64 
Woodland Ave., S.R. 


✓ FREE 


Heir WaeM— MS 


INTERESTING telephone work selling 
household 
items 
from 
home. 
Must have private line and at 
least 4 hours daily. Comm. Phone 
388-4481 
MEN 


Bi lingual s e c y .............. 
Non profit group........... 
Mgt. consultant . . . . . . 
Stocks & bonds . . . . . . 
PBx 
9 . 5 
TRAVEL job,' good skills." 


. to $750 
. to $650 
. . . $625 
. . . $575 
. . . $500 


CLERK 


ANNOUNCEMENTS _________ 000-199 
Child C a re ............................ 050 
Commuters ..........................020 
F o u n d ....................................010 
Help W anted............. 
040 
Instruction 
. 025 
Lost........................................005 
Personal Loans.................. . 035 
Personals . . . . . . . . . . . . . . 015 
Positions Wanted . . . . . . . . 045 \ 
Services.................. 055 to 199 
Travel . ...............................030 
M ERCHANDISE 
200 to 299 
Antiques 
.................... 248 
Aviation-Airplanes . . . . . . . . 260 
Boats-Supplies 
................272 
Building S up p lies..................206 
Equipment Rental , . . . . . . . 284 
Farm Products . . . . . . . . . . 230 
Garage-Rummage Sales . . . . 242 
Horseman's C o rner............... 224 
Misc. For S a le ...................... 254 
Misc. Wanted . . . . . . . , . . , 296 
Musical Instruments . . . . . . 218 
Office E qu ip m e nt..................266 
Pets 
...... 
236 
Swaps . . . . . . . . . . I . . . . . 2 7 8 
TV-Radio, Hi-Fi ______________ 212 
REAL E S T A TE ......................300-799 
Homes For Sale Marin . . 318-499 
Homes Lands Ranches. 
Other Areas . . . . . . . . . 500-699 
Apartment Homes..................707 
Business Opportunities . . . . 770 
Business Wanted 
..........777 
Commericai Property . . . . . . 721 
Commericai Rentals . . . . . . 742 
Income Property....................711 
Industria! P ro p e rty.............. 728 
Lots & .Acreage 
............. 
714 
Money Wanted . . . . . . . . . . 792 


REAL ESTATE (Continued) 
Ranches M a rin ......... 
Real Estate Exchange 
Real Estate Loans. . . 
Real Estate Wanted . 
RENTALS ....... . ...... 
Apartments for Rent 
(Furn.).................. .. 
Apartments for Rent 
I 
(Unfurn.) . . . . . . . . . . 
Duplex For Rent (Furn.) . . 
Duplex For Rent (Unfurn.) 
Hotel s-Motels.................. 
Housekeeping Rooms. .. . . 
Houses For Rent (Furn.) . . 
Houses For Rent (Unfurn.) 
Misc. For R e n t................ 
Rest H om es 
. . . . 
Room and Board. . . . . . . 
Rooms For Rent . . . . . . . 
Share Rentals.................. 
Vacation Rentals (Marin) . 
Vacation Rentals 
(Resort Areas) . . . . . , 
Vacation Rentals Wanted 
Wanted To R e n t ....................870 
AUTOMOTIVE __________ . . . 900-999 
Auto Lease . . . . . . . . . . . . . . 920' 
Auto Repair, Parts . . . . . . .915 
Autos W anted........................ 925 
Cars, Domestic (N e w ) 
956 
Cars, Domestic (Used). . 958-980 
Cars, Imported (New) . . . . . 952 
Cars. Imported (Used) . . . . . 954 
Domestic C a r s ......................998 
Imported C a r s ................ .. . 955 
Mobile Homes, Parks . . . . . , 905 
Motorcycles, Scooters . . . . . 900 
Recreational Vehicles, 
Trailers ...............................910 
Trucks 
.............929 


. . ,749 
756 
785 
777 
800 899 


815 


. 820 
. 825 
. 830 
.865 
. 845 
805 
. 810 
. 855 
. 860 
. 850 
.835 
. 840 
. 875 


. 880 
. .885 


BEAUTIFUL 
long-haried 
cat, fern. 
Black/gray 
w/wtiite 
paws. 
Vic.. 
Corte Madera. 924-2821.________ 


DOG, full grown female. Rust color, 
4 white paws, white chest, boxer 
face, tail curls. '69 lie. & tags. 
456-1775 after 6. 


FOUND: Cat, pure. 
Identify & pay ad. 
883-4697 


white female. 


SMALL 
DOG, 
female. 
Black 
brown. Corte Madera. 1/15. 
456-1993. 


Personals— 015 


Alcoholics Anonymous 


MARIN COUNTY 
P.O. Box 129, San Anselmo 
Phone YUkon 2-4473 


CALL Miss Bell at 456-6000 for 
courteous & efficient telephone 
answering. Now also serving No­ 
vato phones. 8 or 24 hour ser­ 
vice.______________________________ 


ENJOY 
and darts too. The 
1533 4th St.. S.R. 


ngl< 
MAYFLOWER, 


Lost— 005 


2 BLACK canvas Jeep doors. Be­ 
tween Ross & San Rafael. 461- 
5720, between 8 & 5 pm._______ 


1/9/71-SMALL tortoise shell, black, 
tan, orange, female cat. Calumet 
Ave., San Anselmo. Reward. 453- 
7762. 


Lost— 005 


BLACK cat. part Siamese, 9 mos. 
fern:. Green eyes, white dot on 
chest. 
Vic. 
Tib. 
hills. 
Reward, 
383-1385, 388 2750 


MALEMUTE. white Shepherd, black 
back, white chest 8 ' white tip 
tail. 
“ Bryer” . 
lagunitas, 
1/12 
Reward. 453-3736 or 457-1360. 
MISSING FROM 
16 Sunrise, M.V., 
fluffy 
gray 
male cat, 
"Beau”. 
Please phone Forsyth. 388-3484. 
ENGLISH SPRINGER Spaniel, male, 
liver & white. Lost San Rafael, 
San 
Anselmo, 
about 
3 
weeks. 
“ Flip” . Phone 453-9358. 


JOHN IAG0N0, MAGICIAN 


Children’s parties. 461-5157 


Make Dial For Life A Habit 


in 1971. Call 479-0900. 
PIANO player for occasional Sing-A- 
Long in private home. Call 388- 
4392. 


PRESTO 


Teenage magician for children’s 
parties. 388-4538. 


PROFESSIONAL bookkeeping & tax 
service for small business. Rea- 
sonable. 453-1377. 
YOUNG 
professional 
couple 
with 
infant, just returned from exten­ 
sive' world tour, w ill take care of 
your home for 
few to several 
months. Husband is an Econo­ 
mist & wife in Public Relations. 
Call days, 673-2065, ask for Mr. 
Winkler, eves, 648-1474. 


✓TRA IN IN M A R IN E 
★ DIPLOMA COURSES ★ 
Secretarial, 
Medicial, 
Bilingual 
— VA approved. 
★WEEKLY BRUSHUPS ★ 
Start now! Upgrade rusty skills 
MANSELL ASSOCIATES, INC. 
Business & Language Schools 
1000 5th Ave., S.R. 
454-5801 
209 Post St., S.F.________ 392-6396 


TUTORING FRENCH. 
Experienced native teacher. 
___________ Call 456-8526.__________ 


★ YOGA COURSES ★ 
Day & eve, classes. 332-0452. 


Help Wanted— 040 


ACTIVE WOMAN in whl. chr. needs 
live-in nurse's aide-hskpr. for ev- 
ery other wknd. $30. 383-3321 


AUTO contract and DMV girl, some 
light bookeeping. Experience ne­ 
cessary. Contact Mr. Steve Mizel 
or Mr. Jerry Yesson, 897-3191. 


AUTOMOBILE 
I 
SALESMEN 
Novato 
Ford 
(formerly 
Dervin 
Ford) has openings now for 3 
salesmen. Primary requirements j 
are: honesty, integrity, capability 
& industry. Applicants with some 
college education preferred. Trai­ 
nees will be considered. Contact 
Mr. Longaker or Mr. Bowman at 
892-2215._ _ _ _ _ _ _ _ _ _ _ _ _ _ 


AVON CALLING. 
TWAS THE MONTH 
AFTER 
CHRISTMAS 
and 
all 
through the house - not a crea­ 
ture was 
stirring, not even a 
mouse! 
Bored? Join the happy 
people who sell AVON. Call 388- 
3134 or 457-3236. Comm. 


BABY-SITTING & housekeeping. Wom­ 
an. Mondays & Weds., 9-1 pm. 
Own transportation. 453-3565. 


Marin based securities firm has | 
clerical opening in trading dep't. 
for young woman with good fi­ 
gure aptitude and ability to learn ! 
a variety of securities and fund- j 
ing related functions. Good typ- I 
ing 
skills 
required. 
Some ( 
securities experience preferable. 
Good 
starting salary and fully ! 
paid fringe benefits. Call 479- 
5000 for app’t.___________________ 


COMBINATION 
waitress 
and 
grill 
cook. 
40 hrs. week, 
$1.75 hr. 
Over 25. Fast and dependable. 
461-9255_________________________ 


COSMETIC 
Counseling 
training 
classes for high comm, earnings 
with 
Vanda 
Beauty 
Counselor 
starting now. Call 883-6065. 


COMPANION 
housekeeper, 
live 
in 
w ith elderly woman in San Ra- 
fael. Phone 454-8156.____________ 
COUPLE, 
older, 
manage 
9 
mod. 
apartments for rent allowance in 
exchange. 583-8848. 
______ 


COUPLE TO care for 60 yr. old man 
in exchange for free rent. S.R. 
Avail. 2/15. 454-0266. 


CREDIT 
CLERK 
for 
plush 
retail 
organization. 
Interview, process, 
& check applications. $450. Call 
Pat, 457-9330. Marin Snelling & 
Snelling Agency, 714 C St._______ 


I DEMONSTRATORS for high fashion 
wigs. F/P time. No exper. nec. We 
156-3127; 


MARIN SPECIAL 
A special in every area because 
this really charming Orthodontist 
is willing to train YOU to be his 
one and only Girl Friday. You w ill 
have 
a special day every day 
doing his light bookkeeping, cor­ 
respondence 
and 
enjoying 
the 
friendliness of his patients. All 
this and $500!! 


NO FEE EVER AT 
HANSELL ASSOCIATES, INC. 
BEST ‘■FREE JOBS” Agencies 
1000 5th Ave., S.R. 
454-8724 
209 Post St., S.F. 
392-6396 


GAL FRIDAY. RECEPTIONIST. 
Typing, & some bookkeeping. Call 
332-1927 


INTERESTED 


REAL ESTATE? 


Talk to us. Y o u ’ I I find it a 
refreshing experience. 
» • FACTS 
ON 
THE 
LINE 
about 
earnings opportunities. 
» • TRAINING that's not an empty 
phase, but a comprehensive pro 
gram 
providing 
the 
skills 
re­ 
quired for rapid advancement. 
» • EASY TO SELL merchandising 
program. 
• • BEAUTIFUL main street office. 
» • THIRTEEN 
YEARS 
bringing 
professional real estate service 
to Marin. 
EXCELLENT 
sales 
tools 
and 
escrow help. 
• • BRAND 
NEW 
bonus 
system 
that 
liberally 
rewards 
your 
achievement. 
inquire in 'Confidence today. 
Ask for Mr. Lewis, 388-7441. 


LEWIS REALTY 


133 E. Blithedale, M ill Valley 


Long established 
M arin County 
firm has openings tor neat ap­ 
pearing men in its San Rafael 
office. Our company specializes 
in Sales & Service of nationally 
known 
power tools, 
chemicals, 
and home & commercial electri­ 
cal equipment. 


SALARY TO $740 Month 
to start 


We provide complete training pro- 
gira mi, pension plan and group 
life & health insurance. 


For personal interview call 479- 
7075, 10 a.m. to 7 p.m. 


★ Muitilith ★ 
Experienced 1250 for MARIN firm. 
Salary to $500. 
Employer Pays Fee 


Jean 
830 Fifth Ave 
Busching Agency 
S.R. 
456-3686 


'GAL FRIDAY. All around skills. Try 
this for size if you are young, 
Call Peggy, 457- 
& Sn 
sharp HS grad. 
9330, Marin Snelling 
Agency, 714 C St. 
knelling 


GENERAL OFFICE gal with an inter­ 
est 
in figure work 
plus 
good 
typing skills. Smalt but friendly 
place. Call Sue, 457-9330, Marin 
Snelling & Snelling Agency. 


S 


Always 100% Free 


★ F.C. BKPR______________ St $626 
9-5, professional office. 
★ AUTO BKPR................... To $600 
For MARIN dealer. 
★ SHARP S EC Y ................ 
Good fiases, exc. benefits. 
★ ACCTG. CLERK_________ 


$575 


Great spot for beginner. 
TIONIST . 


$525 


train. Salary. 4£ 
7/456-1703. 


DESPERATE: Urgently need respon­ 
sible Catholic woman to trans­ 
port 
2 teenage children to & 
from Sat. CCD classes, St. Ra­ 
phael’s. Hours 8:15-3:15, salary 
open. Phone 453-6590 aft. 3:30 
p.m.______________________________ 


DENTAL ASSISTANT 


for pleasant Belvedere office. Ex­ 
per. pref. 553 San Rafael Ave., 
435-4710. 


for private vocational school lo­ 
cated 
In 
Sacramento. 
Mature, 
dynamic 
business-minded 
lady 
w ith proven success background 
in sales — tangible or intangi­ 
ble. Must be imaginative, promo- 
tionally 
minded, 
emotionally 
stable, & possess the ability to 
organize & work well with co­ 
workers. 
Pleasantly 
aggressive 
outgoing personality a MUST. Per­ 
manent career opportunity with 
unlimited advancement potential 
for 
right 
person. 
Salary 
plus 
incentive 
program. 
IMMEDIATE 
opening following short training 
program. Send complete resume 
to Sarah Davis, President, Bay 
City College, 661 Geary St., San 
Francisco 94102. 


DOG 
GROOMER, 
experienced, 
all 
breeds. Apply 231 3rd St., Monté­ 
a lo Shop. Cntr., S.R. 


GO-GO 
dancer wanted, 
must 
be 
over 21. Apply in person between 
5 p.m. & 2 a.m. Kokpit Saloon, 
5420 
Redwood 
Hwy., 
next 
to 
Hamilton AFB, Novato. 883-4340. 


GRANDMOTHER 
type 
housekeeper, 
live in. 3 school children. 
___________ Call 456-2811___________ 


HARD WORKING devoted girl with a 
stable employment background to 
help manage our company. She 
must be exceptionally tactful & 
possess a good phone personali­ 
ty. Her duties are prim arily peg- 
board bookxeeping, but since It s 
a 
1-girl office, it also includes 
composing & typing letters, 'Col­ 
lecting money, answering numer­ 
ous 
phones, 
dispatching 
& 
coordinating people and supervis­ 
ing others. Shorthand or speed 
writing helpful. Send hand writ- 
ten resume to IJ Box 514._______ 


★ HAIR STYLIST ★ 


Good 
opportunity 
for 
operator. 
Two stations avail, for rent. $25 
week. Be in business for yourself. 
Phone 
for 
appointment, 
479- 
8551._____________________________ Í 


HAIRDRESSER, female, under 25. 
Some following. 
___________ Call 924-5262__________ 


• HERE'S THE JOB FOR YOU — It 
you are a Secretary interested in 
working for a 'young “with it” 
boss in the perfect Marin loca­ 
tion. Community oriented office. 
Exciting pace will keep you on 
your toes. Start NOW, to $475. 
NO FEE TO APPLICANT 
GARY NELSON ASSOCIATES 


Professional Placement Agency 
35 Mitchell Blvd., S.R. 479-510! 


HOUSE cleaning, 1 day every other 
week, mat. woman. Own trans. 
Refs. Call aft. 6. 461-1275 


HOUSEKEEPER, 
7:30 
to 
5, 
Mon. 
thru Fri. 2 boys, ages 4 & 9. M ill 
Valley. Call 388-6667. 


BANK RECEPTIONIST . .To $500 
Open new accts., etc. Some secy 
skills. 
★ TELLERS................ 
To $450 
Full or part time. MARIN. 
★ SLEEP I N ! ..............St $100 wk. 
Speedy typist, 3 to 10. 
★ REAL EAT ATE___________ St $400 
Lovely MARIN office. Reception­ 
ist/secy, 9 to 5. 


ALL jobs ALWAYS free 


Jean Busching Agency 


830 Fifth, S.R. 
456-3686 


NEED Mother’s helper and care for 
two babies my Terra Linda home. 
Will consider college girl. 472- 
2383. 


NEWSPAPER CARRIERS 
* 


F r o m time to tim e we have 
bicycle routes open 
in certain 
areas (we may have one right in 
your 
own 
neighborhood). 
You 
must be alert and industrious. 
We can give you valuable busi­ 
ness experience you can use in 
later years while earning good 
profits now! Apply by m ail to: 
INDEPENDENT JOURNAL 
Circulation Department 
P.O. Box. 330, San Rafael 
An 
application 
form 
will 
bet 
mailed to you. 


NEEDED!! 


LIVE-IN HOUSEKEEPERS 
LIVE-IN PR AC. NURSES 
NO FEE 
HOMEMAKERS-UPJOHN CO. 
1005 A St., S.R. 
454-3200 


OFFICE GAL. Good opt’y for begin­ 
ner who is willing to work hard & 
learn a lot. New Marin firm. Call 
Kathy. 457-9330. M arin Snelling 
& Snelling Agency. 


LADIES. 
Phone 
soliciting, 
your 
home. 
Full 
or 
part time. 
Fur 
sales. Salary or comm. 392-2700. 


LADIES: Vivian Woodard Cosmetic 
sales. Set your own hours and 
quota. 
Will 
train. 
Comm. 
Call 
eves. 5:30 p.m. to 8:30 p.m., or 
days Sat. & Sun., 456-8848. 


LIMITED OPENINGS 


for 
aggressive, 
mature 
indivi­ 
duals who qualify to train as 
sales managers. Training incl. 1 
to 3 mos. schooling out of state. 
Liberal salary & expense money 
while training, provided for can­ 
didate selected. Electrolux, 564- 
7612, 10-12._____________________ 


MATURE WOMAN for housekeeping, 
1 day/week. Own trans. Novato. 
Call 892-5591 after 5 p.m.______ 


MATURE Women. 23-55, wanted for 
vacation relief & full time nurs­ 
es’ aides. Apply Rafael Convales­ 
cent Hospital. 234 No. San Pedro 
Rd.. San Rafael. 


MECHANIC. Fully qualified to work 
on VW, Porsche & other German 
made cars. 
BMW AutoZentrum. 
457-1441, ask for Rick Kampa. 
t MEDICAL § 


Your training in medical terminol­ 
ogy & typing skill will be put to 
good use in this lively Central 
Marin office. Every day will pre­ 
sent a 'new challenge & you'll1 
work with an interesting & excit­ 
ing variety of people & responsi­ 
bilities. Start $500! 
NO FEE TO APPLICANT 
GARY NELSOtl ASSOCIATES 


Professional Placement Agency 
35 Mitchell Blvd., S.R. 479-5101 


OUTSTANDING opportunity to earn„ 
an above average income, salary,, 
or 
commission. 
Represent 
the. 
largest fraternal oenefit society, 
in the U.S. Direct sales exper. 
helpful but not required. Ample 
leads supplied. Unique presenta­ 
tion gives our men more than a 
2 to 1 closing rate. Phone 461* 
9269 for additional information. 
Mr. Sherman. 


PART TIME housework, small San 
Rafael rest home. Neat & relia- 
ble. 454-2376 bet. 7 pm. 


PERMANENT PART TIME ■ ■ < 


Eve. & Sat. $2 hr. to start after . 
training. Car. Take orders Fuller 
Biush. 456 5022.________________ , 


REAL ESTATE! 
Salesman wanted! Man or wom­ 
an! Must enjoy making monéy. 
Must be a livewire! Phone Live- 
wire Lindskog, 454-0832. 


REAL ESTATE 


★ TIMMER’S + 


Come where the action is!!! We 
have openings for 2 experienced 
¡residential salesmen. All inquiries 
kept in strict confidence. Ask for 
BILL NELSON or 
BILL TIMMER, 
454-8002. 


ROCK, jazz, folk or piano player 
wanted. 
Call 456-2776 


■SALES agent wanted 
by mfr. of 
souvenir & gift items. Comm. Ph. 
453-0985.____________ __________ 


SALESMAN - Men's store. San Ra­ 
fael. Experienced, rul! time. Sa- 
lary. Indp. Jrnl. Box 496._________ 


SALES ARE fantastic in speed read­ 
ing. Commission. 
897-6105 


\\PHONE FOR SERVICE DIRECTORY 
CALL ANN LANE - 453-4000 
She W ill'Help You Write A Successful Service Ad 


Airport limousine— 059________ 


$5 TO THE AIRPORT 
per 
passenger. Phone for res.. 
332-2343 bctvrn„ 8' a.m., & 5' p.m. 


Aeto Parts— 069_____________ 


DIRECT “HOT LINE” 
Connections to over 40 Auto Parts 
Sources. 
Older or Newer 
Foreign & Domestic 
Auto Parts for most makes & 
models 
D.W. AUTO PARTS 
77 Hoag St., S.R. 
456-6820 
GUARANTEED 
USED PARTS for all cars 
C I L WRECKERS 
931 2nd St 
S.R 
453 4430 


Auto Itapair— 073 


MINOR ENGINE REPAIR 
and tune up on any auto 
456-8757, Reas. Rates 


Building-Rgfflodeling— 079 


★ REPAIR ★ 


Porches, stairs, decks, panelling, 
doors 
& 
trim 
work. 
Retaining 
walls 
built, 
Leak 
& 
drainage 
problems solved. Windows fixed. 
Prompt response. 453-3634. 


Carpentry— 085 


- ALUMINUM 


Factory to you installed. Anod­ 
ized. Repairs. 924-3138. 


Carpet Cleaning— 087 


REMODELING, 
carpentry, 
electric, 
plumbing, 
additions 
& 
decks. 
456-9831, 456-7030 eves. 


REMODEL OR NEW 


1/2 
hour 
repair 
or 
complete 
house. Lie. contr. Painting. FHA 
exper. 454-0962 or 924-2493. 


Building-Remodeling -4179 


BRICK, BLOCK, CEMENT 
PRICES CUT 50% 


BBQs. fireplaces, steps, retaining 
walls, patio. Finest work 
No |ob too small. _ 
456-0370 


CARPENTER 
Built-ins, 
closets, 
fences, repairs & remod. Decks. 
Reas, 332 4853 or 332-2737, 12 
6 p.m . 


COMMERCIAL & residential remo­ 
deling 
specialist. 
Licensed. 
& 
bonded. 883 4052_______________ 


PERSONALIZED remodeling et cet­ 
era, et cetera, et cetera. Free 
estimates 
& plans. 
Bonded & 
Licensed R H_ Harris. 897-4044. 


PROBLEM JOBS, hauling. New and 
old repairs. Power tools. Fencing, 
painting, deck work. Exp. advice. 
4 56 4616 


RAY S CONSTRUCTION 
Remodeling 
stores, homes, kitchens, rooms. 
foundations 
Bonded & insured, 
free estimates. 647-1141. S.F 


★ Stucco, Sheetrock, Plaster 


Sprayed 
acoustic 
ceilings. 
Our 
specialty. 
Remodels, 
additions, 
small job*. 454-4878. 


Calintt Making— 083_________ 


ALL TYPES CABINET WORK 
Formica work. Free est. 454-8210 
days; 456-5381 eves. 


QUALITY hardwood & paint finish 
cabinets. Work guaranteed. Free 
estimates. 457-0103 eves. 


A-l W.W. CLEANED from 7c per ft, 
Upholstery 
cleaning. 
Reas. 
Joe 
Bianchi of Duraclean. 
Free Estimates 
453-1129 


AL'S KARPET KIEANERS 
Wall to wall carpets cleaned & 
shampooed, low as 5c per sq. ft. 
Free estimate 
472-2221. 


Concrete— 083 


Carpentry— 085 


CARPENTRY - HOME REPAIR 


CALL 388 4481.__________ 


★ CARPENTER ★ 


Excellent refs 897-5527. 
★ ★ CARPENTRY ★ ★ 
Plumbing, elee., remodel or new. 
■Exper., ref., reas. 453-2585. 


CONCRETE 
Patios, 
driveways, 
walks, decking. Masonry work. 
Call 456 9968 cr 461-2183. 


PATIOS, 
block 
walls, 
driveways. 
Reasonable rates. Free estimates. 
1-707-544 1870. 


Driveways— 103 


BLACKTOP DRIVEWAYS 


GL 4-7014 
or 
DU 8-0501 
Electrical— 107 


ELECTRICAL & PLUMBING 
REPAIR SPECIALISTS 
Small jobs welcome... 
453-6682 


DECKS, 
concrete _____ l__ 
$6 hour. 453 5793. 


retaining 
walls, 
Wo 
fences, 
job too small. 


DOOR, WINDOW SPECIALIST 


Repairs. Est. Terms. 454-5044 


REMODELING, 
custom 
cabinets, 
decks, bulkheads, concrete work, 
doors, windows. Reas, 453-2882. 


Furniture Refinistiiiig— 110 


REFINISH YOUR FURNITURE 
Antique modern 
Frae estimate. 383-2309. 


Furniture Repair— 111 


CANE & RUSH CHAIRS 


Free estimates. 
388-4453 aft. 4 
Gardening— 113 


Gardening— 113 


ALBERT BIDEGAIN 


Artistic designing for outdoor en­ 
joyment. Low maintenance drain­ 
age, rock walls, retaining wails, 
waterfalls, 
cement 
patios. 
All 
types. 
Redwood decking, seats, 
fencing, sprinkling systems, new 
lawns. Landscaping to. fit your 
budget. Financing avail. Free est. 
453-7031 — 897-2601 
References — Licensed — Bonded 


ART Gardening Service. Landscap­ 
ing. Rock walls & m aint. Clean­ 
up & hauling. New fences. In­ 
sured. Est. 388-1467. 


BASQUE 
Complete Garden Maint. 
New Lawns, planting, pruning &. 
hauling. 454-2577. 


ERNIE'S Garden Maintenance. ¡Prun­ 
ing, clean-up, hauling. Low rate. 
Call 883-4302. eves 


EXPERT 
gardening 
by 
MICHEL. 
Monthly accounts solicited. Free 
estimate. Local refs. Call 1-564- 
U 717 after 7 p.m. 


GARDENING 
Service. Landscaping, 
rock walls & maint. Clean up & 
hauling. 
New 
fences. 
Insured. 
Est. 897-1806. 


GARDENING & weeding, tree cut­ 
ting, general clean-up. Hauling, 
fences, at your convenience 479- 
8672. 


JAPANESE 
GARDENER. 
pruning, 
clean up. Walls, fences, etc. Call 
eves. 479-6441. 


Gardening— 113 


TONY SOARES GARDENING. Lndscp., 
rock 
walls, 
fences, 
hauling, 
compl. 
maint., 
free 
work. 
Alt 
insured. 892-5185. 


PRUNING, 
Cleanup, 
Landscaping, 
Maintenence, 
fencing, 
decking, 
ref. walls, 
drainage, 
sprinkling 
syst 456-9968 or 461-2183. 


VICENTE Gardening Service. Com­ 
plete garden maintenance, prun­ 
ing, hauling, clean-up. Telephone 
454-4341. Bus. 479-7535. 


Hauriyuiaií— 117 


FIRST AID FOR YOUR HOME 
Almost 
any 
job. 
PAINTING our 
specialty. 
456-8756. 


HANDYMAN/carpenter. Repairs, re­ 
modeling. Reasonable. Free esti­ 
mates. 456-4001. 


HANDYMAN 
UNLIMITED. 
Large 
or 
small jobs. Day or night. Reas, 
Insur'd. 456-7350. 


MUD SLIDES removed, concrete & 
drainage work. 
Free estimates. 
456-3058, 457-1161. 


WANT A JOB DONE? 
Painting, yd. work. 456-2549 aft. 6. 


Hauling— 119 


MEL'S GARDENING 


Complete landscaping and gar­ 
dening. Lawns, drainage patios, 
rockwork. 
Bulkheads tree remo­ 
val, etc. Yard cleanup and low 
garden maintenance. 20 yrs. exp. 
Work guaranteed. Refs. Free est. 
453-6223/479-4287. 


MIKE 
gardening 
and 
landscape. 
Rock 
& 
wood 
retaining walls. 
Drainage, 
new lawns, 
planting, 
clean up compl. m aint. Free est. 
454-5161. 


PRUNING, 
tree 
cutting, 
hauling. 
Whatever you need. Your conveni­ 
ence. Reasonable rates. 453-6941 


LIGHT HAULING & HARD WORK 


Phone 924 9344________ 


LIGHT HAULING & MOVING 
Cheap — Efficient 
Call 461-5740 


Hauling— 119 


RENTERS MOVING OUT? 
We 
specialize 
in 
making 
old 
apartments look like new; they 
rent faster. Cleaning, painting, 
carpet shampooing. Call for free 
estimate, 453-4867. 


HAULING - YARDS CLEANED. 
Small tree removable. 
479-4287 
Free estimates. 


HAULING— BASEMENTS 
Attics & Yards Cleaned 
Free Estimates. 
Ph. 479-9657 
Heating Systems— 120 


FURNACES, radiant boilers serviced, 
repaired, cleaned. 
KEYSTONE SERVICE CO. 
740 Adrian Way, S.R. 
479-7600. 


MOVING; 
attic, 
yard, 
basement 
cleanup. Chain saw service'. Own 
truck, call for rates. 454-9901. 


SAM W. James wilt haul for you, 
clean, maintain & garden. Very 
reliable, reasonable & have own 
wheels. Call 456-9698 


Income Tax— 125 


INCOME TAX PREPARATION 
Call Betty Smit, 
co-owner 
Marin Sonoma Tax & Business 
Service. Now located 910 
Grant Ave., Novato, 897-7184. 


★ LINCOLN TAX SERVICE ★ 


By Appointment In Your Home. 
Guaran. Accuracy & Satisfaction. 
REAS. FEES 
- 
479-6165. 
Janitorial— 129 


AL-MU’HTI OFFICE SERVICES 
Complete floor & rug maint. 
Windows washed. Interior & ex­ 
terior painting. 461-9655. 


APARTMENT HOUSE CLEANING 
'General maintenance, yard 
work. Reasonable rates. 
Excellent work. 388-7034. 


The 
Most 
Dependable-Economical 
way to dispose of Debris. 
GRANGE DEBRIS BOX 


RENTALS INC. 
. 
456-2712 


LOW COST janitorial service. 
Free est i m a tes. 
Phone 454-5638 
Linoleum & Carpets— 137 


Masonry— 139 


LADIES PAMPER YOURSELF. Don't 
clean 
floors, 
carpets, 
ovens, 
showers, etc. Call A-l Sparkling 
Service. 479-9432. 


ing. 
Brick, cement patios, drain work. 
30 years exp. 454-6325._________ 


FIREPLACES (const., remodeled & 
repaired), 
BBQs, 
patios, 
steps, 
walls, etc. 388-4594. 


MASONRY-Brick, block & rock walls, 
steps; cement patios, also drain 
work. Free estimates. Ph. 453- 
4477 or 897-1931. 


Massage— 141 


MASSAGE & ROCK HEAT SYSTEM 


Men & Women. 
Appt. 456-1636. 


Movers— 143 


MOVING-FREE ESTIMATES 


Call 388-7531 or 924-4711 


"The Man On The Move"* 
BAKER MOVING & STORAGE 
Statewide 
Minimum rates 
435-1480/388-6166 
day or nite 


THE PRIME MOVER 
Exp. men; large truck. 453 5881. 
Ornamental Metal— 147 


Painting— 149 


PROFESSIONAL painted, interior, ex­ 
terior. Also expert paperhanger. 
Call 456-4063. 


SEMINARY STUDENT & crew. Int. & 
ext. Exper. Reasonable. Free est. 
Housework. 456-0542. 


ANDRE’S Ornamental 
metal. Cus­ 
tom wrought iron fencing gates 
& window grills. 456-8479. 
Painting— 149 


DEPENDABLE & REASONABLE 
Prof. Old Country expert. 
Free estimates. 456-8756. 


FLOOR COVERING Specialists. Car­ 
pet, coved linoleum installations, 
repairs. 897-1817.________________ 


INSTALLATION of crpts., linoleum & 
asphalt tile 
Repairs. May have 
own goods. 479-1337. 


SEMINARY STUDENT - Experienced, 
efficient, economical. Inter/exter. 
383-3052. 
Plumbing— 157 


PLUMBING, sewer cleaning. 
Reas, rates, non contractor. 
Peter E. Webber 
457-2687 


Sandblasting— 169 


INTERIORS - EXTERIORS 


Call 456-4750_________ 


~ MIKE’S HOME SERVICE 
EXPERT PAINTING 
897 4845__________ 


PROFESSIONAL 
Painting, 
Custom 
workmanship. Int. & ext. Residen­ 
tial & comm. Finest quality prod­ 
ucts. Color spec. Lie. & insur. 
282-7711. 897-1527. 


SAND BLASTING & PAINTING 
Anything you can bring to our 
yard. Specializing in trailers. Nor 
Cal Sand Blast. 456-2712. 
Screen Door 
— 170 


RESCREENING 
doors 
& windows 
also Free Estimates now for Alu 
minum Awnings and Patio cover* 
& screens. 457-1150. 
Ebbtide Aluminum Products 
438 Francisco Bl., 
San Rafae 
Sewing Machine Repair—173 


SEE Harry Steele (over 30 years 
experience), AUTOMATIC SEWING 
& VACUUM CENTER. 914 C St., 
S.R. 456-7342. 
Sewing & Ironing— 175 


DRESSMAKING & ALTERATIONS 
San Anselmo area 
Joyce Layton 
456'-3465 
Tree Service— 181___________ 


B & K TREE SERVICE. Sinca 1953 
Fully insured - 24 hour service 
FREE ESTIMATES. 453 8066, 


MARIN 
TREE 
SERVICE. 
Removal, 
topping, limbing, Japanese prun­ 
ing. shaping. 388-6986. 
- 


1-3 THRIFT ADS 


f c £ | ^ ? ílin M ' 4 d *»V* S3.00 


Pr v<,,* porti#* 
Pnc* o< oil ilami 
•ach ad 1350 
or !•«. 


TV, Radio, Hi-Fi— 212 


★ RENT-TO-OWN ★ 
TV 


is 
453-4000 


ratet 


• B/W From ................... 
• Color From:.. , 
......... 
• Weekly & Monthly Rates 
• Free' Installation 
(3 mo. m lriM tint) 


50c/day 
75c/day 


BUTLER’S TV 
2nd ft Lincoln, S.R. 
454-5300' 


Mp Wanted—540 


SENIOR: DESIGNER 


S A N S U II 
5000A 
tuner 
amp., 
matched speakers. Pioneer GS-88, 
turntable Pioneer (complete) PL- 
41. 
Teac 
6010 tape 
recorder. 
Almost new. $1500 for set or 
offer tor components. 897-6853. 


M s— 236 
Misceil 
Far Sale— 254 


development of non-m.il 
electro 
mechanical _m iniature PC equip­ 
ment & design of injection mold­ 
ed 
plastic 
pans. 
'Excel lent 
conditions .& Benefits. Call Mir 
Rein'ke for appt, 435-3822. H C 
Electronics. I i buron.. 


SECRETARY, full time. Experienced, 
flexible, 
for 
1 
girl 
office. Top 
skills, 
shorthand, good. 'English. 
Excellent opportunity w ith grow- 
mg. company. Call 479-4210. 


SECRETARY for religious organiza­ 
tion, Send resume P.O. Box 4152, 
San Rafael, 94903. 


SECRETARY. Take charge in charm­ 
ing. busy office. Good skills & a 
mind for detail. $500. Call Karen, 
457-9330. lia rin Smelling & Smell­ 
ing _ Agency, 714 G St., 


SPEED typist, part time, 2 days per 
week. $160 mo. to start. 
_________Phone 332-3430. 
_____ 


STUDENT live-in, mother’s helper, 
excellent conditions. 
332-4112. 


SUBDIVISION SALES 


'Young, 
America 
Homes. 
Inc., 
building 
in 
Sonoma 
& 
Mia rim 
Counties, needs an experienced 
real estate salesman. Good com­ 
missions & working conditions. 
Monthly 
draw 
possible 
to the 
right 
man. Phone 
Mr. 
Garrett, 
(707) 546 - 7 9 2 0 . ___________ 


TEXAS' REFINERY CORP. offers op­ 
portunity for high income PLUS 
regular cash ft vacation ¡bonuses, 
abundant fringe benefits to ma­ 
ture man in San Rafael area. 
Commission. 
Building 
mainte­ 
nance 
products. 
Regardless of 
experience, air m ail Or. I.A. Pate, 
Pres., Texas Refinery Corp., Box 
711, Fort Worth. Texas 76101. 


TYPIST, billing ,& bookkeeping. Must 
have recent experience in medi­ 
cal office. Reply f-J Box 502. 


TYPIST-BOOKKEEPER 
Knowledge of 10-key add. mach- 
ine. Experienced only. 454-1300. 


WANT 
your 
own 
ins. 
b u s . ? 
¡Sal/comm, 2 yr. train, program. 
State Farm, Mr. Sandy, 454-0912. 


WANTED: Full time counter girl for 
dry cleaning call office. In Sau- 
saIIito. Will train right girl. Top 
un'on scale Write 1.1 Box 506,. 
WANTED-TV technician, experienced 
r II c olor T V ft SO' I i d¡ State. kffla i i o 
Co. Write Box 511 111. 


SANSUI 5000 stereo multl-plex. tu ­ 
ner. 
Sansui 
commercial 
record 
player. Sansui ST 200 speakers. 
Qfig. $920, will sell $450' com­ 
plete. 472-1,495. 


'TAPE RECORDER, Craig reel to ¡reel, 
sound 
on sound. Still in -uno­ 
pened, 
p a c k a g e ., Lists for 
$289,,,50. Asking $209,,, Call, 456- 
081,8. 


Musical Instruments— 211 


★ PIANOS WANTED ★ 
Highest cash prices paid, 
SHERMAN CLAY-San Rafael 
4th ft. C Sts. 
Ph., 454-1,616 
BALDWIN 5"'6" Parlor Grand piano. 
W alnut, 
with bench. Approx.. 8 
yrs. $1,800. 924-0823,. 
BRAMiBACH 
baby 
grand 
piano 
w/bench;, 
mahog. 
Fine tone 4. 
action. Sacrifice $300. '479-2962., 


★ GUITAR 


Folk or Classic 


m Guitar ........................... 
$29 


m Three Lessons . ... . .. . „ ...,. . . . 12 
Total Value $41 
Special $19 
SHERMAN CLAY 
p4th & C St S.R. 
4.54-1.616 
Open Wed. & Fn. Evenings 


GUITARS from $29.95. Rent to own. 
Low as $5.00 per month. 3 mo. 
min..,, 6 mo. max. CHESTERMAN’S 
- Northgate. 479-602:2. 
____ 


KNABE upright piano w/bench.. 'Ex­ 
cellent mechanically. Beaut, large 
_ sound.. $500/offer. 897-4863.____ 


LUDWIG 
DRUMS, 
Ziijian cymbals, 
comiptefe 
set. 
Good 
condition. 
$300 or best offer. 479-0806., 


ORGAN, ELECTRIC 'KINSMAN 
SERIES IE, MUST SELL ..... $300. 
Call 924-4727 
____ 
PEARL DRUM, SET' 
4 drums, 5 cymbal s.. $165. 
_ 
388-6644 work,/383■■"4.277.____ 


PIANO, French Prow. Janseen con­ 
sole. Excel, condition. $650'. Call 
883-6512._____________________ _ 


’ ★ RENT A PIANO ★ 


as LOW as $15 
Six FREE Lessons 
SHERMAN CLAY 


4th ft. C St San Rafael, 454-161.6. 
OPEN WED. &. F it. EVES. 


CHOOSE FROM OVER 116 AKC 
REGISTERED BREEDS 


Ten 
Yr 
Cond. Warranty On All 
Puppies With A Money Back Fea­ 
ture. Open 7 Days. Terms/ Credit 
Cards. 


Instant Credit 


Doktor Pet Center 


41.0 Coddingtown 
Santa Rosa 
707-544-5966 


COCKIER ARC, loving, 7 mos., parti- 
color 
female. 
Showable. 
$100'. 
.892-5807. 
______________ 


COCKERS, purebred. Unusual color... 
$35. No papers. Call after 6 pm, 
_ 707-79 5-6778.______ _ 
COLLIE-LAB puppies, 9 wks..,,, dar­ 
ling, look like min. St, Bernards., 
E.a. had $1.0 DHL shot. $S,50/w 
care lit. 924-5783._______________ 


COLLIES - AKC. 9 'weeks, Male 1ft 
female. $60. 1, show male, sable 
ft white. Call 892-5807. 


DACHSHUND pups, ,AKC, Mins. &. 
std. Smooths, wires. Shots. Finest 
bloodlines. Reas. 707-224-4961. 


DOG TRAINING 
M arin Co. Dog Training Club 
4 56-5293 — 897-1.335 


FREE calico kitten,. 
6 mo. 'Fully immunized. 
. 
Call 457-3374__________ 
¡FREE KITTENS 
LIKE OUTDOORS 
_ _ _ _________'924-3338_____________ 


'FREE to cat lovers'! 2 black long 
hair spayed temíales, 1 yr. ft. 1 
grey striped altered male, 1 yr. 
454.-5961.________________________ 


GERMAN SHEPHERD puppies, white. 
Some black ft tan... 5 weeks old. 
ARC. 707-762-71.06.. 
_______ 
GERMAN SHEPHERD puppies, AKC. 
¡Excel. 
blood lines. 
Guaranteed. 
$1.00 op. 457-1053, 456-5681,... 


GERMAN SHEPHERD puppies (1/4 
Lab) 8 weeks. Darling ft. smart. 
95 % boiisebroken. 'Each has $1.'0 
shot. $10'. 924-57.83.. 
_________ 


GERMAN SHEPHERD'S. Fine speci­ 
mens. 7 weeks. Females, $20. 
Call 924-0797...___________________ 


GERMAN/'SHEPHERD, female, pure­ 
bred. 2-1/2 years old. Excel, dis­ 
position. Free to good home. Aft. 
5 p.m... ,897-7483. 
_ _______ 


GERMAN SHEP. puppy, free to good 
i 
home. 
883-521.3 


5 ROOMS of furniture, dishes, etc; 


misc. 
household. 232 
Humbolt, 


S.R. 456-4777.___________________ 


4 POSTER bed frame, $25. Piano. 


$175. Overhauled ft bored Buick 
eng 
adapted 
to 
Chev, 
$125. 


ReTrig., $75. 456-3485. 


3 ROOMS Modern Furniture, incl. 7* 


pc. living rm.. 7-pc 
bdrm. with 


mattress and box springs and 5- 
pc. dinette All 3 rooms $329.50. 
Easy terms to suit 'you. 
Free Delivery 
Free Storage 
WESTERN FURNITURE. 
1848 Fourth St, 
San Rafael 


3/4 
CARAT diamond engagement 
ring, Assessed value.. $880. Rea- 
somable offer.. 453-3054„,_________ 
+ + + 
JPI 
™ 
30% OFF 


Picture Frame 
■ 
Sale 


SUNDAY JANUARY 17 
thru 
SUNDAY JANUARY 24 


MACKEY 
PICTURE FRAME CO. 


1113 2nd! St.. S.R. 
457-0495 


Miscellaneous For Sale— 254 


GIBSON eiec. stove, 
bronze, dbl, 
oven, self-cleaning. Used 3 mos. 
$500 value, $300. 897-1698. _____ 


GOING 
OUT of' station business. 
Compílete line of ¡service station 
tools ft, equipment. 883-4178. 


GOOD USED TIRES 
FROM $3.99 


MONTGOMERY WARD 


iiscellaieiNis Fir Sale— 254 


LUCITE 
plastic sheets 
(clear as 
?lass) factory 2nds„ Save 50%. 
tyrant pellets 12 cu. ft:.. $1.1,.95. 
Fiberglass 
mat 
49c 
yd, 
6211 
Telegraph, O a k la n d 653-3586- 


Tuesday, January 19, 1971 
Jtthr$)m brnt-4loiirnal, 25 


'Corte Madera 
924-4330 


HIDE A BED, NAUGAHYDE 
BEIGE, $25. Call 453-5598 after 
5 p.m .___________________________ 
HIDEABED, 
$35. 
Dbl. 
bed,, 
$10. 
Bunk bed w/matt., $25, 4 draw , 
chest, 
$2. 
Table 
lamp,, 
$2.00 
Phone 453-2386. 


★ MATTRESSES ★ 


from 
factory 
to you. 
Compare 
quality ft price ¡before you buy 
anywhere.. San Rafael Mattress, 
.148 E, Mitchell, S..R. 479-5224, 
MINI Nor cold ref rig.., $70. Ski rack, 
$.10. Medit. coffee tbl„, $35.. Crib, 
$25, Aft. 4, 456-4905. 
________ 


★ MOLO' - GLAZES W- 
50% OFF 
STANTON "S CERAMICS 
813 Grant. Novato 
897-4664 


Equipment Rental— 
284_ _ _ _ _ _ 


SEE BUTLER'S MAGNAVOX AD 


in Class, #212 for TV rentals. 


Marin County— 318 


UNITED RENT ALL can provide p u r 
garden ft yard tools - household 
equipment • party and banquet 
items * convalescent needs. 10! 
San San Anselmo. 453-5962. 


Machinery— 230 


IF 
GOLF 


SECOND ACT 
Next-T©-New Clothi ng, 
751 S.F. Drake, S.A.. 456-7062 
Clothing Taken On Consignment 


HYSTER turret truck... Motive power 
with trailer hitch. See at 291 
Flaming© Rd„ M ill Valley. 383- 
531.5, 


Miscellaneous Wauled— 296 


swimming, tennis, friendly neigh­ 
bors, school bus at door is your 
thing, one of these is for you. 


GERMAN Short.hair pointers, AKC 
10 wks, From excel, hunters. 472- 
2474, 


25 
HOT 
NUT DISPENSING 
INES. $20 ea. 
454-8468 after 6 p.mi. 


MA,CH- 


20'’"’' blond TV console, 
btk./wbt. 
good cond., $20; 7" sofa w/sllip 
cover, 
$75; 
maple 
bunk beds, 
best 
quality,, 
$60; 
bkcase... $8; 
nite stand,, $3. 453-1873. 


GERMAN 
SHEPHERD 
pups, 
AKC, 
Champion sires, guaranteed. Exc. 
temper. Tucker Hill Kennels. 1- 
707-795-6375. 


GOLDEN Ret. puppies. No papers, 
Excep. 
beaut, 
parents. 
$200. 
Eves.,,, 
524-1191; 
Wkmds.., 
435- 
3700. 


WAN! TO WORK 
410 40 HOURS?" 
■* HOUSEKEEPERS-! iva In out 
★ PRACTICAL NURSES 
★ NURSES" AIDES 
★ COOKS ft COMPANIONS 
Interviews 9:30 to, 4 


HOMEMAKERS—UPJOHN CO. 
1005 A St., S R. ............ 454-3200 
WOMAN for light electronic assem­ 
bly work. ¡Experienced. Apply in 
person, 
Mon.-Fri... 
8-12. 
1.600 
Juanita Lane, Tiburón. 


Positions Wauled— 045________ 


At- .1 
Domestics, 
nurses 
now! 
♦ Chabot Employment Agency. 
624 E. St., S...R. 
454-7350 


AVAILABLE R.N. 
Typ.„ local exp. 897-1743. 
BABY 
SITTING 
in 
Tiburón 
area. 
Days, Mon. thru Fri. Own tran- 
spot tat ion. Ages 3-5. 388-26'19. 


BABY-SITTING, High School girl. Ie r­ 
ra 
Linda only. Experienced,, in­ 
fants 
ft 
older 
children. ¡Eves. 
weekends only. Call 479-398L_ 


BOOKKEEPER, F,.C„ ex,per. NCR 395 
operator, local refs, Write P.O. 
Box 208, M.V. 
___________ 


CORTE MADERA, mother interested 
in swap baby-sitting, 
¡Ph. 924-2439 


STEINWAY GRAND PIANO 
O-Model. Mia pile. $3.1.00,. 
____ Call evenings 861-5206. ____ 


TRUMPET, BUESCHER, $50. 


Good comdl._______________ 454-6406. 


WANTED: Brand name silver flute, 
around $75 cash. 
Ph. 456-2574. 


Horseman’s Corner— 224_______ 


8-YR.-old chocolate 
mare. Sound. 
Suitaxlle for exper. teenager or 
adult... $250. 479-6792. 


OLD 


DAY WORK, EXPERIENCED 
Ref. $2.25 hr. I -665-6818__ 


EAGER,, HONEST, dependable experi­ 
enced 17 yr. old high school boy 
seeks after school and/or week­ 
end. work, Try me! Call 456-2770 
aft. 5 P M _____ 


FOR SERVICES SEE 
PHONE-FOR SERVICE 
DIRECTORY 


YR. 
OLD 
Bay 
mare. 
Morgan- 
Thoroughbred, spirited,, but. gen­ 
tle $700 388-1485,_________ 


APPAL0QSA, SADDLE ft ¡BRIDLE 
$200 
Call 892-9373 


ARAB/QUARTER ¡mare, 6 yrs., 14.3 
¡hands,, Gentle, sound. Exper. ri­ 
der. Moving must sell for best 
offer. 479-,2698. 
BOARDING FACILITIES 
Do 'you love your horsé? 
Well, so do I. 
'That’s why I’m running this ad to 
try, 
To get more horses along the p 
way. to live out here at the Lazy 
” IC , 
Reasonable rates, 897-7308 or 
897-3945. 
____________ 
CHOICE horse hay, straw ft alfalfa. 
Priced to sell. Open every day. 
Paris Hay ft. Grain 
707-795-4592, Pet a lumia. _ 


' "¡HASH'S SADDLE SHOP 
Saddle 'Warehouse Clearance 
Broke Ponies $50 and Up. 
2762 “ I” St.. Pet.____ 707-762-7080.. 


" HORSESHOEING 
¡Call any time. 
,897-7526 


GOLDEN 
RETRIEVER 
PUPS, 
AKC, 
excellent for field or show. $,1,25,. 
_ 383-0616._____________________ 


HALF 
Persian 
female 
kittens, 
6 
wks. Free to good home... Phone 
_ 454-8051.________________________ 


HALF SIAMESE kittens, 5 months. 
Very good dispositions, Free to 
good homes. 332-0560 aft. 6, 


IRISH SETTER AT S'T'UO 
AKC 
registered. 
Championship 
show stock... Call 8 3 8 - 2 4 3 9 .__ 


IRISH SETTER pups. AKC rag. 6 
weeks old, 
1/10. 
Vitam in ted. 
$75-$ 100. 
Call 892-3985.__________ 


1LA.B1RADOR! Pup, 5 mo., with shots. 
Free to good home only... 
___________Call 453-1922... 
_ _ _ 


MASTIFF. Housebrokan, very gentle, 
100' lbs, 
1.1 
mo. 
Malle, shots, 
$20. Gary, 454-83.23.. Ask, for the 
School, 9 to 3.________________ ___ 
"'PEKINGESE PUPPIES, 8 WEEKS, 
AKC registered. 
Call 707-763-6795________ 


POODLE 
mix 
puppies, 
6 
weeks, 
male ft temíale., $1.0' each. 
453-2647 


ALL FURN: pink 12x1.2 rug. $45; TV, 
$65; phono, $45; tape, $25; 14’ 
boat, $.150; misc. 897-5915. 


ALDER, Eucalyptus, Oak wood. Sea­ 
soned dried. $45 cord plus deliv- '! 
cry. 707-795-3034. 795-3869. 


ANTIQUE 
mir... 
chair, 
$200... 
Gov. 
Winthrop secy.,, $75, Chinese rug, 
3x3, $50. .461-0799._____________ 


BENCH grinders, w att volt meters, 
•tec. heaters, Hallierafter S38E. 
Call 453-0677.___________________ 


BELL 
HELMET 
with 
shield, 
$25. 
Wilson 
woman’s 
golf clubs.; 
3 
wood; 3, 5, 7, 9 irons ft putter; 
_ never used, $65. 897-6491. ____ 


BELL’S DRY FIREWOOD" 
Oak, euc„, pine. 24” ft shorter... 
$23.50' per 1/2. cord ft. up. Loc. 
free del. 454-0468, 
__________ 


BEDROOM Suite, $60; Hohner ac­ 
cord ion, ' $55; Grundig Hi-fi ra- 
dio/phono, 
$95; 
deep 
freezer, 
1 2 h . bicycle, $10; 897-2914. 
_ BICYCLE, BOY’S $15. 


GOOD COND„_479-4206 


Bicycle— Girl’s 17” Schwinn 
S tingray model. $30.. 453-2577. 


BOY’S bike, Schwinn Stingray, 
Blue. $.30.. 479-1310._____ 


' 
BURGLAR ALARMS...... 
Complete Sales, service ft instal­ 
lations for commercial & residen­ 
tial 
properties. 
United 
Alarm, 
Systems,, Wes Mlonoogan, owner. 
456-2211. 


HIDIEABED sola. $100. W alnut desk 
ft. chr.„ $¡50. Full length brown 
Moufon fur coat, $50. Typewriter, 
$25. 472-201.4 . _________________ 


HOLLYWOOD twin bed, $45 head­ 
board, $65 4” foam 
mattress, 
box springs, ft. roller a. Complete,.. 
$75. Like new. 897-5978.________ 
' IDEA!! 
YOUR W THRIFT AD 
CAN BE IN OVER 
44,000 MARIN HOMES 


And . . . at the lowest cost for 
the ¡most readers in a ll Marin 
County. 
Don’t pay more for less than, the 
best .. «-.* and have to WAIT for 
¡result».. 


l-J THRIFT ADS 
• Here’s How They Work • 


Private 
parties 
mi,ay 
advertise 
merchandise up to a total of 
$250'. 
3 
lines for 4 days for 
$3.00. Include price of each item 
in your ad. Sorry no refunds at, 
these low rates., 


That's All There Is To It! 


Phone Your Friendly l-J 
Classified Ad Girl NOW! 


SKI! 
POLES, 
never 
used, 
1 
pair 
aluminium',, 
4®'” ; 
2 
prs. 
steel, 
52” . $8 p . 453-3004. 


SLIDE cube projector, Bell ft. How­ 
ell, 
w/remote 
ft 
auto, 
focus. 
$100'. 479-91.66 eves... wkemds. 


SPRAY COMPRESSOR SALE 
1 only — regularly $436.35, 1- 
1/2 hp, now only $299.58. 1 only 
— 2 hp, 220v ASME' Tank, model, 
reg. 
$600, 
now only 
$399.50. 
¡Empire Paint Co., 815 3rd St., 
S.R. 457-0102.. 


6 OAK CHAIRS 


461.-5038 


STAINLESS steel shelving, flake ice 
mach. w/syrup dispens., N.C..R. 
cash reg. Fawn cig. mach. Many 
other misc., rest, equip, ft. supp. 
388-9187. 


4534000 


KENMORE washer 
ft. 
dryer, good; 
condition, $75. 
Ph. 453-9067. 


KENT WOODLANDS. Wain, king size 
headboard. $40; end tables, $20'; 
pr. wain, bookcases, $40; _ pr< Fr. 
prov. 
slipper 
chairs, 
$50; 
pi 
trad, chairs, $60: misc. pictures 
ft. frames. 461-5732... 
KING SIZE bed with headboard 
frame. Good condition. $55. 
Call 454-0791 


SUPER 8MM camera ft proj.. water 
air cooler, eiec.. typewrtr,, 7"’ sofa. 
Amana refrg. ft freez. ft a lot. 
misc. 388-9.167. 


BEEN LOOKING? 
Why not. a smell ad here? It, will 
go into 7 out of 10 Marin homes 
EVERY night!1 Surely one of these 
thousands of readers, has JUST 
what you want. Phone the M, 
453 4000 right NOW! 
_____ 


CASH for clothes dryers, 
working Of not. 
Call 897-1819 


Townhouse: 3 tadrms.., 3 baths... 
Lock the door ft travel. .Asking 
$50.000. 


3 bdrm.,., 2*1/2 baths. The, family 
room has a 'beautiful fireplace ft 
there's a 
formal 
dining room. 
Priced at $.54,950. 


COIN COLLECT IONS, one or fn lots. 
Any coins prior to 1965. Call 897- 
6502. 


TRUCK ¡LUMBER RACK 
for 8" bed. Like new. Best offer.. 
Call 457-1881.. 
USED' houseware - homeware bar­ 
gains galore. - Washers, dryers, 
stoves, 
furniture, 
knick-knacks, 
books, 
piano, 
rugs, 
pictures. 
Browse ’A Round Store, 1,599 Sir 
Francis 
Drake, 
Fairfax. 
Phone: 
456-2780. 
VARIOUS pieces of furniture, car­ 
pets, other home furnishings... Pri­ 
vate party. 433,-1861. ask for Mr.. 
Burkhart. 
Weekends 
call 
897- 
8082._____________________________ 
VI'Bt OR IAN sofa; matching sofa ft. 
chair: oak rocking chair. All new­ 
ly upholstered. 454-1981,. 


USED SAFE 
Appr. 
60*".., 
Details, 
including 
price to l-J 'Box 509. 


Marin County— 311 


2 HOUSES 


For The Price of 1 


Two bdirms., level,, 75xTQQ" lot. 
Present 
income 
from 
1 
home 
$185 mo, which could be in­ 
creased with repair work on the 
2nd home. The price is right! 
$22,500 


2 bdrim.,, 2 baths — ¡right on the 
fairway. This is perfect for the 
teenager or mother-in-law situa­ 
tion. Offered at $56.500.. 
456-1282, REALTORS 


HOME & LAND CO 


JUST LISTED—138,950 


A VERY PRIVATE HEAVEN with old 
world charm... 2 bdrm. home set 
on about 1/2 acre of ¡I o v e I y 
gardens, patios, decks ft e view. 
A MUST SEE. 


★CREST PACIFIC 


24 HOUR SERVICE 
1414 Lincoln, S.R. 
456-2350 


u NEW HOMES 


J f 


WATER 
SKI, 
Maharajah* 
concave 
slalom ski w/vinyl carrqing bag 
9-91/2'" size, like new, $75. Life­ 
line boat, racing vest, never used, 
$60. Ph. 897-"6491. 
« 


I. JOHN MOUNTZ 
Realtor 
454-8500 


CARPET 11.2: sq. yds. beige acrilan, 
$2.50 per yd. Turq. lined drapes, 
I3 ’x:9€ „ $20. 897-4657. 
SALE ★ 


¡POODLES, 
white,, 
AKC, 
shots. 
3 
males, 
1 temíale. 
12 wks. old, 
8 97-7690.________________________ 
POODLES Wr-W 
S i. mina. Terms or trade. 
Stud service. 472-1.902,.. 


PUPPIES, 
Poodle ft. labrador mix. 7 weeks. 
924-4644 


RACOON, pet. 
shots. $50. 
9 months old, all 


892-5383 


NEW CARPET: 1st Qualify Acrilan,. 
Kodel. Nylon rolls. 20-1.50' yards, 
left over from model homes, apt. 
houses 
and 
decorator installa­ 
tions. Special price from $3.95 
yd. 
Will'll 
install. 
Credit 
terms 
available. 
CALL FO'R FREE ESTIMATE 
FLOOR DECOR 
924-1020 
CARPET warehouse sale. Sat., Sun... 
10-5. Montee ito Cntir. over Good­ 
man's. 457-201.1. 


★ NEED HELP ? ? ★ 
CALL HOMEMAKERS. INC. 
Division, the Upjohn Co., 
'Bonded, 
insured, 
housekeepers, 
pracf, nurses» companions. Live 
in or out. 45,4-3200. 


R'N-Wlll do nursing, housekeeping, 
cooking, child care, your home. 
Household erra nds. 456-8614.... 


SALESMAN/ Creative. m th iM ia s tii 
exp. Adv..;. Mfgs Rep.; slat, sales. 
415-388 9212.___________________ 
WILLING to do any cleaning and 
odd jobs about your home. Rets... 
Phone 454-3339. 


m u Care— 
050 
_ _ _ 


7 YEARS In Marin. State licensed 
all day nursery school, 2-6 yrs. 
Nr. Civic Center. 479-9432. 
DAY CARE in my lie. home 2 years 
ft: up. Conv. San Rafaal location. 
Ph.. '453-6648 
______ 
Day care in my lie. home. 1 block 
Isabel Cook Sch- S.A, Any age. 
Loving care. 453-1371 
________ 
'EXCELLENT lie. nursery, S.R. Pre- 
schl. Ages 2-5. Swimming, indoor 
iftd. pool. 453-4402._________ 
_ 


FAIRFAX, DAK MANOR. Age 3 up 


fu ll of part t iW . 453-91.40___ 


KENTFIELD licensed 'home 
dren.. Infant to. 1 1/2 yrs 
¡126 McAllister 


QTR. 
¡mare,. 
15.1 
hands. 
8 yrs. 
Show, frail, ranch work. $700' or 
offer. 453-3719. 
_____ 
______ 


¡SHOES pulled 
ft 
hoofs trimmed... 
Graduate Fairirier... Call Cliff .Zueco, 
897-3813, eves... aft. 6. 
VERY GENTLE small miare. Good for 
show or trail. $400. 
454-1077.__________________________ 
WANTED': 
Thorough bred 
type, age 
open, 
pref... yearling. II 
do 
not 
have 
¡much money, 
but 
good 
home ft lots of love. Write IP.O'. 
Box 232, Pt. Reyes S t a t i o m 
94956.____________________ 
WILLOW 
RIDGE 
Stables 
Open, 
Boarding, lessons, training. Box 
stalls ft pasture available. Call 
¡Rich Falletreau» 663-1.345.. 


Farm Products— 230 


BABY ducks, chicks, laying hens, 
roosters,, fertile eggs, baby rab­ 
bits, all sizes. Geese. 453-0911. 
GOAT'S, BRED DOES 
707-762-7658 after 6 p.m.. 12,5 
iRainsville Rdl,, 
Petaluma __ 
HAY ¡FOR SALE 
Alfalfa,, Oat ft. Straw 
190 So. ¡Novato Blvd., Novato 
__________ Open Every Day 


Pits— 23S 


REGISTERED PERSIANS, exotic co­ 
lors... Kittens ft. stud service., ¡all 
892-5807._______________________ 
SAMOYED "’PUPPIES., 
2 
beautiful 
males, AKC... all shots, champion 
liiiiies, 7 weeks old. Choose now, 
take home 1/23. Call 892-5564. 


.SALUKI hound, male, .14 mos. pedi­ 
greed. Has shots, houisebroken. 
Show quality. 454-2984. 


SHELTIE-BORDER 
COLLIE 
pups, 
bright, responsiva. $15. 663-1514 
¡before 8 am or wk nd.___________ 


SHEPHERD/LAB 
mix, 
black, 
male 
puppy, ■ 
■ 
2-1/2 
mos. 
Extremely 
friendly'. Free.. Call 457-0173._ 
SI.AME.SE Sea I point kittens. 9 weeks 
.old. Very .affectionate,. $15. 383- 
1.144 eves._______________________ 
SIAIME.SE kittens, Seatpoint, 7 wks. 
Purebred., 2 malíes, 1 (amala. $10 
each. 3.88-7549 
_______________ 


★ SPECIAL SALE ★ 


Lhasa-Poos; Seattle; Lhasa Apsos; 
Pom-cross; York»; Poodles. $25 ft. 
up. Pink Poodle, 461-5564. 


TOY POODLE, apricot 'female, born 
Oct.' 17, AKC... Shots. Champion 
lines. 461- U M ._________ 
_ 
WELSH CORGIS.' 
2405 Coffee Lane. Sebastopol 
__________ 707-823-2342_______ 


WHILE THEY LAST 
¡Beautiful purebred white German 
Shepherd 
puppies. 
No 
papers... 
$35 each. Call after 5 ft wkmds. 
479-1734, 


CARPETING. Layer has excess. At 
cost... $3.50 ft less. C o 1 o r s . 
Pad./insta i. also. 3,88-1562.______ 


CHANDELIER, 8 candle, solid an­ 
tique brass,.. 3' diam. $300 new. 
___ sacrifice $125.. 383-414,7,. .. 
CLEANINGEST 
carpet cleaner you 
ever used, so easy too. Get Blue 
Lustre. Rent Electric shampooer, 
$1. Scott Hardware, 13,20 4th St. 
S.R.______________________________ 
COFFEE table ft. 2 end tables. Fr. 
Prov... Very old, possibly antiques. 
Excellent cond. Asking $80 for 
ail. 456-0818.______________ 


CRIB, $25; Serta tw in bed set:,i$50; 
2 student desks, $3 ea.; child's 
phono. $5. ¡Exercise bicycle, $50. 
3.8.3-087.1. 
_________ 


DESK and chair, $40', nice 
883-5421_____ 
'DOG RUNS ■" PORTABLE 
Dog houses, storage sheds, play­ 
house. 707-763-2371 eves . 763- 
7322.________________ 


DARK ROOM equipment. Completa 
B ft W ft: color. Durst. Mi 301 
enlarger, 
¡P/C 
ft, 
color 
filters, 
timer, trays ft Processing tanks. 
Over $300 invested, asking $1.75. 
435-0980 'eves. 
_________ 


DISHWASHER. 
WhiMpaol 
portable.. 
Exc. cond., $75. Standard bath 
encl. doors, $1,0'.. 924-9386. _ 


DISHWASHER, WHIRLPOOL 
Excellent condition. $50. 
456-1993 
DISHWASHER, like new. $125; rat­ 
tan trunks, $1.3,5'0 each; clothes 
hamper, 
$5 to $7.50;. Polaroid 
camera, $20. 38 8- 249 3.___ 
DOUBLE BED, $12, ref rig., $50, gas 
stove, $12; chandelier, $4... 479- 
6979, eves,. 


★ LEATHER ★ 


Complete selection of 
leather for every purpose. 
Monday to Friday 8 to 5 
C,T. STRUVEN CO... 
23 Joseph Ct.„ S.R:. 479-7422 


LIKE” NEW washers and dryers at 
used prices. Call 383-0707. Ask 
for Ted in Credit Dep t._____ 


LIMED oak dbl. bed/Sealy matt.; 
wal. mirrored dress. t.bl.,„ chest 
drawers. All $75... 924-3757. 


MOVING, must sell. 
Hand some 8 
pc. dining room set with beauti­ 
ful china hutch, cost $700, sell 
$.150 or offer. Also bookcases, 
chests of drawers, washer/dryer, 
redwood 
picnic 'table set, etc... 
435-11.42.________________________ 
NEW 
ft. 
Used 
Sewing 
Machines 
from $19.95 - Vacuum Cleaners 
from' $ 1.9.95. We feature VIKING 
ft. EUREKA. Automat ic 'Sewing ft. 
Vacuum Center, 
914 C Street, 
San Rafael. Phone .456-7342... 


OUR nine store buying power al­ 
ways, allows us to sell for less. 
MOLDINGS-MATS-GLASS! Hundreds 
of ready made frames... 
MACKEY PICTURE ¡FRAME CO. 
1113 2nd St.. S.R... 
457-0495 


PLAYHOUSES 


Storage sheds ft: dog houses. All 
redwood.. 707-763-6306. any time. 


POOL TABLE, $85 


__ 388-4417__________ 


-* POOL TABLES - DEALER * 
Country Club Billiards,. 594.1 Red­ 
wood Hwy. Ignacio. 883-9984.. 


WEDDING RINGS: 2 sets. I quarter 
karat center diamond w/11. at 
.02 karat each. Single cut side 
stone. Appraised at $269, best 
offer. Also 1/5 karat center stone 
w/S at .01 karat single cut side 
stones. Valué $192.80, best offer. 
897-7,81.6..________________ 
_ 


WE WILL SELL, any item we rent. 
See our ad in C I a s s #284. 
United Rent All - San Anselmo. 


WIG.. 
Brunette,. 
Never 
been worn 
Human hair, 
short. Orig. cost, 
$1.25.. Sac, at $75, 383-4290'. 


YASHICA ELECTRO 35. Exc... cond. 
OXF 
1.7, with electronic flash 
included. $110. 479-7600. 


ASSUMABLE 6% LOAN 


This two bedroom,, hilltop home 
has a fabulous view, full sun, 
perfect weather. Immaculate in­ 
side and out. All electric kitchen, 
drapes and carpets. Huge living 
room has a Franklin stove and 
opens to big sunny deck... Assum­ 
able $2.1 ,,000 loan has payments 
of 
$184 
including 
taxes 
and 
insurance. Less than rent! For 
price $2"9,5'0'0 including a Dough­ 
boy Pool. 


Aviation-Airplanes— 260 


PARTNERSHIP available in 
1969 Cessna 150 'Commuter. 
Call 472-2463 after 6 p.m. 


Office Equipment— 266________ 


LATE model Royal & Olympia type­ 
writers, 30% off; desks, 20%, off-, 
file cab.., 20% off; typing, stands, 
2:0%, off, Cosgrove Office Equip., 
1542 4th. S.R. 453-9227. 


BoatsSupplies— 212 


LASH REALTY 


55 Broadway, Fairfax 
456-6400 
Eves. 454-7386 


BROWN SHINGLE 


On a level lot two blocks to town, 
and an easy w alk to schools, this 
4 
bedroom 
older 
home 
needs 
some work. It has a huge living 
room with a fireplace,, a nice 
family kitchen and a sunny brick, 
patio. We think it ’s*a fine value 
for someone who's not afraid of 
a little work. $25,000. 


LASH REALTY 


ROLLE I FLEX 2.8 F Planar 120/220. 
Almost 
new. 
w ith 
accessories.. 
$330. 454-1487.._________________ 


SAVE ON PICTURE FRAMING 


FACTORY 'TO YOU 
Unfinished picture frames. 
Fra me- it-yourself mold i mgs.. 
FREE INSTRUCTIONS, 
CREATIVE MERCHANDISERS 
285 Jacoby St., S.R. 
453-7346 
(Open 7 Days.)___________ 


23’ SLOOP, hull and mast recondi­ 
tioned. 
Needs 
some deck and 
cabin work... $450. 453-8422. 


1968 
Chrysler 
Cadet 
fiberglass 
boat, 30 h.p. Johnson eng., tilt 
trailer 
plus 
1959 
Pontiac 
sta. 
wag.. ¡Fully equipped1 incl. factory 
air. The wife says get rid of your 
toys, so make me an offer. 883- 
7948._____________________________ 


17'" “FIBERGLASS 
trailer,, 
33 
HP 
Johnson, like new. Convert, top. 
stor. oov„, etc. 897-7344.... 


1.5’ MAHOG. hull over glass, 55 HP 
Merc... outboard, frlr., $495/offer. 
388-071.8. 


55 Broadway 
¡Fairfax 456-6400' 
Eves. 453-1773 


★ ★ ★ 
SALE 


FLOOR COVERING 


201 to 50% on all items in stock 


Armstrong Sheet Vinyl 


3/4 
LAB, 
1/4 short hair puppies. 
Good hunting dog, good pet. $10... 
Call 887-6613, 


2 chil- 


KID0I ELAND-PR E-SCHOOL 
WORKING MOTHER'S PRIDE 
* CHILDREN’S DELIGHT ★ 
.See Yellow Page 136 


LICENSED San Rafael home... indivi­ 
dual care for little girl between 3 
ft 5 yrs. 454-2680. 
M.V. Lie, home. L,g, level fenced 
yard. Close to commute. Loving 
caret 388-2920. 
______________ 
S R, Forties area. Loving care In my 
lie. home. Full or part lima. Hot 
lunches. 456-3304. 


TV. RaXio. Hi-Fi— 212 


1968 23" COLOR TV. ¡Excel',, cond... 
Must sell. Cost. $599. $250/offer. 
4 5 3 - 2 5 4 9 . _____________ 


COLOR TV, LIKE NEW 
$250 at ¡best offer.________453-1209 


'KLH stereo model 20' ft. Sony 250 
tape 
deck 
in 
a 
custom 
built 
cabinet.. $425 or best offer... 456- 
9718 art. 7 p.m. 


25 Gallon Pence Aquarium 


'Complete, $50. 
383-1292' 
ADORABLE cockapo© pups, females, 
6 wks., A must see.. Show In your 
home:. $25. 453-71 / 0 ...... ........ 


AFGHAN PUPS. $150 up. AKC 


and shots. 4¡54-5505... 


6arageRumma|>e 
Sales— 242 


¡MOVING SALE. Some furm,, appl 
clothes, ¡books, odds ft ends. 412 
Jewell St., S.R. 453.-8370,., 


Antiques— 241 


E.LEC. stove w,/ovens, used, .$39';, 4 
burner surf ace range, used. ,$.¡25; 
Day 
& Night furnace. 
12,5.000 
BTU, used oinly 6 mos.,,, repos­ 
sessed (fakes air cond.) $198. 
ONGARO ft SONS INC.. 
454,-7400 


ENCYC. Britannica and year books,. 
.1956 to 1.970, $70. Phone 456- 
4091:_____________________________ 


FRIGID,AIRE refrig.. Clean through­ 
out, 
good 
working order. 
$35, 
Phone 479-6274,. 


Was 
Now 
Pirelle 
$8.95 
$4.45 
Sherwood 
9.50 
6.65 
Cambrolle 
9.50 
4.75 
¡Coronel te 
9.95 
7.95 
Cushioned 
Coronel lie 
11.95 
9.55 
Solarían 
8.95 
6.25 
Montina 
9.95 
6,95 
S a briiil 
4.95 
3,55 
Rochelle 
4.95 
3..5-0' 
Brigantine 
4.95 
3.50 
Palestra 
4.95 
3. .50' 
Terri na 
4.50 
3.15 
Come Ma¡ ble 
4 50 
2.55 
Santa Cruz 
3,95 
3.15 
Castillian 
4.50 
2.25 


14’ BOAT, 7-1/2 h.p. motor. Trailer, 
lights, oars, sail Is, mast. Moving. 
must sell. $1.50'... 454-3065.______ 


14’ BOAT & Trailer, $200' 
_ 
Call aft. 6 P.M., 9:24-2492__ 


ARENA 'CRAFT ’69. motor, trailer, 
ski equipment, life jackets, many 
extras. Call 479-4.60,2...__ 


BOAT, 75% completed. 8"x23"p, ply­ 
wood fiberglass... Must sell. Call 
Santa Rosa. 546-7390.___ 
I 


CAL. 25. E x c e l , cond. Loaded 
w/extras. 
Slip 
available.. 
_$5895/offer. 408-246-1306 eves... 


FREE classes in Piloting, Seaman­ 
ship and small Boat Handling. 
UNITED STATES POWER SQUAD­ 
RONS. Register at opening ses­ 
sion 7:30' p.m., Jan.. 26, 
San 
Rafael High, Jan. 27, Redwood 
High, Jan. 28, ¡Novato High. 
_ 


" " I n s id e s t o r a g e ” 
Boats, cars, etc. ¡Larkspur 
$19/mo. 924-0464 or 383-04 75 


WANTED: Used 0 lm Sailboat 
Call 924-2448 


~ WANTED: 11 kw. GENERATOR 


Pref. Diesel,, 
any cond. 3,13-4642 


$24,950 
MORE THAN MEETS THE EYE 


A level site, 55x141, a live year 
around' creek along the rear peri­ 
meter of the 
property... Just a 
short walk, to shopping center. 
Drake High and commute bus... 
This is a large 2 story home with 
2 
bdrms. 
and 
bath on upper 
level... lower area with 2 addition­ 
al bdrms. and 
1/2 bath. Com­ 
plete built.-in eiec. kitchen, w/w 
carpeting, 
central 
¡heating sys­ 
tem.. Easily financed. Eves..,, Mr. 
Attell, ,897-5453., 


$27,950 
Kentfield— Large Family Home1— 


A 2 story ¡residence providing 4 
bdrms., 
2 
baths, family room, 
Via Iking distance to Col lege of 
M!ariin, 
shopping center 
and a 
perfect commute to San Francis­ 
co. Brick patio, private rear gar­ 
den. 


GALLAGHER- 


STLRiAiE- 
REALTOR 
310 Sir Francis Drake 
San Anselmo_ _ _ _ _ _ _ 456-6262 


SELL IT QUICKLY 
WITH AN Í-J WANT AD 


We have 1,2 level building sites 
to choose from. All with panor­ 
amic views,, some marine views, 
the sky line of San Francisco, it. 
Tamatpais & the East Bay. A 
quiet traffic-free location with 
elementary schools, shops. & 
transport, less than 5 minutes 
away. Located in San Anselmo. 


A FINISHED home built to your 
specifications, including the lot, 
can be yours, 


Select your colors, appliances, 
tile, carpeting, etc. 


These new homes are exclusive 
with this office. Priced from 
$39,500 up. 


YOUR OWN HOME MAY BE 
TAKEN IN TRADE. 


¡For further 
informal.ion, call our 
office. ¡Eves. Mr/ Jon Ghiringhelli, 
456-5447,., 


GALLAGHER- 


STURIALE 


REALTOR 


310 SIR FRANCIS DRAKE 
SAN ANSELMO 
456-6:262 


★NEW LISTINGS 
NOVATO 


Located 
in 
Pleasant Valley... 
3 
¡bedrooms, 
2 
baths, 
brick fire­ 
place, large all electric kitchen, 
2-cat garage, fenced yard. Home 
vacant, 
immediate 
occupancy. 
Owner 
anxious, 
to 
sell 
- 
has 
purchased another home. Wall to 
wall rugs. Asking only $27,750. 


PERACHIOTTI 
REALTY 


Marin County— 318 


400 ROWLAND BLVD.. 
NOVATO 
892-5430 
EVENINGS: 892-5986 


★San Rafael Duplex^ 


$32,500. 


Ideal location, near San Rafael 
High 
and 
Montecito 
Shopping 


Center. 
Main unit has 2 bed­ 


rooms, family room, dining room. 
Kitchen with breakfast area, re- 
fng 
ft range! 
Other unit is a 
studio with kitchen, bath, private 
entry. Level yard fenced ft land­ 
scaped. Exclusive. 


RIVERS-JACKMAN 


Realtor 
6 RED HILL 
SAN ANSELMO 
Phone 453-3158 


JACKSON’S 


Corner Woodland ft, Dubois 
San ¡Rafael 
454-3740 
Open 7 to 5 weekdays 
___________9 to 2 Saturday___________ 


AKC miniature dachshund puppies, 
6 wks. Adorable. 2 M, 1 F„ $100, 
$125. 479-1633 aft. 5/Wknds. 


AUSTRALIAN Shep-.-beagle mux, fem­ 
ale, 4 yrs., needs good home. 
Healthy, lovable. Free... 383-0749'. 


AUSTRALIAN SHEPHERD. Reg. Work­ 
ing ranch dogs,. .10 'weeks old. 
Ready for training. $75 ft $100. 
453-731,2. 
AUSTRALIAN Silky Teniers, 1,3 wks. 
AKC. All shots. To see is to love. 
Phone 456-3097. 
BASENj|: * African barktess dogs. 
Male and 
female. 
2--1/2 'years 
old. 
Papers 
'included.. 
707-763- 
8898.___________________________ 
BEAUTIFUL kittens, striped ft black. 
3 males. ¡Free to good homes. 
tex trained. 456-8631.___________ 
BEAUTIFUL 
Sarmoyed 
puppies... 
2 
months, AKC, shots. 
863-6915 


2ND DUTCH AUCTIONL 1 regulator 
school 
clock 
will I 
be 
reduced 
$1.00' every day until sold.. The 
Warehouse 
Antique, 
815 Grant 
Ave... Novato, Lots of new ft used 
furniture. Hours: Tues, thru Sat.,, 
10-3¡, Tues ft Thurs. eves., ■ 
6-9 
"P.M.. 
jj 


BELT BUCKLE. COLLECTION 
Some Wells ¡Fargo. Approx. $.25 
each... Call 383-1276. 


BURMESE liens, reasonable 


Phone 332-5380 


CLEARANCE 
1000 antiques ¡reduced _ 
Up to 60% off. 
Jodys Junction 
1,60 Almonte Blvd.., M.V. 


DID YOU KNOW??? 


Something exciting ft unique is 
happening in Mann? The Collec­ 
tive. a showcase' of .18 Antique 
Shops under one ¡roof, is opening 
in SAN ANSELMO' on JAN. 31st 
Sales people ft all services are 
provided for a nominal fee. Re­ 
servations are being accepted for 
the few remaining spaces. For 
inform, call 453-1790. 


PLAYER’S PIANO ROLLS Tool lectors - 


1896 on. 
___________ 892 5666_____________ 


THE ANTIQUARY 


First 
anniversary 
sale 
English, 


French. American Country antiques. 
312 Sir Francis Drake Blvd . San 
Anselmo. 10-5, Tues Sat ; Sun, 1-5. 


FIREPLACE. WOOD 
Fir, $36 cord. Oak, $50 cord. Fra* 
delivery, 707-795-4202____ 
FIREWOOD, hardwood. $25 cord, $5 
del. charge. '454-990'1» 12-9 pm. 
Chain saw servica._______________ 


FIREWOOD, oak, split, dry, stacked.. 
$33 tier. $65 cord. Free delivery... 
707-539-41.56. 
FIREWOOD' for sale: Oak. madrone.,. 
eucalyptus, fir. D ft N Firewood. 
390 McDowell Blvd. No., Petalu­ 
ma. 707-763-3621. 
FRIGIDAIRE 
lefrig. Clean through­ 
out,, 
good 
working order. 
$35. 
Phone 479-6274. 


¡FREIGHT ON HAND: 1.7 pc. 'water 
less 
stainless 
steel 
cookware 
sets, !o 'heat',. Reg. $199...50 him', 
demo price. Dispose $62.50 ¡set. 
Call collect, ¡Mr. Thom, Copy Pap­ 
er 'Freight 
'Warehouse, Los Am 
geies. (213) 4'66-3234. __________ 
FRUITWOOD break!root tbls... chairs, 


din. rm. set. tools. Moving, will 
sacrifice. 388 6206 
____ 


FURNACES - USED, BLOWER 


ALLEN HEATING 
924-2425 


GE 
refrigerator, 
good 
condition. 


$90. Phone mgr 
388 6644, 700 


Town ft Country Vill . M V._______ 


GIRL’S white Provincial dbl hdbrd.. 


dresser 
w/mtrror ft nite stand. 


Misc. turn. 435-4186. 


★ 
★ 
★ 
SEMI-ANNUAL 


Persian Rug 
m 


SAVE 
1l 50% 


' f i l l Items' 


i d 
^ 
. 


Largest 
selection 
m 
Northern 


California. 


i Imported directly from Iran. 


Rezaian 


Persian Rug Co 


(Open 7 days 11-6) 
256 Shoreline 
At Tam . Junction', 


Mill Valley. Phone: 383-5733 or 
388-9637. 


• 
NIPPER & MARCHANT 
t 


$22,500 HANDYMAN’S NIGHTMARE. Change this Santa Venetia house to 
a home 
4 bedrooms, 2 oaths, patio, built-in stove and double 
garage Financing like this is a seldom found thing. 10% DOWN, 
8 1/4% INTEREST, 30 YEARS NO POINTS An opportunity only once 
in a long time. For family short on money — long on labor. 


$24.000 CLOSE IN SAN ANSELMO solidly built home, lust listed — in 
commercial zone 
Kitchen needs remodeling 
2 bedrooms plus. 
Thera's a full basement and large level site. Lots of possibilities. 
Move right in. 


$24,500 
DRASTICALLY REDUCED. Tremendous buy — Downtown San 
Rafael, ideal for modest investor or perfect to live in one unit and 
have income Choice level property on E St. 


$38.500 A KENTFIELD SPECIAL — right near the college. 3 bedrooms, 3 
baths, modern kitchen, family room, breakfast room and base 
ment. In law apt easily arranged in rear Must be sold to settle 
estate. Move right hi. 
. i 
■ 
* 


$39,000 EVERYTHING IS HERE 
Beautiful — understatement of 1971 
Stunning heated and filtered swimming pool, decks and patios 4 
bedrooms, 2 baths, family room, carpets and drapes — superb 
decor. In nicest Novato area. It’s just very special. 


$45,000 NO WHERE MORE. A like new home in San Anselmo with space 
galore. Spectacular view and easy walk location Big living room, 
dining room, 4 bedrooms. 3 baths, 2 fireplaces, rumpus room and 
great 
built 
m 
kitchen 
with 
targe 
eating 
area. 
Immaculate 
condition Must be sold immediately. Let us show you this value. 
Exclusive. 


$47,950 
SEE 
THIS LOVELY San 
Rafael 
home 
near 
yacht harbor 
Beautiful SWIMMING POOL covered patio and quiet gardens 
at) 
level 
3 bedrooms, 2 baths, extra large garage, closets and built 
ms galore So attractive 


SMALL HOME- 


LARGE LOT 


$19,500 


Expandable home on approx. 1/3 
acre 
Gentle downslope view lot. 


Privacy. 


LARGE HOME- 


SMALL LOT 


$40,950 
5 plus bdrms., central hall plan, 
2 story. Rentable rooms or for 
large family. Wifi trade for small­ 
er home, perfer Corte Madera oí 
Laikspur. 


Frank E King Realtor 
K I N G 


1607 5th Ave . S R. 
457-1855 


SPACE 


. $79,950. LOCH LOMOND — on a corner level site 
Spacious home 


meant for the large family. 5 bedrooms. 4 1/2 baths, den, family 
room and enclosed porch. Lots of sparkling perfect extras. The 
yard is planned for family fun with swimming pool, children's play 
area and decks. It’s luxury thruout! 


• 
NIPPER & MARCHANT 
a 
I Cr 


Coiner 2nd ft E Sts., te n Rafael. 
MULTIPLE REALTORS. 
Day or night call 456-9622 


3 bdrms., family room, plus 16 x 
22' 
recreation 
or 
all 
purpose 


room 2 baths. Near high school. 
Asking $35.950 
FRA or Gi loan 


to qualified buyei 


$33,950 
1 


CORNER view tot. Extra large 3 
bdrms., 2-1/2 baths 
Owner wil! 


assist with financing Try $3.400 
down! 


MARIN TOWN 


& COUNTRY, RLTR. 


3rd ft D Sts.. 
San Rafael 


454-3145 


EVES 924 9203 892-2779 897-7265 


26 3 n b f E r n f t r n 4 - lt m n t R l t 
Tuesday, January 19 , 19 71 


I-J THRIFT ADS 
,, 
. 3 lin e s, 4 days $3.00 


frtvo t* porf¡M only. 


Price of oil item» 


•atfc ad S3 SO 
or l«M. 


w 
4 5 3 -4 0 0 0 


rates 


Marin Dwnly --316 


Cwle Mateia— 346 


Four Stars ★ ★ ★ ★ 


Like' a great movie, this is a rare 
"hit" with one great feature after 
another, lust look! 


story beauty, shake roof, 
i/ely Vista 'Del Bahia 
in 


★ Gl & FHA + 


w 


FINANCING 


AVAILABLE NOW! 


If you are short of cash for that 
down payment but your earnings 
are good! . . . it's time to phone 
1 'your nearest TIMMER office . .. „ 
i we'll help you get that loan!!'! 


| ~ 
YOUR CHOICE 
■ 
of 2 fine 3 bedroom. 2 bath, 
family room homes in West Nova 
to at $28,950' . . . others availa- 
I ble in .San Rafael and Petaluma 
. . . it. 'won’t cost 'you a penny to 
# pick up the phone and inquire 
about ouir excellent Cl and FHA 
t financing 'programs!!* 


TIMMER’S 


San Rafael 454-8002 


Terra Linja 479-2404 
Realtor PHONE ANY TIME! 


Bel Marin Keys— 328__________ 


3 & 4 BEDROOM waterfront homes. 
Priced from $28.000. Bel Marin 
Keys Realty, 883-7656. 


3 BEDROOM HOME. 


Dining 
room, 
family 
room, 
2 
baths AEK. Fireplace. Fully car­ 
peted. Burglar alarm, Priv. boat 


★ 2 
lovely 
★ 4 
bedroom. 
2 
bath, 
terrific 
modern kitchen. 
-At Huge 
patios, 
large 
Anthony 
Pool, room for expansion. 
-A- Top schools, close to shops, 12 
minute commute. 


Call today for your ticket to see 
this 
outstanding 
attraction 
at 
only '$44,500. 
Earle & Solvason 


Realtors 
924-0442 


Duniiican— 352 


IN DOMINICAN 


BEST BUY-DOMIMCAN OR. 
154,950 
3 bdrms.. 2 ba., family room, 
heated 
& 
filtered 
¡pool. 
Tiki 
hou.se. This, you should see. 
CAL WEST PROPERTIES 
479-9210 
Eves: 454-2519 


Fairfax— 356 


2 STORY home, large living rm., 
w/frple. Mod. kit. Master bdrm, 
has bath & « a n i t y room. 2 
bdrms.., w/priv. baths down. Cus­ 
tom' tome designed for comfort 
& flexibility. 3 sun decks. $39,- 
500. 


SECL WELL KEPT 2 bdrm. Level, 
fenced R-2 lot. Nr. Deer Park. 
Owner will help. $16,900. 


KentficM— 314 


DUPLEX 
MODERN RANCH STYLE 
In very best location. Each unit 
has toam ceiling ft frplc. in 
attractive' 
living 
room'.. 
2 
Ig. 
M r ms. ft 'extras. Walk to schools, 
college ft, transportation, 
EXCLUSIVE. 
ONLY $42,950 
BOHNS Realty 
4.56-3,250 


PEACE 


quiet 8. a lovely little estate in 
which to enjoy it. The prestigious 
Del 'Mesa area provides the park- 
like 
setting 
ft 
the 
charming, 
shingled home fits like a jewel. 
Large, sun-filled llv. rm. ft. elevat­ 
ed dining run. capture the view 
beautifully. 
The Victorian 
“red 
room” is a delightful surprise as 
is the separate studio, lust re­ 
duced' to $59,750.- 


GRUBB & ELLIS 
Realtors 
Tiburón Lodge, Tib. 
435-0992 
129 “ G" St.,. S.R. 
456-3220 


Kent Woodlands— 376_________ 
Sunshine Room 


The heart of this 5 bdrm1. tome is 
the huge family room opening onto 
the pool terrace and next to the 
perfect party kitchen. Adult retreat 
in the formal English paneled liv­ 
ing ft dining rims, Completely level 
lot near the gates of the Wood­ 
lands. $87,500. 
FRANK HOWARD 


Marinwood— 404 


RUFER, REALTOR 
454-1234 


f 


dock. 2 car garage. Approx. 
yrs. old. Nice yard. $48,200. 


0. F. CONTI . 
REAL ESTATE 
801. 0 St., Cor. 2nd, San Rafael. 
Call 456-1945. 


I 


1 BEDROOM, I ba., dinette, living 
room... Den or possiblei2nd bdrm.. 
1200 sq. ft. Enclosed garage. 
Woodsy, 
large 
trees, 
beautiful 
view, large 
lot... 
$19,500. Call 
456-7384 after 6 pm. 


★ NEEDED ★ 


New owner for super little starter 
home or rental income. .2 bdrm. 
in good condition. $21,950.. 


JAMES HARVEY 
HENDRICK 
Brokers ft R.E. Consultants 
917 Sir Francis Drake Blvd.. 
KENTFIELD 
453-2230. 


Glenwwd— 362 


★ BOATMEN * 
See' this! A fine 3 bedroom:. 2 
bath with a 1 a r g e deck and 
floating dock big. enough for a 
large 
boat.! 
'Deep wafer! 
Fully 
landscaped. Try 10%. down . .. . 
annual 'Percentage rate 8%'. A j 
great buy at $47.950. Realtors. 
} 
. T I M M E R ’ S 
208 North gate Shopping, Center 
Terra Linda 
’til 8 p.m. 
479-2404 


✓ JUST REDUCED 


$ 4 6 7 5 0 
.ABSENT 
OWNER 
says 
reduce 
$1000 per month until sold! 


Cast off for water skiing on the 
lagoon, sailing on the lagoon, 
sailing on 
the 
bay or, if you 
prefer, go fishing in your own 
backyard. 
A 
little 
bit of 
the 
Carribean goes with this 3 bed­ 
room, 2 bath home. 


| 
Wm. BUSH 


REALTOR 


★ $36.500 + 
JUST REDECORATED! 
OWNER TRANSFERRED! 


This immaculate 3 bdrm.., 2 bath 
home was just painted and car­ 
peted 
(over HAN) thruout and 
owner must self. Long cozy family 
room with fireplace conveniently 
adjoins AEK and dining area! The 
large deep 
yard, 
is 
great for 
children! Oversized 2 car garage! 
Just listed! 


DON TIMMER 
457-1400 
Realtor 
638 4th St., S.R 


ALLEN 


BY OWNER... 3 bdrms.. 2 ba., AEK, 
car.pets, drapes. $30,000. 
_________iPhone 4 79-7505________ 


Casa Marinwood 


TOWNHOUSES 


from $33,750 


Luxury 3 4 Bedrooms 
Pool and Recreational 
— Facilities — 


CHILDREN WELCOME 


FHA or CGIW. FINANCING 


Furnished Models Open Daily 


DIRECTIONS, 
Hwy. 
101 
North. 
Marinwood turnoff to Marinwood 
Ave., left to Casa Marinwood. 


FOX & CARSKADON 
REALTORS 
479-3089 or 479-9663 _ 


Mill Valley— 403 
, 


.2 BDRM. r u s t i c home on Ige. 
wooded lot. 
Dbl. carport, deck, 
Ige.._ frplc. $38,950,. 3-83-1233 eve.. 
BY OWNER Lease opt. Equity build­ 
up. 
Spac. 
4 
Bdrm., 
rec. ¡rm,,. 
deck, view. $550 mo. 883-4862. 
BY OWNER. Lge. unpretentious Mid­ 
dle Ridge home. Gorgeous view. 


Mill V a lle y -4 6 8 


^ LOOKING FOR THE 
UNUSUAL? ^ 
You must, see our new EXCLUSIVE 
listing! Cozy ft artist to cottage 
with a charming living room! 2 
'bedrooms! Huge' enclosed: deck! 
Separate studio! Terrific gazebo 
for 
outside entertaining! 
Great 
commute! 
Sunny 
side 
of 
the 
valley! 
You’ll love it! $'29,950. 
Nttes call 388*4420. Realtors. 
MIDDLE RIDGE! 
FOR THE BUSY 


EXECUTIVE! ^ 


Novato— 426 


Minimum' 
in 
this 
landscaping 
choice area of 'Mill Valley! No 
tranquilizers needed here! Beauti­ 
ful tranquil Mountain views! Dra­ 
m atic 
A-frame', 
2-story 
living 
room with view windows! Master 
bedroom ft. bath upstairs! Chil­ 
dren’s quarters consisting of 2 
bedrooms, bath ft huge family 
room downstairs! Deck on both 
levels, 
plus a separate dining 
deck in the trees! Vacant! Out of 
town owner most anxious! $43,- 
950!. Niles call 3"88-644'7. Real­ 
tors. 
DONALD GEDDES 
REALTY 
MILL VALLEY 
467 Miller Ave. 388-6160 


Heated 
$53,800', firm 
pool, Lge. 
“ 
i. 383-1631. 
wooded 
lot. 


ling 
Col 
636 'College, Kent. 461-2:900' 


ocl Lomond— 362 


LOCH LOMOND 


Custom1 
built VIEW ranch 
home. I level, original own­ 
ers. Beautifully kept 3 bed­ 
rooms, 
2 
baths. 
M any 
closets 
ft: 
built-ins. 
Fruit 
trees, lovely garden,, pool- 
site. '$55,950. 


PARMELEE REALTY 


16 Mary St., S,R. 
453-5373 


BY OWNER. Sm all house, large lot. 
Ideal for couple or single. $20,- 
000. 383-2016 days. ____ 


Los Raiidiitos— 396 


CLOSE 
COMMUTE 


plus a 
view of the water ft, 
.surrounding 
hills. 
A 
3 
bdrm. 
home that’s just the right size, 
not too big and. not too small. 
Freshly painted ft. shows well. 
'Owner wants action on this re­ 
cently listed home. $41,000. 


GRUBB & ELLIS 


V-E-R-Y SPECIAL 
Quick commute to S.F. Shining 
clean 4 .bedroom, 2 bath witT 
fam ily room:.. All appliances, car 
pets, drapes and patio furniture. 
¡Fully 
insulated 
and 
like 
new 
condition, Privacy in very targe 
covered palto. $42,950. 


STEWART ASSOCIATES 


Realtors— 924-4200 ANY time 
- 
2:15' TantaIpais Corte Madera 
Ask for free picture: catalog 


Novato— 420 


San Rafael— 444 


A NEW LISTING 
Only $21,500 
For this 3 ¡bedroom tome closely 
situated 
to stopping, 
schools, 
and easy freeway access.. ¡Needs 
some work, but priced' right for 
quick sale. 'Better hurry! 
Eves: 
Gordon Morse, 
897-5867 


“ We Help People" 
HENRY HICKS & ASSOC. 
REALTOR 
1683 Novato Blvd. 
Novato 
897-6158 
MULTIPLE LISTING SERVICE 


ASSUME 6-1/4'%' loan. 3 BR., 2 ba. 
'Westwood home w/fam. rm. 4-1/2 
yrs. old. W/w crpts.., dirps. Ample 
well Indscpd. yard w/patto. Quiet 
cul-de-sac nr. sc hi s., stops. $32,- 
500. Owner, 897-5708,_______ 
BY 'OWNER. 5 .bdrms., liv. rm., fam. 
rm., all else, kit..,, drps., w/w 
crpt. Nr. scho. $29,700. Aft, 6 
p.m., 897-7432.______________ 


CAPE COD 
The charm: of a New .England 
home 
combined 
with 
a 
large 
level let with a 2 car garage, in 
a choice close in location. AH 
this beauty needs is some paint 
and a picket fence on the front 
yard. The living room is extra 
large with a fireplace. Formal 
dining; room. Kitchen with porch, 
2: large 
bdrms, 
.complete this 
charmer. 'Offered at only $27,750. 
Hurry on this one. 


D-A-V-l-S 
Realtors 
1405 5th Ave., S.R. 
454-3522 


San Rafael— 444 


BEAUTIFUL FAIRH1LLS! 
TREES! PRIVACY! VIEW! 


4 Bedrooms, 2 Baths 
This HANDSOME CUSTOM, BUILT 
home has high beam ceilings in 
the living areas, a massive stone 
fireplace' and tall windows look­ 
ing out, on a sweeping view from' 
the living room,, a full dining 
room and large family kitchen 
w ith 
spacious 
breakfast 
area! 
Very secluded and woodsy with 
great natural charm! Just, listed 
— phone now for 'your appoint­ 
ment! $59,,950. 


Don Timraer 


Realtor 
457-1400 
638 4th St., S.R. 


BY 'OWNER. 3 bdrm.. 2 ba., den, 
L.R. din. rm., elec. kit., pool site. 
Large 1st 5-1/2% loan of $21,- 
500 
assumable. 
12:08 
Denlyn, 
Novato. Ph. 924-4042. 


Realtors 
Tiburón Lodge, Tib. 
1029 ’"C” St., S.R. 
435-0992 
456-3220 


Greenbrae— 384 


★ BY OWNER * 
3 BR., 2 ba. Elec. kit., Oeshwash- 
er/disposal, 
"fully 
carpeted 
ft 
draped. Elec.igar. door... Intercom'. 
Rotary 'TO antenna. Paneled liv. 
rm beam ceil. & stone frplc. 
Patio. Easy maint. Water view. 
Near school ft Shopping. $39,- 
950. 461-9454. 


PEACEFUL OASIS 


Come heme to the serenity of 
'this CUSTOM HOME, set on 1-1/3 
acres and surrounded 
by OAK 
TREES AND PRIVACY. Enjoy the 
twinkling lights 
below as you 
relax in the VIEW LIVING ROOM. 
Three present bedrooms and two 
baths with an unfinished down­ 
stairs area for additional bed­ 
rooms and recreation room. A 
winter creek adds further charm 
... ... .. 900 sq. ft. of decking, JUST 
LISTED. $54,950. 


Fox & Carskadon 


Realtors — 454-1010 
1210 5th Ave., S.R. 
Eve-. 924-3076 


Marin Golf and Country 
Club Estates— 402 


★ CUTIE PIE ★ 


1 bedroom cottage. View. Near 
shopping ft transportation. R-3 
zoned. $2:1,500. 


. 
MARIN TOWN 
& COUNTRY, RLTR; 
Cor. 3rd & D Sts.., San Rafael 


454-3145 
Eves. 897-7265 456-0601 456-7999 


★ OWN A BOAT? ★ - 
This lovely home has your own 
private dock, 'The house is 3 
bedrooms 
and 
2 
baths, elec. 
kitchen, fam. rm., dining m l 2 
decks ft 2 patios... A very nice tow 
maintenance yard. Nice view of 
the surrounding hills. It’s a beau­ 
ty for $42,500. 
Eves: Dale Franzke, 
883-7484 


TANKERSLEY 


REALTOR 


FREE COUNSELLING 
FOR HOME SEEKERS 
How to buy . .. .„ what: money 
plans are available for 'your specif­ 
ic needs „ . .. what properties are 
available and how to spot a good 
buy! 
PICTURES and FACT on over 
100' homes in the NOVATO' area in 
various 
price 
ranges. 
Examples: 
$24,500 - Lge. assumable G.l. loan. 
$39,950 for a 4 bdrm. and pool. 
Calf now for that help you 
need, those answers you want, that: 
information 
that 
may save .you 
many dolíais. 


“ We Serve You." 


associated developers 
REALTORS 
957 FRONT STREET 897-5135 


1450 Grant Ave. 
892-5008 
Novato 
897-6066 


PERFECT for the young family while 
the interest rates are down. 3 
plus bedrooms, fam:. rm. w/built 
in bar ft couch, 1-1/2 ba.., open 
beam liv. rm:. w/frpl., drapes ft. 
carpets. Low maintenance yard. 
By owner. $2:5,400. 897-1493. 
SAN MARIN. 4 bdrm., 3 bath, tri- 
level.iCpts.. drps., patio, deck. 
Pool site. As.sume G.l. loan. $42,* 
200. 897-3948. 


813 A St. 
San Rafael 
Eves, 
456-2020 
883-4074 


Belvedere— 330 


DOCK, DECK AND DAVIT 
Waterfront - your own shoreline. 3 
bdrm. (plus studio)' home only 1 
yr. 
old. 
'Exquisite 
architecture. 
Features cedar exterior and infer­ 
ior trim. Dream kitchen. Golden 
Gate view from' formal dining, 
room, and inviting bay window in 
high 'Ceiling living room. $1.19,- 
500. Eves. 388-8680'. Realtor. 


" Expa ndi n g Res identia i 
Department Needs Salesmen.’'* 


MARINER'S 
' 
DREAM 


is this gracious 4 bdrm., 3 bath 


home w/pooL Lovely living rm., 
formal din. rm., superb gourmet 


kitchen and family rm. Carpeting 


& drapes incL Boat dock w/easy 
access to Bay. $97,750. 


GRUBB & ELLIS 


LITTLE SPARKLER 
Freshly painted, clean as a whis­ 
tle! 
2 
bedroom home. 
Picture 
view, level lot, excellent starter 
home 
or 
ideal, 
for 
a 
retired 
couple. Walk, to school. $29,500. 
Call 454-2030, Realtor.. 
HOME & LAND CO 


NEW-NEW-NEW 
4 Bdrms., 2 Baths 
Deluxe features that make this a 
real family tome. 'Over 2,000' sq. 
ft. of living area divided into 7 
oversized rooms including fam ily 
room: (with fireplace), separate 
dining room', completely" built-in 
kitchen, central ¡heat, w/w carpet­ 
ing, insulated w alls ft ceiling. 2* 
car garage. Full price $39,950.. 
Your terms. Try 10% down.* 
P.S. Move, right in on approval: of 
credit. 
* 
. 
“ Your Friendly Realtor’’ 
Bellucci Realty 
971 Front St, 892-7231 


DOMINICAN COLONIAL 


on spac. ermr. lot with pool site 
ft grassy play areas. Arch, de­ 
signed. 
Traditional 
charm 
ft 
warmth thruout. Serene liv. rm. 
has marble fireplace & bay win­ 
dow seat. Form. din. rm.,, fam. 
rm. with brick fireplace, 4 bdrms. 
ft. den, 2 bas. ft powder mr. 
Super-sized master' bdrm. $65,- 
000. Eves: 453-888I. Realtor. 


-'"'Expanding Residential 
Department Needs Salesmen.’* 


Coldwell, Banker 
500 Sir Francis Drake Blvd. 
Greenbrae 
461-2020 
FANTASTIC 
contemporary 
ranch 
style. 3 bdrm., 2 hath, split level. 
2 huge fireplaces. Mint condition. 
All 
elec. 
kitchen'. Many, many 
extras. 
No 
maintenance 
yard, 
¡beautiful 
protected 
patio, view 
oriented decks 
(Mt. 
Tam, bay 
view and yacht harbor). Close to 
everything, custom built, privacy. 
TRY 10% DOWN. Only $46,500 
Realtor. 
456-5545 
San ¡Rafael 
T V McGUIRE 
★ 
¡NOW! at 506 3rd ¡St. 


is FOR THE FUN 


FAMILY! * 


in beautiful 'Loch Lomond, this 
lovely 3 bedroom, 2 bath home 
has every convenience' for the flip 
family! 
Besides the heated ft, 
filtered SWIMMING POOL, there is 
a large family room: with built-in 
barbeque! 
Also close to yacht 
harbors! Handsome living room 
with cathedral beamed ceiling ft 
fireplace! 
Terrific 
assumable 
l o a n !' 'Owner w ill carry some 
financing! 
And PRICED ¡RIGHT! 
$58, ,950. 
Nites 
call 
456-6229. 
'Realtors 
DONALD GEDDES 
REALTY 
SAN RAFAEL 
1400 Lincoln Ave. 456-5040 


BY OWNER-S.R. MEADOWS, 
$29,500. 
'Fine' 
area, 
close 
to 
schls., trans.,, shopping: ft, easy 
commute to 
S.F. Sparkling, 3 
BR,.,, elec. built-in kit. Frpic.,, 2 
car 
gar. 
Beaut. 
I'dscpd., 
min. 
maint., fenced yard. Call 479- 
4334. 


SPECTACULAR 
PANORAMIC VIEW 
3 BR plus, 2 baths plus rec. room: 
plus live-in maid’s qtrs. plus 430 
sq. ft., deck, complete privacy,, 
plus 2 car garage ¡plus ample 
storage. $69,650. Principals only. 
Call fgr appt. 456 3690.____ 


WOODED WITH VIEW 
A modern custom contemporary 
designed for low maintenance. 
An entry hall leads to a targe 
living room, 2 large bdrms., mas­ 
ter bdrm. has its own private 
deck. 
All 
elec. 
kitchen. 
Good 
storage plus 2 car enclosed car­ 
port. In an area of fine homes, 
loaded with charm. Only $31,950. 


D-A-V-l-S 
Realtor 
1405 5th Ave., S.R. 
454-3522 


Sun Rafael 
Country Cfuh— 445 


GLENWOOD 


Realtors 
1029 "C ” St., S.R. 
Tiburón Lodge, Tib. 
456-3220 
435-0992 


Coldwell. Banker 


500 Sir Francis Drake Blvd. 
Greenbrae 
461-2020 


telinas— 336 


NICELY kept 2 bdrm. ft den or 3rd 
bdrm. 
home 
on 
paved street. 
Spacious 
paneled 
living 
rm'.,, 


\ w/frple. W/w carpet, mod. kit. Nr. 
recreat. center ft Agate Beach. 


* $18.750. 


I 
2 bdrm. 
home on Mesa. Nr. 
I 
Ocean 
Parkway. 
Lg. 
garage 
I 
w/extra half bath. Fenced yard. 
$17,500. 
RUFER, REALTOR 
454-1234. 


tefte Madera— 346 


4 BR... elec 
kit., carpets, drapes. 
Fabulous bay view. 


SPARKLING ON THE WATER 


In the Greenbrae Marina 15 min. 
from 
the Golden Gate ¡Bridge. 
Only 2 yrs. old with 7 plus rms. 
in excellent taste. Large family 
HU.,"Sep. dining rm. The latest 
custom! features. Sail, swim and 
fish from: your own patio! Exclu­ 
sively offered for the first time at 
$72.500. Realtor. 
fe-;''"# 
"¡Expanding Residential 
Department ¡Needs Salesmen.** 


Coldwell. Banker 


500 Sir ¡Francis Drake Blvd. 
Greenbrae 
461-20,20 


* DEL-MAR ★ 
Popular best seller .. . . just a 
year old . . . in better-than-new 
condition ., . , with 3 bedroom's, 2 
baths and a family room. 2-car 
garage 
with 
automatic 
door. 
Professionally landscaped, includ­ 
ing a sprinkler system. ¡Fenced. 
It's near ¡but not on the fairway! 
What a grand place to live!!! 
$49,300. Realtors. 
T IM M E R’ S 
208 Northgate Shopping Center 
Terra ¡Linda 
"til 8 pm 
479-2404 


LARGE FAMILY LUXURY 
HILLTOP - MAGNIFICENT VIEW 
By transfer, owner - avail. Feb. 
Custom 5-6 bdrm., sep. master 
bdrm!.. 
suite has 
den ft, view 
■deck. Family rm., dining rm., 2- 
1/2 beaut, baths, 2 extra lge. 
frplcs., dream kitchen has re­ 
cessed 
lighting, dbl. self-clean 
ovens. Telephone ft, TO jacks ft. 
stereo wired thruout. Laundry ft 
sewing rm. with view. Full attic 
ft many storage built-ins. Tile & 
wallpaper 
in 
entrance 
hall 
ft 
baths. 3 car garage. Low maint. 
yard. Lse./opt. considered. $72,- 
500. 
16 Winged Foot Dr. - 883-7475 


LOVELY 
SPACIOUS HOME IN! BEAUTIFUL 
ENCHANTED KNOLLS 
with view, frplc., beam' ceiling, 2 
lge. 
bdrms., 
dining rm. glass 
enclosed Hanai ft roomy garden 
area. Only $39,720. 
W. Bruce Shafer & Co. 


332-4743 


★ 


A 
A 
A 
n n n 


THINK AHEAD 


- Just listed, ~ 3 
bedroom, 
'1-1/2. 
bath dining room home on, a 
huge lot with 
possible future 
rezoning. A comfortable home to 
live in now and who knows what 
the 
¡potential 
might 
be?1 Only 
$28,500. 


A B R A M S 
REALTOR 
23 First St. 
Village Square 
Corte Madera 
924-1200 


Peacock Gap— 431 


★ 
$ 5 5 , 9 0 0 
★ 
* It has been ¿ompletely redone 
... . ... decor by Carla Flood, AID 
and, landscaping by' Henry Cole. A 
f 
and rambling: ranch-style with 
bedrooms, 
2 
baths, 
family 
room, 
fireplace, 
cathedral 
beamed ceiling and a big: double 
garage. Its ready ,., .,. immediate 
occupancy! Realtors. 
T I M M E R ’ S 
901 "B ” St. at Third 
San Rafael 
’til 8 pm 
454-8002 


Large 
ranch 
home! 
Beautiful 
grounds! Huge brick patio! 3 'BIG 
bdrms! Family rm! Indoor BBG1 2- 
way fireplace! $37,500! 
FRANK HOWARD 
. 
- 


* WATCH 
SPRING SPROUT 


from the expansive view of this 3 
bedroom, 3 bath home. Well built 
with heavy shake roof and set: on 
,1.4 acres of privacy. Excellent 
guest 
parking 
plus 
a 
3 
car 
f 
arage. 
Pool 
site. 
EXCLUSIVE. 
65,000. 


Fox & Carskadon 


Realtors — 454-1010 
1210 5th Ave., S.R. Eve: 456-1834 


Santa Venetia— 448 


ALLEN 


NEW ,2 BR., w/w,, elec. kit., ¡beam 
ceil,., secluded,, view. ¡Lease op­ 
tion. $32,500. 1-861-5769. 


OUT OF SIGHT 


SECLUDED PRIVACY 


Over 3/4 acre of seclusion ft. 
privacy with panoramic view. 2 
room (plus) cabin high on a hill. 
Large new sun deck. Down to 
earth living with Mother Nature. 


Novato 
910 Grant Avenue 
897-7181 


loss— 438 


Montéalo Shopping Center 
San Rafael 
457-1650 


$21,000 


Full price includes 2 year 
Baldwin piano, $26,950. 
old 


Greenbrae Marine— 365 


Eves: 924 4849. 
REYNOLDS Realtor 
$48.750. 
4 79-5343 


★ ★ ★ ★ 
CORTE MADERA’S 
NEWEST! 


Brand spankin’ new 3 bedroom, 
2 bath, 2 level tome with Bay 
view. Custom built on 2 lots with 
w/w carpeting, all electric kitch­ 
en, 
large 
deck. 
Large 
parking 
area for boat or trailer. Walk to 
bus. 
shopping, 
schools 
and 
churches. Just completing. Excel­ 
lent financing at only $39,500. 


GREENBRAE MARINA 


$55,250. 
LOCK THE DOORS against high 
rents! 
B'Uy this new one floor 
plan, 3 bdrm., 2 baths, entry 
hall, 
marble 
f [replaced 
living 
room:,, fam ily room: w/wet bar. 
Modern 
step-saving 
kitchen 
w/pantry. 
Carpets and drapes, 
too. Convenient to schools, stop­ 
ping and commute. For full parti­ 
culars call NuW! 


LEVEL 
BUILDING 
SITES 
WATER FROM $13,500. 
- 
OFF 


WATER 
FRONTAGE 
$17,500. 
LOTS 
FROM 


A B R A M S 
REALTOR 
23 First St 
Village Square 
Corte Madera 
924-1200 


910 Grant Avenue 
Novato 
897-7181 


Montecito 'Shopping Center 
San Rafael 
457-1650 


FOR SERVICES SEE 
PBONE-FQR SERVICE 
DIRECTORY 


DIR: From San Rafael, South on 
101 Hwy., take Lucky Drive exit 
and follow dbl. yellow line 1/2 
mi. 


GREENBRAE LOTS 
RESIDENTIAL fr. $9,750. 
APARTMENT (6-30) unit fr. $32.- 
000. 
PROFESSIONAL from $45,000. 


THE GREENBRAE CO. 
147 Bon (Air Center - 'Greenbrae. 
461-1550 
Realtors 
461 -"0200. 


Kecitii e l"dr-—3 74 


'OLDER 
2 
story, 
3 
BR, 
2 
bath. 
Convenient 
toe. tramad., occup. 
Eves: 4 72-2190. $37,500. 
REYNOLDS Realtor 
479-5343 


MARIN 
GOLF 
p & 
COUNTRY 
CLUB 
★ 3 ,4 & 5 Bedrooms 
★ Family rms. or Dens 
★ From $39,950 


★ 1/4 Acre Homesites 
★ 8,500— 517,500 


★ 6 Furnished Models 
★ Open Daily 


COMPARE I E VALUE 


DIRECTIONS: Take Ignacio Blvd. 
turnoff 
from 
Highway 
101, 
5 
miles north of San Rafael. Follow 
Ignacio Blvd. approx. 3/4 mile, 
turn left on, Fairway, follow golf 
course, turn left, on Carnoustie. 


GRUBB & ELLIS 
REALTOR 
883-7806 
456-3220 


JAMES HARVEY 
HENDRICK 


Brokers ft R.E. Consultants 
917 Sir Francis Drake Blvd. 
KENTFIELD____________________453-2230 
Rustic Redwood 


Nearly new home in a quiet setting 
of huge old trees. 2 story living 
rm., elevated study-den off master 
suite. 3 bdrms., 2 baths, dining ft 
brkfst. areas. Open beam ceilings, 
skylites, fireplace ft decks. $46,- 
950. 
FRANK HOWARD 
ALLEN 
Leading Realtors Since 1910 
535 Miller, M.V. 388-2900 


Marinwood— 404 


i> $36,950 ✓ 
Marinwood doll house - beautiful 
carpeting > separate family room 
with fireplace. 
Separate dining 
room! 3 bdrms. including huge 
master 
suite'! 
Lovely 
all elec 
kitchen 
and 
breakfast: 
nook 
Great warmth and charm! First 
time offered! 


Wm. BUSH 


813 A St. 
San ¡Rafael 


Realtor 
456-2020 
Eves, 479-4016 


SPACE GALORE 
Ask to see this large home on 
Hillcrest Ave. There are 3 bed­ 
rooms, 2 ' baths, formal dining 
room: with barbecue in addition 
to a beam: ceiling living room ft 
kitchen on main floor. There is a 
large family room with another 
fireplace on the lower level. Plus 
a 
26x13 
room 
which can be 
converted to additional bedrooms 
of ??? $59.950. 
BEAM CEILINGS 
& PINE TREES. 


¡New Morningsun listing, 3 bed­ 
rooms, 2 baths, large living room, 
with fireplace. Wafer view, charm 
ft privacy. $35,,ÜQ0¡. 


Cagwin-Hamilton 


3 
bdrms., 
1 
bath, 
hardwood 
floors, frplc. Large level, corner 
lot. ¡Near- shops &. schools. Va­ 
cant. 


5 BEDROOMS 


IN SAN MARINA AREA — 2 story, 
2-1/2 baths, large family room, 
a ll elec. ’•kitchen, wall to wail 
carpets, 
drapes. 
Fenced 
land­ 
scaped yard. Near schools. ¡Fine 
home for larga family. $39,950. 


Knutte Realty 


MULTIPLE LISTING SERVICE 
7395 Redwood Highway North 
Office: 897-1107 
Home 892-9683 


4th ft Grand, S.R. 456-3880 


$1500 DOWN ft, 
$237 per mo. 
bdrms., 2 ba., 
Call 479-9541. 


assume Gl loan, 
total! ¡payment. 4 
new snag carpet. 


No 
★ $21,500 
sweeter home to call 
your 
own than this light and airy .2 
bdrm. charmer. Living-dining: rm. 
with fireplace. Kitchen inc. stove 
ft ref rig. Nicely 'maintained yard, 
level location:. Immediate occu­ 
pancy ft priced to sail fast. NEED 
WE SAY MORE? 


NEW LISTING-EXCLUSIVE 


ROSS-SHADY LANE 
A, toma with charm, liv. rm:,. with 
fireplaoa ft 
built-in ¡bookcases, 
din. rm. and fam. rm. Completely 
modern kitchen, 2 lge. bdrms,,, 2. 
ba. 'New 'Convenient carport. All 
on generous level lot. $45,000. 
Eves. 435-1835. Realtor. 


“Expandí ng Residential 
pDapartment ¡Needs Salesman.**. 


Coldwell. Banker 


500 Sir Francis Drake, Blvd. 
Greenbrae 
461*2020 


SHADY LANE ■ $32,500 


2 bedrooms, plus sun room. For­ 
mal dining room1. Living room1 
with huge fireplace. Level, beau­ 
tifully Idscpd. lot. 


MARIN TOWN 
& COUNTRY, RLTR 


Or. 3rd ft D Sts., 
San Rafael 


454-3145 
Eva. 456-0601 924-9203 456-7999 


San Anselmo— 
440 


LOCH LOMOND 


ABSOLUTELY 
BEAUTIFUL. 
Privacy 
here!!! 
Trees 
ft. 
greenery everywhere,, includ­ 
ing a big: VIEW' of the ¡bay 
and bridges. The home is 
quietly elegant in the form 
of a cherry wood foyer and 
living room, a paneled fa­ 
mily room with stone fire- 
p l a c e , a wet bar, and 
warmth 
predominating. 
A 
formal dining room: and a 
'beautiful quarry tile indoor 
lanai, besides 4 'bedrooms, 
2 baths plus powder room. 
3 fireplaces, plush carpet­ 
ing, 
intercom, 
etc., 
etc. 
AND A HEATED POOL in an 
ideal setting of windfree 
. privacy. 
EXCLUSIVE. 
Appointment 
only. $125,000. 


PARMELEE 


MOM'S SPECIAL 
Just in case you want Mom: to 
live close by, we’ve just listed a 
cute 2 bdrm., 
1 bath, dining 
room, 
neat 
kitchen, 
fireplace, 
great back yard with covered 
patio — ¡brick BBQ and garden 
spot. Then, there’s a detached 
furnished 1 bdrm. cottage with 
complete kitchen, - bath, living- 
dining area. Situated on a level, 
well landscaped lot in a conven­ 
ient location. .Perfect for Mom or 
is presently rented for $160 per 
month. $35,950., 
NIPPER ft MARCHAN! 
Corner 2nd ft E St., San Rafael 
Realtors 
456-9622 
Eves. 453-8850 


REALTY 


16 Mary S t, S.R. 
453-5573 


Sausalilo— 450 


STARTER HOME 
PLUS INCOME 
Main unit consists of 2 plus 
b e d > o o m s „ 
living 
¡room 
w/fireplace, 
large kitchen plus 
dining 
nook. 
Studio apt. 
and 
basement area downstairs. 3 cov- 
erert^ garages and garden area. 


EASTMAN-RAVIZZA 
REALTORS 
Specialists-inwater -or ienfed 
properties Since 1938 
1111 Bridgeway. Saus. 
332-2382' 


Terra Linda— 464 


★ $29,950 


Realtors 
206 E. Blit bed ale 
388-5113 
M ill Valley 


THIS ONE NEEDS HELP 
For the large family. Great loca­ 
tion across from Park School on 
a large lot. 3 bedrooms, 2 baths, 
family and dining rooms. Bring 
your hammer, saw. clippers and 
broom. $39,950, 
but 
bring an 
offer! 


STEWART ASSOCIATES 


Realtors — 924-4200' ANY tima. 
215 Tamal pais. Corte Madera 
Ask for free picture catalog. 


This new listing' is something 
special. Attractive 3 bdrm.,, 2 
bath 
with 
2 
fireplaces,, 
large 
family room. Double garage and 
large trailer or boat storage area. 
Owner mdving ft, must sell. Eves: 
892-2016. 


NORTHGATE REALTY 
661 De! Ganado Rd. 
479-2114 


★ $46,950 ★ 
CUSTOM BUILT 


Just Reduced $1550 
Recreation ft. gama room with 
bar ft pool table. A separata 
1 amity room,, 3 large bedroom's, 2 
baths.,, carpets, drapes, all elec. 
kitchen plus a 20 x40’ heated: ft 
filtered .pool with sweep, a per­ 
manent BBQ built on large ¡pat»,, 
large 2-car garage, low mainte­ 
nance! yard. This home excellent: 
for outdoor living ft entertaining. 
Located in area of custom built 
homes. 


PERACHIOTTI 
REALTY 


400 ROWLAND BLVD. 
NOVATO 
892-5430 
EVENINGS: 897-4469 


* SLEEPY ★ 
Hollow! 
A delightful 3 ¡bedroom,, 3 bath 
on a near-acre with a stable and 
corral for 3 torses! Huge deck. 
Separate family rm. 'W/w carpet­ 
ing. Excellent privacy. If you are 
looking for an ideal placa to live 
and. keep a torse or 'two . . , this 
is for you!!! $56,,500. Realtors. 
T IM M E R’ S 
901 ” B” St. at Third 
San Rafael 
*til 8 pm 
454-8002 


PORTO BELLO 
2 BEAUTIFUL TOWNHOUSES 


A, one-level 2 bedroom, 2 
bath in excellent condition, 
overlooking 
Marin 
Yacht 
Club.. 
$42,500. 


A 'two-level on Royal Court. 
ON THE WATER. 2 bedroom, 
2-1/2 bath. Spec'f»cutor de­ 
corating. M:,any extras. 
$53.950. 


PARMELEE REALTY 


★ BIG BUY * 
'With a swimming pool! Huge 4 
'bedroom, 2 bath with a paneled 
family room, formal dining room! 
On a view lot . . . large pool, 
deck! 
Custom 
draperies,. 
W/w 
carpeting. Backs to green belt 
good 
privacy!] 
Excellent 
schools and shopping near! $45.- 
500. Realtors. 
T I M M E R ’ S 
208 ¡Northgate Shopping Center 
Terra Linda 
'til 8 pm 
479-2404 
CO-OP: $2,000. Own 'your 2 BR first- 
floor apt. Monthly rental $176,, 
util, includ. Tax advantage. 479- 
1312. 


16 Mary St., S.R. 
453-5373 


Can Marin—443 


BY OWNER,, 3 bdrms,, 2 ba.,, fam. 
run., 
lge. 
backyard. 
¡Near 
new 
schools. $33.450. 897-7949, 


San Rafael— 444 


BEST SAN RAFAEL LOCATION 
WATER VIEW 
One acre of colorful landscaping 
provides secluded 'setting for this 
elegant Country Club home. 4 
bdrm., 3 tile baths, sewing rm. 
and separate 'workshop. A, luxu­ 
rious home with 
many extras. 
$98,500. Realtor. Eves: 707-938- 
8286. 


'"Expanding Residential 
'Departmant 'Needs Salesmen'* 


Coldwell, Banker 
500' Sir Francis Drake ¡Blvd. 
Greenbrae 461-2020' 


¡READ ABOUT THIS VALUEI 
Right on D St. Property zoned R-3 
— could take 11 units. 2 separ­ 
ate pieces of property. Can be 
sold individually.. One has quality 
4 bdrm,.,, 2 ¡bath, living room', 
dining, room;,, big downstairs, room: 
(studio), yther has 3 bdrms. ¡Look 
at the value in terms of present 
income and expansion possibili­ 
ties. $25,000 and $30,000. 
¡NIPPER ft MARCHANT 
Corner 2nd ft E St., San Rafael 
Realtors 
456-9622 
Eves. 454-0174 


CUSTOM 3 BR, 2 ba., sep. forma! 
din. rm., fam. rm. ft brkfst:. rm. 
View, Eve; 453-0651. ,$46,950. 
REYNOLDS Realtor 
479-5343 
LOTS OF big, 
available. 
specialty. 
NORTHGATE REALTY 


teautiful new listings 
Terra 
Linda 
is 
our 


479-2114 


SECLUDED 
GARDEN ESTATE 


(neomparafoto. 
1/4 acre. 
M ani­ 
cured grounds with large pool, 
waterfall, numerous fruit tr 
s, 
syst 
ing. This tom e is sunny, spa­ 
cious ft warm1. H a n d s o m a 
beamed ceilings, 3 bdrms. (over­ 
sized M/bdrm >, 
dining rm'., 
2 
baths. Super" kitchen with built in 
BBQ. 
$69,950. 
Call 
454-2030, 
Realtors. 


HOME & LAND CO 


POPULAR SPLIT L E V E L . 
Oak Hill model in beautiful condi­ 
tion. 3 BRs, 2-1/2 baths. Modern 
kitchen 
includes 
large 
eating 
area. Large sep. fam'. rm. with 
its own 
wet bar. Large level 
outdoors includes wooden deck, 
excellent pool site, cyclone fenc­ 
ing. Newly insta lied wall paper 
and paneling, all tastefully done. 
Centrally 'located and excellent 
commute 
area. 
Owner 
trans­ 
ferred. $42,950. Realtor. 


GAL LAGHER-STURI ALE 
.SAN RAFAEL 
479-1200. 


Tiburón— 466 


NEW LISTING! 


And it has everything! BIG rooms, 
outstanding floor plan, 20x40’ ¡pool, 
large level lawn, magnificent 270'*’ 
views, great family rm. with fire­ 
place, 4 bdrms.,, expandable base­ 
ment ft, bonus hideaway den. 3,000 
sq. ft. of stunning contemporsnia! 
Reduced to $99.500! 


FRANK HOWARD 


TRANSFERRED. 4 bdrms , 2 baths, 
family room',, alec, hitch., cptg.,, 
drps., 2 car garage. New shake 
roof. $34,500. Owner. 453-6279. 
ALLEN 
¡Lead ing Re a I tors Since 1910 
1920 Paradise. Tib, 435-3844 


I J T H R I F T - A D S 
í r 
J llnes' 4 day» $3.00 


parti»! only. 
Frica of all it»*», 
••ch a d $2 SO 
Of low. 


Me.idocino Co.— M l 


40 ACMES 'near Ee! River ft US 
10i wooded. $7400 terms Giese 
" e® .'X 819 South Main, Will its. 
Calif. 707-459-2453 


4000 


Income Property— 711 


Commercial Property— 121 


litaron— 466 


Let your creative genius roam, 
tree in 3700 sq. ft. of living area 
in this 4 bedroom,, 3 bath Tibu­ 
rón 
abode. Your 
own 
private 
off ice/studio - complete with se­ 
parate entry along with two large 
decks to contemplate the beauty 
of the nearby hills and water 
scenery. Plenty of yard space for 
children’s play and. room for a 
POOL 
SITE. 
A background for 
multi-purpose living at. .$68,750. 


Fox & Carskadon 
Realtors - 383-1453 
104 Tib. Blvd., Tib. 
Ev«: 454-5229 


LOOKING 


BUILDER WILL BUY 
6 to 60 apt s. In: need of work or 
not, p.p. Boot 522, Corte Madera. 


DUPLEX - 
SAN RAFAEL 
2 street frontages, so each unit 
is separate. 2 bedrooms, fire­ 
places. attached garages, patio 
and yard. Excellent condition - 
close .to transportation. Both un­ 
its. with excellent tenants. Shown 
by appointment only. $40,500... 


STEWART ASSOCIATES 


Realtors 
924-4200. ANY time 
215 Tamalpais, Corte Madera 
Ask for free picture catalog 


★ HANDYMAN’S ★ 
BONANZA! 
An older duplex . . „ practically 
downtown 
San 
Rafael 
. . . 
3 
bdrms. down and 2 bdrms. up! 
The present rent schedule hasn’t 
L ...an increased in over 10 years 
. . . with a little paint and fix up 
the income .could be increased 
substantially to produce real mo­ 
ney-maker! $22,950. Realtors. 
E R ’ 


ATTENTION INVESTORS 
liquidation of an estate 
2 yr. old commercial office build­ 
ing. Very modern, excellent con­ 
struction.. 
Leased 
to 
an 
.AAA. 
tenant. Must be sold. Ideal loca­ 
tion. Zoned R-4, excellent gross 
return. Tax shelter. Good appre­ 
ciation 
potential. 
.Asking price 
$210,000. For information 
FRANK HOWARD ALLEN 
Realtors since: 19.10 
456-3880 


Industrial Property— 721 


300 FT. FRONIAGE 
On Belvedere St., San Rafael lots 
155’ deep. Zoned PCMH. Will sell 
all or part. $2.50 per sq. ft. 
JOHN 
WOODSON, 
owner, 
453- 
8144. 
20.750 sq. ft. lot on Jordan St..,. 
San Rafael. Must be sold imme­ 
diately. Level, paved. & fenced. 
Asking $39,500. 
PARMELEE REALTY. 453-5373 
FOR SALE:, two 5000 sq. ft. bldgs. 
ft. one 75001 sq. ft... lot. 
Cal West Properties 


Business Opportunities— 770 


AAA 
CANDY AND SNACK SUPPLY 
.WE ESTABLISH ALL ROUTES 
(No selling involved) 
CASH REQUIRED 
Plan one 
............ $975 
Plan two . . . . . . , . . . . . . . . . , $1625 
Plan three _______________ $3250 
pExceltent income for a few hours 
weekly work. (Days .& Evenings) 
Refilling and 
collecting money 
from' coin operated dispensers 
within a qualified! area. (Handles 
name brand candy and snacks). 
For 
personal 
interview 
send 
name, address end. phone num­ 
ber to Multi-St,ate Distributing, 
Inc., 1681 West Broadway, Ana­ 
heim, Ca. 92802 (714) 778-5060. 


Houses For Rent 
(Unfurnished)— 610 


KENTFIELD. Modern 3 bdlrm., 2 ba., 
opts.., drps Ideal toe, $300'.. Ph. 
456*6553. 


Apartments For Rent 
(Furnished)— 815 


LARKSPUR. 4 bedroom 
& family 
2 bath, fireplace, carpeted, 
2 car gara 
$350 
mo. 
479-9232'. T 
swimming pool, 
la ‘ 
ASIANO, 
Realtor, 


LOMA VERDE, 3 bd m , 2 be., 2 car 
garage. Dishwasher, timer range. 
Excel, view. Fenced,. $280. lease- 
buy. 472-1599. 


s 


INDUSTRIAL BLOG, for lease. 5000 
sq. ft. Belvedere St., San Rafael. 
Cal West Properties 
479-9210 


Commercial Rentals— 742 


901 
San Rafael 
■B” St. at Third 
’til 8 p.m. 
454-8002 


★ Spectacular view 
★ 3 Bedrooms, 2 baths 
★ All electric kitchen 
★ Formal dining room! 
★ Ample closet A storage 
★ Beautiful patio I grounds 
★ Best commute 
★ Walk to school 
★ Area of fine homes 


Then call now to view this fine 
offering at $62,900. 
Earle & Solvason 


Realtors • 924-0442 


Petaluma— 528 


4-1/2% INTEREST 
This immac. 3 bdrm. home, w/w 
carpet,, on Ige. lot., fully land­ 
scaped front & back, $20,500. 
Call 707-762-8916 anytime. 
3 
BDRMS.., 
large lam. 
rim.» 
2. 
tiples., new built-in kit,.., carpet­ 
ed.. $25,000. By owner. Phone 
707-762-461.4,______________ 
30 'AGRES, all or part. Flat, all 
frontage. $1500' acre. 454-3066 
weekdays, 'till 3 P.M. 
2 BEDROOM Spanish Ranchette on 
1/2 acre of sandy soil. Remo­ 
ld eled outside & in with new 
modern kitchen, well ft. rugs. 
Fenced for horse. $23,900. 707- 
763-8853.____________________ 
CHOICE 2'0 acre parcel on Adobe 
Rd, Petaluma. Excellent terms 
available. Private party. 707-763- 
240'7. 
GcTwHERE THE VALUE IS! 
Lower cost — a sparkling 2 year 
hold 
home. 
4 
bdrms...,, 
family 
room', living room:, dining room. 
All level corner lot — sprink­ 
ier ed. .Assumable FHA loan. Beam 
ceiling 
living 
room, 
complete 
built-in kitchen, nice neighbor­ 
hood, double garage. Landscaped 
and carpeted. Exceptional value! 
Easy commute location! Pending 
deal on larger home — MUST BE 
SOLD BY FRIDAY. Rare opportuni­ 
ty! $29,500. 
NIPPER & MARCHAN! 
'Corner 2nd & E St., San Rafael 
Realtors 
456 9622 
Eves. 388-9317 


ROUGH BUT NICE 
Older shack, on 6-1/2 acres. Many 
trees,, needs work. $18,200. 


ELEGANT 
3 bedroom, 2 bath home, family 
room. Large G1 loan to assume. 
$26,900. 


OPEN SUNDAYS 


8500 sq. ft 
Rafael „ , 
tage . . 
per mo. 
Call John Hanks at 456-3220 


bldg. on 4th St., San 
, good retail , . . tron­ 
can be divided. $900 


ACTIVE 
DISTRIBUTORS NEEDED 
HUNT WESSON. New multi-million 
dollar 
advertised 
snack 
pack 
product. NEED NOW reliable men 
or women in this area to service 
fast-moving coin operated prod­ 
ucts inioompany secured loca­ 
tions. Commercial 6 factory, part 
or full time; 10-12 hrs, per week. 
NO SELLING 
CASH REQUIRED - $600 to $1497. 
For more information write Quick 
Kup Distributing Co., 1,11.1, West. 
Robirihood Drive, Stockton, Calif. 
95207., Give name, address ft 
phone number.________________ 
ARCO Station for Ise. Well estafa.; 
ideal neighborhood on busy road 
in S.JR. Mod facil.; to inventory. 


LUC,AS. VALLEY. * 4 bdrm. Eichler, 
dbl. garage, huge yard. 6 mo. or 
1. yr. Ise. Avail. Feb., i.0: $300' mo. 
479-3837 or 472-0191. 
MAIRIN COUNTRY CLUB... 5 BR.„ den, 
tarn, rm., modern, fantastic view. 
3400 sq. ft. $435. 883-7475. 


S,R. 1 bdrm,, dining rm., garden, 
laundry fac. Near bus, Adults, No 
fry 
pets. $150 mo. 1-564-5551. ___ 
S.R. downtown. 2 studios, $75 8» 
$115. Utilities. 
1 ¡person only. 
Call 456-1815 5:30-8:30 p.m.___ 
S.R. IMMAC. 3 nos., $125 mo... incl. 
elect. & water. Adults, over SO1. 
454 8957.____________________ 
S.R. LOVELY 2 bdrms., alec kit., 
new 
carpels. 
Newly 
painted... 
$225, 454 3153. 


Tuesday, January 19, 1971 
Jn b rp rn frm t-Im trtia l, 27 


MILL VALLEY, new executive 
home. All deluxe. $475 mb'. 
388-1742 


big 


M.V. $550 mo. 4 Bfi , 2 ba., Ige. 
din. rm., rec. rm.., deck, panoram­ 
ic view. Ise, or ¡Lease option. 
883-4862. 
M.V. W o o d s y 2 BR. hse. Wkg, 
married cpt. only. Gd. commute. 
No pets. Refs. req. $260, 388- 
3695. 
NOVATO, 
3 
bdrm., 2, ba., w/w 
carpeting.. 
Recently 
remodeled. 
$250 mo. 897-4045,. 


Training 
0961. 
program: 
avail. 
456- 


ARCO 


MILL VALLEY 
6 UNIT APARTMENT BUILDING, 
2 BEDROOMS, BATH, LIVING 
ROOM, LARGE ELECTRIC KITCH­ 
EN, PATIO, RAISED PLANTERS, 
LANDSCAPED, PARKING, COV­ 
ERED FIRST LEVEL, LOCATION 
IDEAL FOR SHOPPING, CLIMATE. 
VAST OPEN AREA ADJACENT. 
$107,000 SALES PRICE. TERMS. 
Crowley Co. 
332-5540 
388-2932 


4000 sq. ft. bldg. w/9000 sq. ft. 
lot, San Anselmo . ... . great, loca­ 
tion. 
Call John Hour!ham at 456-3220' 


Office space up to 9000 sq. 
from. 20c per sq. ft. 
ft. 


PRIME .recreation or business pro­ 
perty. Choice .location. Some with 
live 
stream 
& ftwy. frontage. 
IR «SONABLE TERMS. Owner. 456- 
54!8, 5-7 p.m.________________ 
REDWOOD studded bldg. site, top 
Ml. Tam, seclud., view, 1/3 ac„ 
$12,500, terms. 383-2837. 


Warehouse space from $120 par 
mo. 


GRUBB & ELLIS Realtors 
1029 “C” St., S.R. 456-3220 


2400' Showroom: & shop. Heat, 
good light, dry, parking. Also 800 
or 1.200’. same bldg. 454-4778 or 
458-0482.____________________ 
CHOICE 
commercial 
shop 
with 
parking lot. next to Tamalpais 
Theater. Suitable for TV shop, key 
shop, etc. Fantastic traffic count,. 
$225 per mo. 
D-A-V-l-S, 
Realtors 
454-352.2: 


SAN RAFAEL DUPLEX. 


5 rooms up, 4 rooms down. Good 
'location. 
Close 
to 
everything. 
$32,500. 


0. F. CONTI 
REAL ESTATE 
801 D St., Cor. 2nd. San Rafael. 
456-1945. ' 


Lots ft Acreage— 714__________ 


ACRE 
PLUS, Glenwood, $14,500.. 
Upsiope. Bay vim , level bldg. 
pad, util. in. Owner. 456-1.716. 


NEED desk/ofc. space plus some 
secretarial, art or management 
help? Let’s discuss a flexible 
friendly assn. Northgate Indust. 
Park, 4 5 4 -3 2 1 0 ,.___________ 
NEW WAREHOUSES 
From: $120 Per Month & Up 
Exclusive Agents 
WILLIAM W. HOLY 
Company 
San Rafael 
479-6170 


Atlantic Richfield needs qualified 
dealers to operate stations in 
Marin Co. Paid: training, financial 
& promotional! assistance 6 other 
fringe benefits, Call 1-392-3010 
days or 453-8306 eves. ft. week- 
ends. Ask for Jim Fraley. 
CO'FFE'ESHQF, 
excellent 
location. 
Southern Marin. $7200. 388-8687 
eves. 


Business Wauled— 717_ _ _ _ _ _ 


PROFITABLE, OPERATING, mfg. or 
whlsle. business wanted by expe­ 
rienced management/m'ktg. exec. 
State full particulars 1st. letter 
please. Reply 111 Box 51.2. 


NOVATO. 3 bdrms., 2 ba., pool. 
Available Feb. 1st. $250. Lease 
Ref. After 3:30,. 892-2517. 
NOVATO', 
3 
big 
bdrms.,, 
large 
fenced yard. Immac., close to 
town. $245. 897-6539. 456-4174, 


S.R. ¡New studio. Comv. I'oc. Util... 
inc. $160 mo. Timmer. Realtor. 
Ask for Mr.. Lor me. 456-4124, 
STUDIO ft. 1 BR., heated 
pool. 
Swedish 
modern. 
Util. 
paid. 
$1.35. M.V. 388-5290._________ 
TRAILER, Novato. 1 'bdrm. $1,25. 
Electricity incl. Adults. Call 333- 
2495., evenings._______________ 
$180. 
Deluxe 
2 bdrm.., Rohnert 
Park... 
2 
male 
students 
OK. 
Ref s./security dep. 456-3193. 


Apartments For lent 
(Unfurnished)— 120 


IMMACULATE 2 bdrm:.., elec 
kit., 
close to transportation. All util 
paid. 
Adults 
only. 
$250. 
San 
Rafael.. 454-7768 eve /wknds. 
KENTFIELD. Deluxe 1 bdrm., efoc. 
kitchen. View. Incl. water, garb., 
garage, cable TV. Mature adults, 
no pets. $185. 924-1215.______ 
LARGE 3 BR. romantic townhse on 
quiet1 street in Saus. ht'lls. Exten­ 
sive gardens, ft. sweeping view. 
$460. 332-1067.______________ 


LUXURY APIS, FAIRFAX 
$165 to $185 and up. New 1 ft 2 
'bedroom, 
.2 
bath. 
(Will turn.) 
¡Pool, park-like setting. Priv. sun 
deck. Adults, no ¡pets.. 456-8696. 
I M.V. 2 Bdrms., w/frplc. Priv. deck. 
Adults only, No pets. $.190, Call 
383-0255. 


Apartments For Rent 
(UnturnisM)— 820 


WE RENT FURNITURE 
LIVING 
FURNITURE 
124 .Belvedere St.. S.R. 
RENTALS. 
456-4152 


$155 'UP. Terra Linda studios ft, 
larger. Garages, maid service, 'TV, 
utils, 479-7091. 


NOVATO, 3 BR.. 2- ba... family rm. 
Elec. k i t c h 
$.,285 on lease. 
NORTHGATE. REALTY, 479-2114 or 
897-1794. 
NOVATO. 
2 
bdrm., crpts., drps., 
AEIK, fresh paint. 1st, last plus 
dpst, $215 per mo. Call Mr. 
Downey for appt. 472-2476 eves. 
NOVATO: Attractive, immaculate 3 
'bedroom, 
2 
bath, 
fireplace, 
fenced, private, fish pond. Lease 
$260. 897-2296. 


$6 PER DAY, by the week. Olympic 
size 
pool, maid 
service. 
Near 
_ H.A.F.B. 883-5952._____________ 
$100,., 2 ROOM apt. w/bath. Util, 
incl. 
downtown 
S.R. 
Mature 
adu Its preferred. 456-1535, 
WE RENT FURNITURE 
LIVING FURNITURE Rentals 
124 Belvedere St.. S.JR. 456-4152 


Apartments For Rent 
(UnturnisiiedV——820 


MI.V. 1 BR.., drapes, carpet; C. TV; 
carport; laundry. 'No pets or chill* 
dsran. $165. 383-2483._________ 
M.V, Strawberry, 2 ¡bdrm. $185. 
Pool. No children or pets. Suita- 
ble couple. 383-1352.__________ 
NOVATO1. 2 ¡bdrms., $145. Garb,,, 
wfr., cable TV incl. No pets or 
children. 897-2050.. 


NOVATO, Bel Marin Keys, 172 M!on- 
tego Key; 4 BR.,, ¡2 ba., Ig„ dock, 
crpts,, 
drps. 
Waterfront. $300 
lease. Call 692-2834. 


WANTED: Gift: ft. card shop 
All replies confidential. 
Phone 479-7347 


Real Estate Loans— 715 


NOVATO1. Custom: built 3 bdrm., 2 
bath, elec. kitcti., 2-car garage... 
Newly decor. Fenced yd. $275 
mo. 479-5352; 453-9625. 
'NOVATO'» new custom built. 3 BR., 
1-1/2 
ba., fenced yard. $275, 
Resp. family only. 456-2712. 


NOVATO. Good central area, 32ÜÜ1 
sq. ft. Retail, office or service. 
Flexible 
lease 
terms. 
Conven, 
parking. Days: 897-2125 or Eves: 
89.2-9492. 
OFFICES, Tamalpais Bldg. S.R. 512 
sq. ft., $145. Also 145 sq.ft. $55. 
Air 
Co nd. 
Janitor/utilities 
incl. 
Call 453-3230...________________ 
RICHMOND, easy commute. 2000' 
sq. ft. offices. Plentiful parking. 
Phone 456-7167. 


$1,000 to $10,000 2nd Loans 
We have: money on ¡best terms, 
lowest fees in Marin County.. 
Virgil Breen & Co. 
Locally owned ft. managed: 
Licensed since 1934. 
456-1144 
FAST-action on 1st or 2nd loans. 
Borrow on your real estate equity, 
improved or unimproved. Ask for 
Mr.. Pollock. 
DAVIS REALTY CO. 
454-3522:EveS: 456-8116 
PRIVATE MONEY, reasonable fee on 
1st ft 2nd T.Ds. Brier., 
456-1.718. 


SECOND HOME LOANS 
from $1000 to $10,000 
5-Day Service 
JOHN WOODSON, 453-8144 
LOAN BROKER 
1,414 Lincoln Ave., San Rafael 
(Since 1950) 


NOVATO;, San Mitin 4 bdrm,, 2 ba., 
fam. 
rm., 
double 
fireplace, 
drapes, fully crptd. AEK. fenced 
yard... $315. Lease. 897-2765. 
PET. vac., ultra new exec. 4 BR.. 2 
ba., sep.. din. rm„ fam. rm., cul- 
de-sac. Ref. $285. 763-8541. 


3 BR: - carpets and drapes, All 
elec. kitchen. Vic Hamilton Base. 
No pets. Refs. req... $180. 
Win, BUSH ¡REALTORS 
456-2020_________ Eves. 883-6608 
2 ¡B'BRML, 1-1/2 bath, country town- 
house... Bui It-ins, w/w cp l, car­ 
port. 
$1.75/mo. 
inc. 
water ft 
farbage. Call after 6 PM, 707- 
62-9174. 


NOVATO: 
1 bdrm.., w/w carpets, 
drapes. Your own private deck... 
'Elec, kit:. $140 per mo. 'No chil­ 
dren, no pets. .ASSOCIATED DE­ 
VELOPERS, 897-5135; eves,, 892- 
2403,.________________________ 
NOVATO'. 1 bdrm. town house. Elec. 
kit., crpt., drps. Garbage ft wtr. 
No 
chldrn. or pets. 897-1756 
after 6 p.m. 


Doplex For Rent 
(UahrnishtO)— 138_________ 


FAIRFAX 3 bdrm.., extra Ige, deck, 
woodsy. $240. No. dogs.. 456-5717 
or 456-1566._______ ___ _ _ _ _ _ 
¡NOVATO',. 2 bdrms., crpts., drips., 
stove, ref rig., garage. $210 mo. 
Call 883-6242 aft. 3 weekdays. 
SAUSAirro spectacular 2 BR., 2 
bath, story liv. rm., frplc., decks, 
view. 
$450, 
realtor... 
POLLY 
Me NAUGHT 332-1610. 
_ 
S.R. 2 Bdrms., 2 baths. Waterfront 
with 40 ft... dock. Swim pool. 
$400 mo. Ise. (40 Porto Bello), 
Call 692-2834.________________ 
S.R. Modern 2 ¡bdrm., 1-1/2 bath. 
¡No dogs, $215 'per month. 456- 
0864 or 479-2116._____________ 
TIBURON. 2 bdrm.., frplc.,, elec. kit.,, 
. Ige. 
patio 
ft 
deck, 
carport. 
Ad utts. $300 mo. 435-1094. 
TIBURON waterfront. 
2 bedroom, 
rugs, 
drapes, 
fireplace, 
else, 
kitchen. $400'.. Phone 435-4267. 


Rom s For Rent— 835 


2 BEDROOM large San Rafael apt:., 
near High School. Very clean. 
$ 163/month. 453-6849._____ 


1 ft 2 bdrm. across I'rPim Marin 
Golf ft Country Club. Adults, no 
pets. 
1000 Ignacio Blvd. Mgr. 
Apt. #28, 883-7101. 


PETALUMA: East side 4 BR 2 ba., 
fam. 
rm. w/built-in BBQ, fiire- 
p il a c e . Poof, red. patío, AEK 
w/washer, dryer turn... Call 707* 
763-2975. 
¡SAN RAFAEL, 3 'bdrm., 1-1/2 bath, 
inc. washer ft. dryer. Avail, on 
lease. $300 mo. 
SAN ANSELMO, 3 bdrms... 1 bath, 
nice area. Avail, on lease, $300 
mo. 
PIERCE REALTY, 453-3540 
¡SAN RAFAEL, 2 bdrm.,, stove, re- 
frig.. , garage. Clean. On: the wa­ 
ter. $250. Agt. 924-4200; eves: 
924-0293. 


ACREAGE In S.R. Bret ¡Harte. Utils, 
ft. view. Owner sub. builder. ¡Easy 
highway 
ft. 
schools. 
456-6826 
eves. 


SAN RAFAEL. Beautiful panelled off­ 
ice. central location. $75 month,.- 
456-2922.____________________ 
SAN 'RAFAEL. Approx, 640 square 
feet. 2 room office, $.142 per mo. 
NIPPER ft MARCHANT, Realtors. 
CALL 456-9622 


BUILDING? 


CARRIE REALTY 
Cotati On-The Plaza 
707-795-5471 


Get the lates!: plans or see our own 
NEW HOMES for ideas ft. prices. 
We re NEW HOME SPECIALISTS! 
AND WE OWN OVER 50 CHOICE 
BUILDING SITES in a variety of 
locations, available NOW for YOUR 
NEW HOME. 
'We know the builders ft. the len­ 
ders. Well give you TRUE figures 
on costs of building, closing ft 
financing. 
There is no charge for Consulting 
us! 
FRANK HOWARD ALLEN 
Leading Realtors 
Mill Valley 
Tiburón 
San Rafael 
Kentfield 


Since 1910 
388-2900 
435-3844 
456-3880 
461-2900 


$2500 down ft. assume loan. 6 mo. 
old 
Young 
America 
Home. 
3 
bdrms., 2. ba. frplc.,, formal din. 
rm.., fam. rm, Lge. lot. 763-8504... 


Santa Risa— 519 


or write Box .508, Mill Valley 
CHAPMAN PARK 
Lot w/gentle slope... View. In sta­ 
ble, sought, after area of Ige, 
homes. ¡Excel, 'weather. 
383-1352 


SAUSALITO, 4000 sq. ft. frontage 
on 
Bridgeway. 
Ample 
parking. 
Ideal retail location... 332-473i0'.. 
SAUSALITO... Comm', sapee combined 
with living quarters.. Ideal spe­ 
cialty store. ¡Lease $500. Call 
Carl Pearson. 
ALLEN REALTORS 388-2900 _ 


SAN MARIN 
Air conditioned — medical, den­ 
tal professional office space for 
lease. 'Contact . . . 


John Carbone 
897-6127 
ARGUS Rea! Estate 
801 ¡San Marin Or. 
Novato 
WANTED: dry storage, approx.. 10 ft. 
x. 20 'ft,, must have 24 'hour 
access. Call 388-0400. 


Real Estate Wanted— 763 


LOT IN FAIRFAX, 
improved. 


CUSTOM, 3 bdrm., M /2 bath, dbl. 
used brick frplc. ¡Home: on oak 
studded 
1/3 
acre near Santa 
Rosa Golf ft Country Club. Easy 
financing. Reduced to $30,900, 
GROUP 5 REALTY _ 
707-544-4035 
SPORTSMAN’S PARADISE 
Beaut. 1,60 acres - river front - 
adjacent 
to 
80 million dollar 
Lake Sonoma 
mow under con­ 
struct ion, 30 min. from Santa 
¡Rosa... $31,800. Terms. Call Dyna- 
_ Sl*' 1 •397-068 L ______________ 


•j( 
^ 
"A’ 


TIRED OF LIVING 


in confinement? Here’s a beauti­ 
ful ranch, near progressive city. 
5 plus acres, 
little red farm 
house, .AAA, condition. Many other 
buildings, fruit trees, horses, nice 
bam. Great country living for only 
$49,000. 


A B R A M S 
REALTOR 
23 First St.. 
Village Square 
Corle Madera 
924-1200' 


full} 
Graded. Ready to' build. Plans 
inc.. Across from: school. $6,950... 
_ Terms. Call 388-8789. 
_____ 
MUIR BEACH . . . 1 full level acre. 
Can easily be divided into 4 lots,.. 
Beautiful quiet location. $34,QUO. 
NORTHGATE REALTY 
479-2114 
M:..V. 4 bay view improved lots. ¡Nr. 
shops, bus, 
'Owner finance or 
trade. Mate offer. 388-2480... 
M.V. 2 ¡beautiful homesites. $10,- 
000. ft, 
$20,000. 
Trees, view. 
Utilities. Paved St. 883-4862. 
NOVATO 


Novato 
910 Grant Avenue897-7181 


Beautiful 3 (plus) hilltop acres 
with panoramic view located off 
Atherton Ave. on "*H" Lane... Per­ 
mit for horses, and covered with 
oak and laurel trees. Complete 
with well. Price reduced to $26,- 
000. Possible to acquire addition­ 
al adjoining approx. 3 acre site. 
Magnificent tench site (s). 
Eves; Gordon Morse, 
897-5867 


“We Help People" 
HENRY HICKS & ASSOC. 
REALTOR 
1,683 ¡Novato Blvd. 
Novato 
897-6158 
MULTIPLE LISTING SERVICE 


★ ★ D-A-V-l-S REALTY ★ ★ 
WILL BUY YOUR HOUSE 
FOR ALL CASH 
Also Old homes bought in as-is 
condition for all cash. Call 454- 
3522.________________________ 
I WANT 
North Lake Tahoe area, large old 
ranch or lodge. Need plenty of 
room, outbldgs., cabins, etc; 
I HAVE 
substantial equity in Sausalito 
duplex and Santa Barbara and 
Los Angeles 
income properties, 
plus cash and good credit:,.,. Call 
Ken Johnson, 332-5467. 


SECOND HOME LOANS 
And Personal Property 
$5,000 to $10,000 
48 HOUR APPROVAL 
NO PREPAYMENT PENALTY 
RQYCE FINANCE PLAN 
935 Lootens PL, S.R. 
454*1122 


SMALL PAYMENTS 
2nd Mortgages, $1,000-$ 10,.000 
Compare Our Costs ¡First 
Fireside 'Thrift 
1011 C St.. S.R. 
456-1121 


¡SAN RAFAEL,. 3 BR., 2- ba., family 
room. Crpts., drapes. Pool. Garde­ 
ner incl. $350. 453-6105. 


ADULTS. San Rafael cofidomlnium. 
2 BR., 2 ba., elec. kit., spotless 
condition. 
Meticulously 
maint. 
grounds. Pool,, rec. fac. Ail facili­ 
ties except phone included. $250, 
lease. 
A.R.. 
Roumiguiare, 
Inc., 
Realtors, 453-6630. 456-1562. 
BON AIR 


GARDEN APARTMENTS 
In Beautiful 
Greenbrae 


1 - 2 - 3 BEDROOM! 
1 - 2 BATHS 


Furnished or Unfurnished 


MANAGER 
384 VIA CASITAS 
PHONE 461-0434 


OPEN! NOW RENTING! 


NEAR MILL VALLEY, Near Tiburón, 
mear Sausalito at Mill Valley - 
Tiburón - and US 101 Cloverleaf. 
'Brand: 
new 2 bdrms.., deluxe'. 
Shag carpets, dishwasher, pool, 
cable TV. Gorgeous view. “QUIET” 
- ideal commute by ¡bus or car. 
No pets. Refs, required. $225 mo. 
From' US ,1,01 take road, to Tibu­ 
rón, 
left at first signal onto 
frontage road, then up the hill to 
35 Thomas Drive, Mill 'Valley,., 
FURNISHED MODEL. Phone 454- 
0832 and/or eves. 383-2903. 


.2. 
ROOMS. 
Separate 
entrance. 
Washer, dryer, share bath. 
___________ 383-1925___________ 
COMFORTABLE sleeping room, .heat­ 
ed, close to business district:. 
Working man only. 1135 Mission 
Ave., San Rafael'.______________ 
'FURNISHED 
bedroom, 
in 
private 
home'. Settled ¡person. Meals op* 
t ion a I. Call 897-5845.________ 
$75/mo. plus util. Employed wom­ 
an. House privileges. 
Corte Madera. 924-5645, eves. 
IN hills 2 miles above Fairfax. 
Room, priv. entr., big deck. No 
pets. $80. Ph.. 457-1181._______ 
MEN ONLY. Rooms w/priv. baths & 
'every other convenience for your 
comfort. 34 Grove, S.R. Ample 
parking. 453-9880. 


SAN RAFAEL. Sun Valley area. 3 
bdrm,, 2 bath, garage, family 
area. Immaculate. Lease 1 'year 
or more, $275. 
DON TIMMER, ¡Realtor 
457-1402 


PANORAMIC BAY VIEW 
Elegant ft. very spacious 2 bdrm'., 
,2 bath with large deck ft frplc. 
Pool & tennis court. Belvedere 
area. $315-1325. Ph. 435-9033, 
PETALUMA: 2 vacancies, lge. 2 BR. 
luxury apt., 'pool. $165. No .pets. 
707-763-6604. 
★ 'SAN FRANCISCO VIEW ★ 
Gracious Tiburón 3 bdrm., 2 bath, 
fireplace,, pool, priv. garden. 
Adults, no pets. 3345. 435-3294.. 
SAN RAFAEL. 2 bdrm. townhouse. 
W/w crpts,, dshwshr., pool, priv. 
verandahs, excel, view ft loc. 
Adults only, No pets. $195., 237 
Picnic Ave... S.R. 456-0382. 


C.M.. 2 bdrms. Crpts., curtains,, all 
elec. kit. Conv. location. No chil­ 
dren or pets. $200. 924-2169. 


SAN ¡RAFAEL. 2 BR., 1-1/2 hath 
Pool. Laundry area, carport. Adult 
couple only. Lse..,, $220. 
DON TIMMER, Realtor 
457-1402 
SAUSALITO. 2 BR., 2 ba.. frplc 
Cpts., drps., wash./dry. Carport 
Bay view. $300. 332-3128. 


Homy Wanted— 192 


INVESTOR 
Earn 10% annually 
select 2nd loan on Ti 
on $10,000 
iburon home. 
High equity. 
VIRGIL BREEN & COMPANY 
Locally 'Owned ft managed. 
Licensed since 1934. 
456-1144 


INVESTORS EARN 10% 
On secured loans. We handle 
appraisals and service loans for 
you. Ask for M¡r. Pollock. 
D-A-V-l-S 
454-3522_________ Eves: 456-8116 
SMALL Mr. ft 
Distr., $400.000 
annual 
gross, 
needs 
$25.000 
'loan for growth' ft expansion 
capital. Inventory, accounts re­ 
ceivable, fixed assets as collater­ 
al. Reply I-J Box 51,5. 


SAN RAFAEL: Duplex, 2 bdrm., car­ 
pets, 
drapes, 
electric kitchen. 
Sparkles'! Adult, couple only. Refs, 
req, $1.95 mo. 


CORTE MADERA,: 3 bdrm.., 2. 'bath, 
family room, level lot, close to 
schools ft bus - Redwood High. 
$350' mo. 


TIBURON: 3 bdrm., 1 bath, stove, 
refrigerator, view. Reed Heights, 
Walk to Junior High. $325 mo. 


EARLE I SOLVASON 
Realtors 
924-0442 


C.M. 2 BR., AEK, w/w crpts/drps. 
Patio, pool, view. Adults. $22.5 
mo... 924-4443. 


SAUSALITO. 
2 
BR., 
2-1/2 
bath 
luxury tnhse. Fireplace., bar, Ig. 
decks over deep water frontage 
sweeping view of S.F., skyline 
Angel island, etc.. Close in, con/ 
venient, $525 ¡per mo. 454-0280. 


C.M. DELUXE 3 BR., very spacious 
flat. 
View.. 
Gar. 
Responsible 
a dulls. $275. 461-9044..________ 
C.M. 'Townhouse. 3 BR., lge. liv. 
rm., din. rm., 2-1/2 ba., crpts,» 
drp. Club house, swimming pool, 
rec. rm. ft exercise rm:.. avail. 
Good commute. $350.. Ph. 924"- 
1257. 


¡SAN ¡RAFAEL», center of town 
rooms. Hardwood floors, steam 
beat. Apply 1111 4th St. 


ROOM' 
downtown 
Corte 'Madera. 
'With 
bath. Linen service. $60 
'month. 924-31,44,. 
San ¡Rafael High School area. $90. 
Large room, double closets, sif­ 
ting room, available. Bay view, 
pool. Employed female, kitchen 
priys. Evenings, 454-8236. 
TAM VALLEY. Large room, private 
bath, carport;, quiet. $100 mo. 
Ph.. 388-3349. 


Share Rentals— 840 


EMPLOYED mate will share Sausali­ 
to apartment w/same. $95. 'Good' 
location. 332-3129. 
EMPLOYED Mother with 4ft. old 
son to share 3 bedroom.., 2 bath, 
view, and poo! house with same. 
Ref. 
required. 
Call 
454-8236 
eves. 
ESTABLISHED male artist is seeking: 
M.V. house1 or apt. to share with 
same. Preferably with 'working 
space. 388-9623. 
GIRL wanted to share 2 bdrm. San 
Rafael apt. with same. $80' a 
month. 456-1017. 


SAN, RAFAEL. Close in.. Lovely 
bdrm. apt. Modern bldg. Quiet, 
mature adult only. No pets. $155. 
454-0544. 


SAN RAFAEL. Custom built 4 bdrm., 
3 ba... crpts., drps., AEK. Good 
close-in 
location.. 
Avail, 
now. 
Chldrn., pets OK., $395.461-5740'., 
¡SAIN ¡RAFAEL/iDominican. 3 bdrms., 
2 baths, w/family rm. or 4th 
bd'rm. Privacy. $350 mo. Fox ft. 
Carskadon» Realtors, 454-101,0. 
S.A. 2 bdrms,, frplc. Walk to schls. 
ft shopping. $245. 1st ft last 
mo„ plus $50 cleaning dep. 457'- 
0933, 


LARGE home in west Marin with 
beauty ft privacy. Some land. To 
$65,000. 897-5605._________ 
TIRED of apt. living. Retired couple 
will pay to $35,000' cash for 3 
BR.. 2. bath ranch style. Will 
'Consider Glenwood, S.R1.. Terra 
Linda or Novato... Prefer Glenwood 
because they have 2 married 
sons who own their own homes 
there. Phone Livewire Lindskog, 
454-0832, evfes. 383-2903. 


Business Opportunities— 770 


Rousts For Rout 
(Furnished)— 805 


3 
BDRMS,» 
non-tract, 
cul-de-sac 
with other nice houses. View to 
bay. Trees. Knoll Rd,, San Rafael. 
$325. 
Dean Weibel. Realtor 
456-9635 


.SAUSALITO, custom 1 bedroom plus 
home with lush gardens, sur­ 
rounding intimate patio. $300'. 
lease. Realtors, 332-5050., 
HOME & LAND CO_ _ _ _ 


SAUSALITO. 3 BR.,, 2: bath, view 
home. Level site. No pets. Refs, 
req. $450 mo... lease. 
BUSH REALTY 
456-2020 
SLEEPY 
HOLLOW 
$265. 3 bed­ 
rooms, 
1-1/2 
baths. Available 
Feb.. 1st. Lease. Ref s.. 234-7004. 
S.R. 
3 
bdrms.,, 
workshop, extra 
room' down. $250' mo. Call 1.-346- 
5451. 


'BELVEDERE 
LAGOON, 
1 
to 
5 
months. Charming 2 bad room, 2 
bath. $495. 435-4882. 


SAN RAFAEL INVESTMENT LAND. 
3,100 sq. 'ft:, knoll. 2,500 ft. 
frontage. Possibly may be re­ 
zoned for 31 units. $20,000. 
NIPPER ft MARCHANT, Realtor. 
Call 456-9622. 
____ 


Montecito Shopping Center 


Clear late— 591___________ 


VIEW 
LOT,. 
Clear 
Late- 
Private 
beach. Reduced to $5000'. Terms. 
Agent, 453-8721.____________ 


Humboldt Co.— 614__________ 


160 AC, rec. land, adj. Sjx Rhr/ 
Nat. Forest. Hunt, fish. $2000 dn. 
80 ac„ $1000 dn. 986-5468...... 


Lake U f e — 626 


CONDOMIN., Incline V. 5 BR.. 2*1/2 
ba., crpts., drps», deck. AEK, bar, 
pool, sauna, beach priv. 'Owner. 
$42,000; $5000 dn. 986-5458. 
GOLF course lot. Incline V., on 4th 
green. 1-of-a kind. Nr. ski area.. 
Low dn. $27.000. 966-5458. 
_ 


L O T ,'Chamber lands Beach ft Moun­ 
tain Club near late, eki area. 
Level. Arch, plans avail. $6500',.. 
Owner. 461-2000. 


SLEEPY HOLLOW 
Just Usted — a park tike setting 
with complete privacy, next to 
San Domenico. Entrances from 2 
streets — could be 2 or 3 
beautiful homesites. 2.65 ACRES. 
$24,000. 
NIPPER ft MARCHANT 
Realtors 
456 8122 
Eves. 454-3434 
___ _ 


TIBURON SPECTACULAR 
V i e w from, Mt. Tam to Bay 
Bridge, level 1/3 acre; area of 
exclusive 
homes 
near 
schools 
and ferry. $2 7,500, by owner. 
________ 
435-4728.__________ 
$3000 OFFERED for building lot in 
* 
‘ 
Call 457-0818 ev- 
centrai 
enings 
Marin. 


WE ¡need' building lots,; Will pay 
cash. Call Bill Ferrua or Merritt 
Pollock. Eves.,, 4.56-8116. 
D-A-V-l-S Realty 
454-3522 


RESPONSIBLE PERSON 
WANTED 
to 
own 
and 
operate 
cigarette and confection vending 
route in San Refael-Novato and 
surrounding area. Pleasant busi­ 
ness. High profit items. Can start 
part time. Age or experience not 
important as company will give 
ON THE JOB TRAINING to person 
selected. Requires car and mod­ 
erate cash investment. For de­ 
tails write Manager, please give 
phone number. Reply l-J Box 510. 
SMALL restaurant leasa for sale. 
Good 
clientele. Averages 
$135 
per day. Completely set up ft 
ready to go. $3950. 924-0844. 


★ ★ CREST M A R IN * * 


• I ft 2 BEDROOM UNITS 


•PANORAMIC VIEW 


Private deck or patio, GJE. kit., 
frplc., luxurious crpts. ft. drps., 
bars ft. pantries, huge closets,, 
moving walls, sound-proof, cable 
TV. Adults. 
Poo!» Sauna, Tennis Court 
Turn off Hwy. 101 at ¡L u e a s 
Valley Rd. 
S.R. 472-0400/454- 
8574 


★ENCHANTED KNOLLS ★ 
M.V. Newly decorated. .2 BR. Elec. 
kitchen, carport, storage room, 
laundry facilities. No children or 
pets. $200..,, yr. lease. Brokers 
cooperation. Call 388-5169. 


★ SAN RAFAEL CAM . ★ 
Elegant 2-3 bdrm., 2 bath. 
Pool. $225 to $300. (Will furo.) 
Adults, no pets. Ph. 454-6223... 


RESPONSIBLE working girl in 20'* 
share 
Santa 
Venetia 
house 
w/same. $70 mo. plus deposit, 
Ph. 472-1562 aft. 6:30 pm. Re- 
feteO'Ces required. 
★ ROOMMATES <*- 
Call 332-2221 or 388-2221 
3"1 Caledonia 'St.... Sausalito 
2 p.m.— 7 p.m. Mon,— Sat. 


SAUSALITO. $350. 2 bdrm:.» 1-1/2 
baths, 
frplc., 
carpet, 
drapes, 
dishwasher, washer, dryer. View. 
Avail... 1/20. 332-0869. 
SKYLARK 


FAIRFAX, ideal 1 BR garden apt. 
duplex. Pref. senior citizen. $125. 
1 st/last: mo. 454-1617. 


S.R. Ac. of priv. 3 BR., 2 ba., fam. 
rm., 
w/w 
crpts.» 
wshr/dryer, 
horse barn. $395. 479-4604. 
S.R. Hillside 'home. 3 'bdrms.,, 2 
baths, drapes, w/w cpts., firepl..., 
atio w/lanai. 2 car gar. Privacy. 
454-4115. 


TEXACO 
SERVICE STATION 


M.V. $550 hie. 4 BR., .2 ba.., Ige. 
din. nm'., rec. rm'..., deck, panoram­ 
ic view... Lse or Lease option. 883- 
4862. 
_______________ 
SAN RAFAEL, 3 bdrm.. 1-1/2 bath, 
inc. washer ft dryer. Avail, on 
lease, $300 mo. 
PIERCE REALTY, 453-3540 
$350. 6 rm home in Mill Valley. 2 
chldrn. welcome, no pets. Refs. 1 
yr. lease. To see, call 388-5772, 
Walburn Realty. 


Houses For Rent 
(Unfurnished)— 810________ 


7 BEDROOM, 4 bath country estate. 
Valley of the Moon. $800 mo. 
Broker's 
Co-operation 
invited. 
Burney Rlty, Santa Rosa, 707- 
542-2515.____________________ 
3 
BDRMS., open 
beam 
ceiling. 
Wooded 
setting, 
sunny 
patio, 
deck. View of Mt. Tam. Short 
walk to Coleman school. 5 Marin- 
ita, San Rafael. $375 per month. 
Dean Weibel. Realtor 
456-9635 
AVAILABLE Feb, 1. 3 BR.. 2 baths, 
AEK. carpets, patio, yard. $275. 
897-5814. 


patio 
$325. 


GREENBRAE. Luxurious 2. bdrm.,il­ 
l/2 bath. No pets. Children 10 
plus OK. $275. 332-5678., 


GREENBRAE LUXURY APT, 
Spec. liv. rm., frplc., ft din. area 
deck w/view of mtns. ft bay. AEK 
plus wash. ft. dry. Huge eat-in 
kiitch. 2 lge. BR., ige. closets ft 
stor. 2-car gar... pool. Priv. No 
pets. $295. 461-9269.______ 


Luxurious new GARDEN opts, with 
overwhelming views of Mountains 
and Bay. 
Homelike 1-2-3 'Bedrooms 
2 Baths, Carpets, Drapes, 
Frigid aire Self--Clean AppL 
Firepiaces and .Elevators 
Many Extras! 
POOL 
SAUNA— EXERCISE 
RECREATION CENTER 
Adults, No Pets 
Top of Skylark Dr., Larkspur 
(off Magnolia Avenue) 
Mgr: 924-1717 or 924-2254 


SPACIOUS 2 bdrm. * ige 
View deck, carpets, drapes and 
colored appliances. 1 ch«d O.K. 
$165, Ise. 456 3193. 454-1703 
eves. 


SAUSALITO, $100 plus util. Man 
share apt... w/same. Own bdrm. 
View. Straight., 25 to 30 yfS. Eve. 
ft wknds. 332- 4 7 7 4 .________ 
SHARE modern apt; with 38 year 
old woman. $60. mo. Off D: St. 
456-0122 or 461-1476. 
'TWO master game disciples share 
Sausalito bay view ¡house - gar- 
den, w/another. $150. 332-5390. 
YOUNG COUPLE w/beaut. Fairfax 
h o u s e would like to share 
w/same. $90 mo. plus util. 456* 
5347.________________________ 
Y O U IN G man will share 3 BR. 
house, 
Fairfax, 
w/same... 
$100 
mo. plus util. Straight. 453-6443 
eves.____________ _ 
YOUNG 
man will share new 3 
bdrm.,, 2 bath hilltop home in 
San Anselmo with same. Must be: 
liberal, indiscreet. $11,5 plus all 
util. All 
modern conveniences. 
Avail. Feb. 1st. Call 'Frank at 
986-6634 days. 
_________ 
YOUNG: 
single 
college girl 
w/2 
bdrm. apt..., S.R. seeks working or 
college girl under 24 yr*. $66.75' 
plus split util. 
Call 454-2019 
eves, 5 to 8. 
_____________ 


Miscellaneous 
For M 
— 155 


STRAWBERRY WATERFRONT. Panor­ 
amic Bay view. 3 bdrm;» 2 bath, 
din. rm;., frpl., BBQ. Lg. Rec, rm. 
.Deck .ft patios. Adult pref.. Lse. 
$525 mo. 456 4952.___________ 
TERRA LINDA, beaut, atrium Ei­ 
chler, 4 BR., 2 ba., fam. rm., 
AEK, frplc., cust. drps., utit. rm., 
2-car gar. Low maint. Indsepng. 
Nr. park ft s c h l s . $365 inc. 
water. 479-3467. 479-1958 ____ 
TERRA LINDA, mod. 5 BR., din. rm., 
rec. rm., view, $385 mo. Ise. 
Northgate Realty. 479-2114. 
TIBURON, older home, upper unit. 7 
rms. Sped. view. Walk to ferry. 
$450. unfum. $400. Dep. Refs. 1- 
986-5458.____________________ 
$225 UP — All Areas ft Sizes. 
Tots ft pets o.k. Brkr 
Marin County Rentals 
456-3232 
WATERFRONT 
3 bdrm., 2 
bath plus family 
room, newly decorated. Lease or 
lease 
option. 
No pets. 
$300. 
Refs, req 
BUSH REALTY 
456-2020 


GREENBRAE, new townhouse', dtx. 
elec. Mt., .self clean oven, etc, 
Frplc.,, crpts.,, drps.,, 2 BR., 1-1/2 
ba, $275 mo. includ, cable TV, 


•bone 453-5663... 
No lease req. 


HARBOR HILL APTS. 
S.F. VIEW 
1 ft 2 BR., DEN 
$260— $490 
TIBURON 
435-3423 


S.R. 2 bdrm. Exc.. cond. Nr. "every­ 
thing. 
Crpt., 
drps. 
$225. 
'No 
chldrn. or pets. 456-571.7...______ 
S.R. 1 ft. 2 bdrm. Beam, ceil,, pool, 
drps,, w/w crpf., file bath, stv. ft 
refrig. 456-2418.______________ 
S.R. 1 bdrm. only. Club hse.,, pool, 
pool tbl, lge. lawn. Lndry. fac. 
$145. 454-5537 aft. 3. 
S.R. Canal area... 2 bdrms.., crpts., 
drps, elec. kit. No chldrn,.' no 
pets. $200. 454-5300'. 
S.R'.. Canal area. 2 ¡bedroom; $185... 
New paint, carpets, drapes. 'Near 
shops "ft schools. No pets. Phone 
454-6677 or see manager. 162 
'Belvedere St., apt. # 7 ._______ 
S.R.. ¡Lovely 2 bdrms, elec. kit.,» 
carpets, 
drapes. 
.New 
paint. 
$200 454-3153. 


or 
CAR WASH 
Marin County 
Be your own boss! Control your 
own income. 
TEXACO PROVIDES 
A Business building plans 
★ Promotional assistance 
★ Paid training 
Contact A.P. Pratali 
Days, 235-9011 
Eves, 347-7835 ______ 


West ¡Marin, 1630 a c... 
Sleepy 'Hollow, 3/4 ac 
Mendafaohn. Eve 


.... $500.000. 
$8500. 
461-1584. 


VARIETY STORE! 
MILL VALLEY! 
Small investment! $7500 includ­ 
ing stock valued at $6100. Ideal 
foi c o u p l e ! Rent $100 per 
month! 
Nites 
call 
388-0093, 
GEODES, Realtor, 388 6160. 
lady's 


BEL 
MARIN 
KEYS waterfront. 4 
bdrm., 2 ba., carpeted, draped, 
disp, dshwshr. $290. 883-4361. 
C.M. 4 bdrms, 2 ba, drp*, AEK, 
frplc., view, ige deck. 2 car gar. 
Close to schools. $350. Lease. 
924-4593. 
_________________ 
CORTE MADERA, SPOTLESS town- 
* 
house. 3 bdrms, 2-1/2 baths, 
pool and biltard room facilities. 
Perfect commute. $325. Realtors, 
332-5050 
HOME & LAMO CO. 


Apartments Far Rent 
(Firnishecl)—-« I S 


1 ft 2 BEDROOM APTS 
No children or pets. 
BAYV1EW TERRACE APTS. 
215 Bayview St, San Rafael 


1 
H I L L * 


‘‘The Address With A Song" 


Located in “Scenic” Greenbrae, 
“Hummingbird Hill” offers that 
extra “Something” to the “Lady” 
in “Your” Life at a reasonable 
rental one can afford! 


S.R. $147.50. 1 bdrm. Utils, incl. 
No pets or children. 1563 Lincoln 
Ave, S.R 456-1354. 


INSIDE STORAGE 
Cars, boats, etc.. 'Larkspur, 
mo. 924-0464. or 383-0475. 
$19 


lest Hemes— 880 


LARGE 
cheerful 
room1» 
lovely 
a rea. Nutritious delicious meals. 
Excel, care.. 472-1420.. 
THE COTTAGE 
Residence Care 'Center 
¡Full Room ft ¡Board 
Men or women. Single ft double 
rooms. Nurse supervision.. Color 
TV, patio. 112:0 Nye St. 
San Ratael_____________ 457-9393 
WOMEN. 24 hour care. Happy at­ 
mosphere.. Good food. Ambulatory. 
Near dwntwn. 454-2376. 


Hotels-Motels— 865 


★ BAY ft BELVEDERE VIEW •*> 
Superb new Spanish furniture. 
1 bedroom, shag carpets, $245. 
2 bedrooms, very spacious. $340. 
Fireplace, deck, pool, tennis. 
Adults, no pets. 
Phone 435 9033. 


elegant 
Alt beautiful 
Oil 
established 
boutique relocating 
fixtures plus mailing list availa­ 
ble 
Ideal for other businesses 
including leather attire. Excellent 
work space. Attractively priced 
for quick sale. Mill Valley. Reply 
l-J Box 505. 


FAIRFAX, 
mod. 4 
bdrm . 
2 ba. 
Lse./option. $500 dn, $300 mo. 
$30,500 Owner. 461-1584. 
GREENBRAE. Sparkling 3 bdrm, 2 
bath home Tam view. Petio. Sun. 
Low 
maint. 
Owner transferred. 
Avail. Feb 1st. $400 mo. 
SEYMOUR A HICKMAN 
pReattor________ ______ 454 8664 
HOUSEBOAT- Sausalito, unique stu­ 
dio. 
natural 
wood 
int.. 
fully 
equipped. $175 plus dep s. 453- 


FREE CABLE TV 
1 bdrm. view apt. Avail. 2/1. 
Beautifully turn, in Medit. decor. 
Priv. 
deck, 
nr. 
trans, shops. 
Adults, no pets. $190. 
ANSELMO PARK APTS. 
60 Park Way, San Anselmo 
457-1620 
or 
454-3910 
M.V, $ 165/mo. 
1 bdrm, central 
toe, from 2/1— 3/15. Call Dirks, 
388 9507. or eves . 388 8542. _ 
S.A. Mod. ) bdrm, earjjort Mature 
adults. Refs. No pets. $160. 1st 
ft tac* plus deposu. 
*.760. 


Spacious 1 & 2 bdrms, luxury 
units, self-cleaning ovens, frost - 
free refrigerators, dishwasher ft 
all elec. kits. Avocado ft gold 
decor throughout. Gotd shag car­ 
pet, 
drapes, 
specious 
storage 
throughout, private decks. Cable 
TV inc. Views of Mt. Tam ft 
colorful hillside, carport, indivi­ 
dual storage ft laundry facilities. 
Pool ft tennis courts. Adults, no 
pets! 


SUBJECT TO AVAILABILITY! 
RENTAL OFFICE 
461 Via Hidalgo, # 3 
461-1864 
Hidalgo off Bon Air Rd. 
___________Greenbrae_________ 
$185. 2 BR. Pool, Cable TV. 12 
minutes to GG Bridge. No pets. 
.________ 924-4631 


" INCOMPARABLE VIEW 
Finest 1 bedroom in Marin! Deep 
shag 
carpets, 
fireplace, 
deck, 
pool. Prestige Tiburón location. 
Adults, no pets. $260. 435-3294. 


STRAWBERRY 2 BR. opp. T/C Shop. 
Ctr. View, deck, pool, new crpts. 
Adlts/no pets. $210. 383-0471. 
STUDIO APT 
Center of town, San 
Rafael. 
Pvt. 
bath/steam 
heat. 
Apply 1111 4th St.______ ____ 
TERRA LINDA, 2 bdrms, 1-1/2 ba, 
crpts, 
drps, 
elec. 
kit, 
pool. 
Cable TV. No children or pets. 
$170. Ph. 479-5114.___________ 


"THE m ead ow s 
IN TERRA LINDA 
1 and 2 bedrooms apts, 2 and 3 
bedroom town houses. 
Subject to availability 
Air conditioning, ciub house, din­ 
ing room and bar, j>ools, Saunas, 
tennis court. 
Country Club Atmosphere 
Children and pets accepted 
910 Lea Drive-Ph. 479-1600 
TIBURON 2 bedroom, superb view. 
Fireplace, 
deck, 
poet, 
tennis. 
$265. Adults, no pets. 435-9033. 
TIBURON, 1 bdrm, crpts, drps, 
AEK, deck, garage, laundry room. 
Walk to ferry. $190. 1 986-5458. 


FOUNTAIN MOTEL. Large beautiful 
rooms 
with 
kitchenette. 
Day, 
week. 332-1732. 
_______ _ 
LOVELY comfortable rms, dwartwn. 
San Anselmo. TV, maid service. 
_Wk . mo. rates. 453-3532._____ 
MOTEL ROOMS. Weekly rates. Some 
kitchens. San Rafael. 
453-9795 


TIBURON - 3 
bdrms, 2 baths 
carpets, drps, AEK, frplc, deck’, 
view $335 435-3779. 


TIBURON VIEW APTS, v* 
$245. Elegant 2 bedrooms. 
2 baths. (Will furnish) 2 
Oecks. Adults. no pets. 
3( -3576. 


SPORTSMAN S LODGE MOTEL 
Novato. Monthly rates, $150 up. 
Luxury rooms, TV, maid service. 
All facilities 
.___ 
..y 
j 
WEEKLY ft MONTHLY RATES 
Most credit cards accepted. Villa 
Rafael Motel, 456-4975. 


Wanted Tb ftwt— 878 


$50 REWARD for info, leading to 
leasing 2-3 bdrm. house in Mar­ 
in. w/garage ft yard. For respon­ 
sible f a m i l y of 3. Rent not 
exceeding $25CL 1-533-3136 aft. 
W it 
$50 REWARO. Tam teacher’s family 
needs 2-3 bdrm. house or flat 
with backyard. Mill Valley or vie. 
_ OP to $200- 388-6295._________ 
ACCOUNTANT, wife, 16 mo. son 2 
dogs need house To $175. Good 
refs. 707-226-7352 coll.________ 
bdrm, rustic, part turn, 
, frplc. To $175. Empl, 
emate w/exc. 
ref*. 
388-0544, 
after 4 p.m, 864 8077. 


TOWNHOUSE, very elegant w/declq 
1 bdrm. — $130, lease. Inc 
wtr./garb. 
456-3193, 
454-1702 


$130. Cozy 1 bdrm. apt inc drps, 
water, garb, crprt 
ft stor rm. 
Married cpls only. No cpldrn, no 
pets. Rat. 454-2648.___________ 
$125 Up. What U need we have. 
MARIN COUNTY RENTALS 
801 D St. Brkr. Fee. 456-3232. 


APT. 1 
? 
;ara| 
( 


ATTENTION LANDLORDS! 
Homes - Apts • Duplexes 
NO CHARGE FOR 
BEST TENANTS. 
Mar in County Rentals. 
456-3232 
BUSiNFSS Executive, wife and I 
child d e s i r e 2 bdrm. home 
immed. Pref. So. Marin. Mr. Cot* 
lins. 441 -8220.______________ 
CARPENTER-grad 
student 
couple, 
dog. seek cottage in Marin. Quiet 


To 
,epa,,s- 


28 J h tftrp rm V itt-Io iirn a l, 


IJ THRIFT ADS 
3 Sines, 4 days S3.00 


P«ivo*# oíh'.h only 
^ric* O* ol' >*••*» 
*a<* of S' 5C 
O' t»»$ 


Old 
fash­ 
ioned 
rates 
4 5 3 - 4 0 0 0 


Wanted To Rent— 870 


FEMALE teacher desires 1 bedroom 
cottage in Mill Valley, 383-3303, 
days 587-5856. eves/whnds__ 
GRANDPA has come to stay - so 
family of 3 need 3 bdrm fur­ 
nished house or apt. under $215. 
Excel, refs. 383-029.1. ___ 
LEATHER Tai lor/Artist 
cp). 
needs 
woodsy 
1 BR. miracle or Ige. 
studio Marin, to $125. 669 1614 
MATURE, 
employed 
handyman 
needs room in private home in 
exchange tor favors. Reply l-J Box 
507\___________________ 
MATURE 
single 
woman 
desires 
small 1 BR apt., turn or unfurn. 
Refs To $100 479 0248__ 
NEED GARAGE 
S R or S.A. area, for minor VW 
* repair. 
454-3591. 


RESP. 
business couple, 
mid-30s, 
desires 
1 or 
2 
bdrm. 
home, 
Fairfax area. To $200 mo. *5 4 
*243.__________________________ 
RESPONS 
family 
man 
needs 3 
bdrm. home to rent or lease. Up 
to $210. Good refs. Call collect 
415 993 5697. 
' ___________ 
RESPONS 
cpI. w/refs needs 
1-2 
BR 
hse, Mann. Sonoma. Under 
$125. 
Country. Secluded. 
707- 
838-2186 collect. 
RESPONSIBLE adults, (prof. man.) 1 ¡ 
child seek 2 or 3 BR. hse. $125 
to $175 221-9181._____________ 
RETURNING student from Europe 
needs small cottage w/yard. M.V. 
or Marin Ccunty vicinity. 921- 
9610 til 11 A M 
TEACHER. 15 yrs. w/district. needs 
1 BR cott. or apt, woods or 
seascape. 
Saus, M.V.. Tiburón. 
Larkspur. No children, 
pets or 
parties Lease desired. Write In- 
dep Jrnl. Box 513____________ 
TWO1 GIRLS over 21 need 1 or 2 1 
bedroom unfurnished apartment 
or house. Up to $150. By Fe­ 
bruary 
1st. Call 454-3020 ext. 
254 days, 
____ ___ 
VIETNAM veteran, college bound. & 
his dog need a place to stay 
$100 $150. 388-S285. 
WANT 3 bdrm.. 2 ba. hse., R-3 
zoned, in Marin. United Youth 
Ministries. 453-8660. 
WANT-YOUR "HOUSE CLEANED? Need 
house near C.O.M Approx. $250 
mo Reliable young adults. Have 
refs, 924-2359._________________ 
YOUNG 
DOCTOR 
needs 
unfurn. 
house or apt. in Marin. Days, 
563-7294; eves. 388-8872._____ 
YOUNG S.F. exec, in architect, firm 
needs unfurn. apt./hse. in So 
Mann, 421-7653 days. Eves 388 
7 2 5 6 . ___________________ 
YOUNG 
woman, 
23, 
wants very 
much to rent a cottage or apt. 
Quiet, seclud. area. Can afford 
$150 mo. Please ph. 843-0950 


Vacation Rentals 
(Resort Areas)— 880________ 


1 BEDROOM holiday ski cabin. $60 
week, or $150 mo. All util. inc. 
Sips. 6 Year round hydro mas­ 
sage pool & sauna. Box 8218, 
So Lake Tahoe, or ph. 916-541- 
2127_________ _________________ 
ALPINE MEADOWS. 3 bdrms.. 2 ba. 
on creek. $150 week. $85 week- 
^ end 454-6190 or 479-1840, mes­ 
sage 
_______ 


Tuesday, January 19, 19/1 
Trucks— 929 


MoMe Homes, Parks— 905 


20x40’ 
BEL AIRE, 
$1000 
down 
unfurn.; $1500 turn Space 244. 
Leisure Lake Mobile Park Petalu 
ma 707 763 5373 
______ 
1966 
811TM0RE Mobile Home 
2 
bdrms., 
good 
loc 
on 
space 
$6500 Call 897 6259 bet 9 A M 
to 1 P M orJ> P M to 9 P M 
12 x60’ 1 year old Broadmore Ong 
pnce $9,000, asking $5600. 707- 
763 5961._________ 
10*5/ BILTMORE EXPANDO 
Near 
Greentwae. 2 bdrm.. skirts, porch 
A storage shed 461-0182. 
BUY OR LEASE WITH OPTION Depos 
it $480 - $107 pet month. 
FREE MOBILE OME SHOW 
LEISURE LAKE PARK & SALES 
300 Stony Point Rd.. Petaluma 
CHAMPION ’69. 65Txl2\ 2 Br7~1 
extra 
Ige. 
1 bath. Awning & 
skirting. 707-763 8089 eves. 
Own Your Own Lot 
VALLE VISTA 
Finest Mobile Subdivision 
Write tor tree information: 
225 Brittain Lane 
Santa Rosa. 70,7-542-2516 
USED 12 x50’ 2 bdrm.,, front kit. 
Candlewood 
Park, 
Petaluma 
Adults. 575 No McDowell. 


YOUNG BROS. MOBILE 
HOME SALES 
7530 Redwood Hiway. Novato 
Ph. 415-897-4151 
12x60 Manatee 2 BR , 1 bath 
S#S928. $4550. 10% Plus T&L 
on approval of credit. 
20 wide Parkway, 2 BR . 1 bath. 
s#9493. $6195, 10% plus T&L 
on approval of credit. 
Any Viking in Stock - our cost 
plus 1%. No dealers - please 
Open Daily till Dark, closed Sun­ 
day 
We 
have 
Mobile 
Home 
Space 
Available in Novato. 


Recreational Vehicles, 
Trailers— 910 


1957 CHEVY pickup, V 8. 4 speed. 
Make offer 
897 2688 


1971 GMC - TRUCK 
Need responsible party with good 
credit to make small monthly 
payments. Call 457-3770 today! 
Dealer Vin #112259 
_____ 
CHEV ‘69 1/2-ton panel. V-8, auto 
transmission. P/S.Good condition. 
Call 388 4752.__________________ 
CHEV 1947 1 ton flatbed 
Excellent condition. Make offer. 
924 0.384_________ 
CHEV "51 pickup. New paint job. 
Many new parts. Needs cylinder 
work $200/offer 457-1849. 
¡ CHEV *70 1/2-T. 350 V 8. 8' bed, 
dlx. 
cab, 
A/T, 
new tires, top 
shape! Warr. Ask. $3000 
453 
8932._________________________ 
í 
CHEVROLET '67 
1/2 ton pickup. 
R/H. heavy duty. 4 new 6 ply 
tires, 
$1395. 
65 
Shields 
Ln., 
Nov a to^ajt er 6 P M 
CHEVY ‘57 pickup. Good tires, runs 
Í 
well. Offer. 
Call 461_1286 
| 
CHEVY Pickup 
1964. Large bed: 
recent overhaul. 
$750 Call 924 4533.________ ' 
DODGE '52 
truck, 1-1/2 ton van. j 
New 
body. 
Excel, 
cond. 
$550. 
454-4151. 
_______ 
FORD ‘66 1/2 ton pick-up. long 
wide bed. 
Best offer 479-6777. 
FORD ’62 Econolme van. R/H. Good 
condition. $550. Also Atlas all! 
steel Hunter’s camper shell, 8" 
bed. 2 bunks, boat rack. $200. 
Call 454-6471. 
_ 
_ ______ 
FORD '61 Econoline with bed and 
carpeting $350. Call Diane after 
4 P-m 388-0969. 
FORD ’60 3/4 ton. New tonneau 
cover. Good rubber. Clean. $550. 
479 7422. 8 5 days._____________ 
GMC ‘68 van. Model 4000 V 6. 2 
axel. Trucka-way lift. 20' 
bed 
w/aluminum box. 73,500 miles. 
$3500. See at 67 Paul Dr., San 
Rafael. 


Imported Cars 
Used— 954 
ported Cars 
Used— 954 
Chevrolet— 962 


This 1600 roadster has a 
lot to offer, such as pet 
formance, economy, driving 
enjoyment & dependability. 
Equipped 
with 
4-speed 
transmission, 
radio 
and 
heater Sleek silver exterior 
with black top and black 
bucket seated interior.. All 
of this in one neat, pack­ 
age. You’ll agree when you 
see 
and 
drive this out­ 
standing 
automobile. ZHU 
152 


VOLKSWAGEN 
601, Francisco Blvd., 'S.R. 
456-9040 Wed. & Fri. "til 9 
Daily to 7. Sat. & Sun. to 5 


MGA ‘59 Drophead Coupe 
Good cond $550. 454 0403 aft. 7. 


Renault '68 - CLEAN! 
$695. 42 Mo ha w k.C M 12-5__ 
RENAULT 
sedan 
'58. 
Completely 
overhauled. 
Excel. 
condition 
I 
$200 453 6153__________ ____ 
TOYOTA ’67. 4 
dr. 
sedan. 
R/H. 
extras. 
Good 
condition. 
$175 
cash. Take over payments for 17 
mo. at $44 per mo. 454-7918. 
TOYOTA *69 
Corona, 
4-dr. white 
sedan with black interior. AM/FM 
radio. $1500 or test offer. Call 
383-5236 after 5 p.m.. 


TOYOTA CORONA '67 4-dr 
$1000._______________ Ph. 456-0864 
TRIUMPH SPITFIRE ’67. Red' Looks 
& runs good. $895. 
Dealer 456 7711.________ 
TRIUMPH TR-4 black *63. New red 
interior. Chrome engine. Beautiful 
cond. $700 . 897-2062 eves. 
_ 
VOLKSWAGEN ’63 camper with side 
tent, rebuilt 1500 engine, lots of 
extras $1300. 892-2654 
VOLVO *69. Automatic, radio. 
$2050 or best offer. 
Ph 383-3270.__________ 
VOLVO ’68, 6 cyl., stand, trans. 
w/overdrive. 
Good 
condition. 
$1800 Ph 922-6356 aft. 6:30. 
VOLVO ’67 122S. 4 dr. sedan. Auto. 
Under 
40,000 
mi. 
Exc. 
cond. 
$1600 388 6080 


Fort— 968 


'65 MG 
MIDGET roadster. 
We dare you to compare 
this MG with any on this 
page. 
Like new in ■ every 
respect from it’s sparkling 
jet 
black 
exterior to its 
black top and black bucket 
seated 
interior. 
Equipped 
with wire wheels. 4 speed 
transmission. 
radio 
and 
heater XPG 859. 


Í — 
VOLVO 1961 sedan. Rebuilt engine; 
radio, heater. Very good condi­ 
tion. $500. 456-9759. 


VW ’69. Automatic. $1790 
days, 479-2171; eves.., 
883- 
5096 


'65 Chev. V-8 Maiibu Hdtp. 


Automatic 
transmission, 
power 
steering. 
Very clean and runs 
great. $1195 MKG 437 


J & B FORD SALES 


Where Your $$ Buy More 
5860 Paradise Dr., Corte Madera 
924-580'7 Open Eves. & Sunday 
CAMARO '68 convert. 327 eng. 
Auto. Clean. $1400. 
Call 454-3122 
___ 
CAPRICE 
’66. P/S, 
P/B, air. 327 
engine, new tires, vinyl top. Only 
$1095. Ph. 456 5116. 
_______ 
CHEV '69 109 van. 
307 V-8, auto­ 
matic. 
26,000 
miles. 
After 
5 
p.m . 461-0778________________ 
CHEV 1970 Monte Carlo. Silver with 
black vinyl top. Bucket seats, air 
cond. Low mileage Excel, cond. 
$3500. 981-0792 days,;, eves. 461- 
_95 6 6 . ___________ 
CHEV 1960 4-dr. sedan. Very good 
cond. Tinted glass, good tires. 
$295. 479-4904. 
___________ 
CHEV ’68 Impala 2 dr. R/H. P/S, 
P/disc brks., factory Comfortron 
air. 
P/windows. 
Beaut, 
cond. 
$1975. 883-5814 after 6 
CHEV '67 Maiibu stn. wgn. Rack, 
extras. Very clean, sharp looking. 
Exc. 2nd 
car. Must sell. 752- 
2806. 


★ ★ 
★ ★ ★ 
’69 MUSTANG 
HARDTOP. Air conditioning, nev 
car warranty. YIE 759. 
$2195 
Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453-4220, eves, to 9 


★ ★ 
★ 
★ 
★ 


Ford— 968 


Ph. 


8-1/2’ Full CaDover— jacks inc. 
Factory built. 707-763-3909. 
1967 
AI RST REAM 
26’ Overlander 
twin. 
Inter 
Exc. cond. $5.500. 
697-3483 
AIR STREAM 
67 Special. 30 ft. ! 
International Sovereign. 1-owner. 
Air 
cond.. jacks. 
Reese hitch. 
Immaculate condition. Sells new 
over $10.000, Priced for quick 
sale. $5595. Dir. Phone 897-2191 
and ask lor Harvey Schuman. 
ARISTOCRAT 16’ Land Commander 
trailer. 
Clean. Rugs. Car Vac... j 
$1365. Call 479-3190. 


t ^ D e m o S a b * 


S SAVE 5 


7 0 Toyota Landcruiser 


This vehicle was put into service 
late in the year and has been 
driven less than 200 miles. It's 
equipped with 4-wheel drive, dual 
low 
range 
transmission 
and 
heavy duty mud and snow tires. 
Stk 
# 2335. It's condition, of 
course, is showroom perfect and 
carries the full. 


i^v^factory G UARANTEE*^ 


Dexter Toyota 


CAREFULLY SELECTED 
NEW CAR TRADE-IN 
445 Francisco Blvd. 
San Rafael 
456-7071 
FORD '65 1/2 ton truck with cam­ 
per. Loads of extras $1595. 


GMC '60 Panel 
$600 firm 453-7748, 
MUST SELL: 1971 Ford truck, cus­ 
tom 250, Make offer. After. 6 
P.M., 897 4 9 8 2 .____ __________ 


URGENTLY NEEDED 
Good 
late model TRUCKS, any 
make or 
model. Will pay top 
DOLLAR. Drive it into 
Schuman Chevrolet 
7123 Redwood Hwy., Novato 
897-2191 


Imported Cars New— 952 


$1095 


C. 


VW 71 BUG - 7500 miles. 
$150^& take over pymts. 479-6161. 
VW '70 BUS 9 passenger. Beige. 
Under 600 miles. 
454-3556 or 332-3352. 
VW ’70 Camper. 18.000 mi., war­ 
ranty. pop top, many extras incl. 
15 ft. boat, 55 HP motor & trlr. 
$3795 or sell separately. 388 
0718. 


VW 70- 
w/’71 license. 


’68 Mustang V-8 Hdtp. 


FACTORY AIR CONDITIONING, lan­ 
dau top. automatic transmission 
and 
power steering. Very, very 
clean. $1995. WHE 999 
J & B FORD SALES 


Where Your $$ Buy More 
5860 Paradise Dr., Corte Madera 
924 5807 Open Eves. & Sunday 


★ 
★ 
★ 
★ ★ 
’67 MUSTANG 
Convertible, beautiful red finish 
TLX 994 


New-$175Q 
Ph. 897-2416. 


453 8422 


★ TOYOTAS ★ 
All models available for 
Immediate delivery. 
NOVATO TOYOTA 
897-3191 


Imported Cars 
Used— 954________________ 


’70 VW Squareback 
Only 8.000 m i l e s 
WHY PAY 
MORE? $2195. 776 BDI 


J & B FORD SALES 
Where Your $$ Buy More 
5860 Paradise Dr., Corte Madera 
924-5807 Open Eves. & Sunday 


★ 
★ 
★ ★ 
★ 
'69 OPEL 
2 dr., like new. ZJL 391 


LAKE TAHOE, North Shore. Sleeps 
10. 
Near c a s i n o s . Week- 
ends/week. 707-996-2674. 
■NO1,. TAHOE. Alpine Meadows. Deluxe 
cabin. Sips. 11. Avail, wknd. or 
Washington holiday. 388-7836. 
SEA RANCH apt. on beautiful Son 
oma Coast. Magnif. ocean view 
Sips. 7. From $60. 2 dys.; $175 
- wk 362-0450; 343-5321.______ 
SUN 
VALLEY. 
3rd 
couple 
share 
deluxe 
condominium, 
week 
of 
Feb 14-21. $22 a day. 456 9558 
TAHOE INCLINE Twnhse. 3 BRS. 3 
ba. AEK. Linens. Skiing, casino 3 
talks. 454-5474 eves. 
TYROLEAN Chalet at Ski Incline. 
Tahoe 
3 bdrm.,, 2 bath, new, 
fully furnished. 200 yards to lifts. 
Call 883-5263 after 6 P.M 


FORD Econoline van ’62. Crptd., 
refng . bed. stove, tape spkrs. 
Asking $895. 472-1423. 


January Clearance Sale 
3 Well equipped 1971 CHAMPION 
Motor Homes. 
$7.245 
- 
$7,495 
- 
$8.495 
C.C. Jones 
Sales & Rentals j 
128 Bel lam 
San Rafael 
Phone: 456-4100 or 472-2082 
MOTOR HOME SHOW 
(Free Admission) 
Ten major lines of Motor Homes. 
Travel Trailers, 
& Campers to 
choose from at discount prices. 
See us now! Lease or Buy. 
RALPH VESPER MOTOR CO. 
976 Santa Rosa Ave., 
Santa Rosa 
TRAVELEZE "69 30’. self-contained. 
Excel, cond. $4500 or best offer. 
Call 461-9240.__________________ 
- UTIL trlr., 2 whl., 5x8. new plywd. 
inter., new canvas, spare $350. 
Eve,, wknd., 457-0616. 


$1395 


Motorcycles Scooters— 90C 


7 0 
360 
YAMAHA 
Enduro. 
Wide 
bars-, 21” front wheel. 2 months 
old Must sell. $750 461-0538 
'68 SUZUKI X6 Scrambler. 250cc 
5000 miles. Excellent condition. 
Fast. $350 388 8190 
'67 
HONDA’ trail _9Q„ Very good 
cond. Must sell. $200 or best 
« offer 453-6821.___________ 
1969 KAWASAKI 175 'Bushwacker". 
Excel, cond. Low mileage. Must 
■ 
sell. $400 454 8449.___________ 
1969 HONDA 350 Good condition. 
$550 or offer. 
Phone 456-0362._______ 
1960 650 BSA. Excellent condition. 
$625. 
Aft 6. call 897-5587______ 
1970 KAWASAKI MACH III 500 
Low mites. 
Immaculate. 
Super 
fast. $690 or offer. 457-2167. 


619 Francisco Blvd., San Rafael 
453-4220, eves, to 9 


★ 
★ 
★ ★ 
★ 


★ ★ 
★ ★ 
★ 
’67 TRIUMPH 
Convertible. TKN 233 


VOLKSWAGEN 
601 Francisco Blvd., S.R. 
456-9040 Wed. & Fri. ’til 9 
Daily to 7. Sat. & Sun, to 5 
MGB GT 
’67. 
36,000 miles, 
wire 
wheels. Excel, cond. First $1600 
takes. 435 4898 
_ 
MGB-GT 
*67. 
Excellent 
condition. 
Wire wheels. $2150. Phone 332- 
2939 after 5 p.m., 
OPEL GT ’70_ Blue. 
7000 miles, 
exc. cond. Private party. 
1-665-3164 or 456-1942 
__ 
PORSCHE '68 912, 5-spd. Radial. 
Bahama 
yellow. 
Low 
mileage. 
$3850. 
Eves, 
388 3682; 
days, 
391-7580.________ ______________ 
PORSCHE ’66 912/5 spd. 42.000 
miles. 
Red. 
Excel, 
condition. 
$3350. Ph. 223-1725.___________ 
PORSCHE 912 '66. Racing mechan­ 
ic vatntamed 
Excellent shape. 
New engine. $3400. 454-7124. 
PORSCHE, 
'60. 
Classic 
design 
Rmvbl. hdtp. w/sun ft. Exc. cond. 
$1825. 441-4180/928-7865 eves, 


PORSCHE CARERRA ’63 
$4.000. 332-1766 or 835-4910 


PORSCHE 


Looking for more than just 
a car? Then test drive this 
1967 Porsche 912 Coupe. 
You will find if to be the 
ultimate in driving enjoy­ 
ment. 
Baltic 
blue 
with 
black 
interior, 
5-speed 
transmission, Michelin radi­ 
al tires, radio and heater 
Try it today. You owe it to 
yourself. 710 BWS. 


$3795 


LEON C. FELTON 


VOLKSWAGEN 
601 Francisco Blvd., S.R. 
456-9040 Wed. & Fri 
til 9 
Daily to 7, Sat. & Sun. to 5 


VW '69. Excellent condition. Radio, 
etc. 22,000 mi. Original owner. 
$1495 454-8680. 


VW '69. $1600 
5900 miles. 
454 9382 
VW '68 Bug. Red. Radio, ski rack. 
Good condition. $1200. 
479 1310_________ 
VW ’68 RVN 
37,000 mites. Mint 
condition. $11.95. Call Mike or 
Dick, 332-4390. 
’_____________ 
VW '68 SQUAREBACK 
TOP CONDITION $1525 
_ Call 461-5681._________ 
VW '68 
Squareback, 
light 
blue, 
black interior, new tires, radio, 
chrome 
roof 
rack. 
Immacualte 
cond., 100% warranty. WHE 888 
i 
. . . $1675. 
MILL VALLEY IMPORTS 
489 Miller. 388-2750 
VW '66 Microbus. 4 dr., 9 pass. 
Top mech. cond. $1,150. Fact, 
rebuilt eng. 3 8 3 - 4 7 8 9 .___ 
'VW '65. Uun 
roof, radio. White. 
Excellent condition. $800. 
Ph. 461-1369 


CHEV' *65 Impala conv. Low mi. 1 
owner, 
good cond. 
Inexpensive 
trans $700/offer. 435-4186. 
CHEV '65 S/S 396 
AM/FM. air, 
P/B, P/S. White w/blk. vinyl top. 
Excel. $1050. 453-5216. 
CHEV 
'64 Maiibu. '68 327 eng. 
Fuel inj. High rise manifold. Holly 
4 barrel carb. Hurst 4 spd. New 
$650. 435-0961._________ 
CHEV ’62 Impala SS 
Clean. Excellent condition. 
Call 479-5495 
CHEV ’62 Impala S/S. All new 327' 
cu... in. eng,.,, P/G trans.,, muffler, 
brks., H/D shocks, paint. Loaded 
w/extras. $ 100/best offer. 461- 
012 
6 
. _______________________ 
CHEV '60. R/H, P/S, P/B. Engine 
overhaul, 4 new tires. $300 or 
offer 479 4558. 
_____________ 
CHEV '70 Monte Carlo. Excel, cond., 
P/S, 
P/B. AM-FM stereo radio, 
bucket seats, console, Car sold 
new $4400 Sacrifice for $3400. 
Ph 479-7946.___________________ 
CHEVELLE '70, Contours Estate wa­ 
gon. Automatic, radio; air, dual 
tailgate, power rear window, light 
group, 
TO,000 mi. $3300. 435- 
0 8 5 9 . _____ ____ 
CHEVELLE '67. Built Many extras. 
Best offer. 
Call after 6 p.m., 453-5512 


Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453-4220. eves, to 9 


★ 
★ ★ ★ ★ 


★ ★ ★ ★ 
★ 
’65 MUSTANG 
SHELBY GT 350. 4-speed trans­ 
mission, low mileage. NOF 265. 
$1395 
Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453-4220, eves, to 9 


★ 
★ ★ 
★ 
★ 


CAPRI *71,. $2500' 
Green, 3000 miles. Driven over- 
seas only. 707-763-4486.________ 
FORD 
*69 Club Sta. Wag. 
R/H, 
Econ. 
V-8 
$2900. 
Cost 
over 
$4000. Must be refinanced. 457- 
1525._____________ _____________ 
FORD '59 sta. wag., $124.99/best 
offer. Needs T.L.C. 472-1326. 
FORD 1962 4 dr Meteor. $450 or 
best offer. Good tires. Perfect 
body. auto. Retiring, no need for 
2nd car. 388-1037. 
_______ 
FORD 
,1965 Fair lane 500 Sports 
Coupe with 4 speed trans. $895. 
883 7431. See at Mobil Station, 
975 Diablo, Novato.____________ 


FORD ’66 station wgn. V 8. R/H, 
A/T P/S. 54,000 miles. 1 owner. 
$975. 897-7949. 
_____________ 
FORD ’65 Galaxie 500. Blue 4 dr. 
sedan. V-8 352 engine. A/T. P/S, 
R/H, vinyl uphol. $450. 388-0*91. 
FORD ’65 sta. wgn. Engine compl 
rebuilt. New tires & battery. R/H, 
•71 lie. $_500. 479-4211 
FORD ’63 Fairlane ,2 door sedan. 
Automatic 
transmission, 
V-8. 
Good condition. $200 453-1963. 


FORD 63 Galaxie. 4 dr. Good condi­ 
tion. Just overhauled. Must sell 
quick. 456-5405. 
____________ 
FORD ’61 Sunliner Convert. Good 
running cond. Offer. 
_ 
453-5266 alt 6 p.m. 
FORD ’60 Falcon. Stick shift. R/H. 
2 new tires & batt. Recent mech. 
work. $325 456-2449 aft 5:30. 
FGRD 
’70 
Ranchero 
500 
9000 
miles. 'Air. P/S. Gem top cover. 
Extended 
warranty 
50.000 
mi. 
456-5296.______________________ 
FORD '701 Maverick. 10.000 miles. 
Assume lease, $70 mo., or pur­ 
chase. 
$1,995, By owner. Call 
3889184 
____ _____________ 
FORD 
’70 
LTD Brougham. 
2-dr., 
vinyl top, fac. air & a lot more. 
$3150 or older car or truck tor 
equity. 332-5529._______________ 
FORD- GALAXIE 500 1967, 2 dr., 
hardtop $1250. 433-1861 ask for 
Mr. 
Burkhart. Wknd s. call 897- 
8 0 8 2 ._________________________ 
MAVERICK "'70. Daik blue w/:black 
vinyl interior. 200 cu. in. 6. R/H, 
w/w, new shocks. Excel, cond. 
$1775/best offer. Private party. 
461-1231 after 7 p.m._______ 
MUSTANG 
’68. 
3 spd., 
21.000 
miles. Like new! White with blue 
int. $1650. Call 924-9346 ___ 
MUSTANG ’68. Must sell V-8, R/H, 
W-O’s, W/W, 3 spd. Exc. cond. 
$ 1400/best offer. 479-8549. 
MUSTANG ’67, 2 plus 2, Body man 
special. $595. 
DEAL ER, 456-7711._______ 
MUSTANG ’66. V-8, a ufo, trans., 
R/H. Low mileage. Excellent cond. 
Good tires $1295. 454-0690 


VW ’64 w/rebuilt eng. & rebuilt 
brakes, 
new 
paint. Very 
good 
jmnd. 897-1063.________________ 
VW ’63 SEDAN. Rebuilt engine. New 
brakes, new shocks. Very good 
tires. Immaculate inside & out. 
$650. 479-5675 
VW ’63 sedan, yellow, radio, very 
nice, new tires. DPC 524. . . 
$795. 
MILL VALLEY IMPORTS 
489 Miller._M.V. _ 
388-2750 
VW 62. Excellent condition. Radio. 
$650 
Call 461-1473, 


V W ’62. 
Excellent condition. 
897-3677 


SAAB ’65. Blue. 30,000 miles. Piril 
li tires. New brakes. Must sell. 
$650/offer. 435-3379. 


19701 HONDA 450 cc Scrambler 
Brand new. Completely equipped 
Roll bar. 800 miles. $850 
Mr 
Greene. 924-0648 


1970 BULTACO PURSANG. 
Good_cond. $700. 479-7696. eves 


1970 HONDA, CL350. 
$625 OR OFFER 838 2341.__ 


HONDA 70 3L100 


Auto Repair, Parts— 915______ 


4-50x7-50/13 
McCoy 
Blue Streak 
autocross caps. 3/4 new 
$85. 
383-1292._______________________ 
1 PR 
of A 
Mags, 9 "x l5 ”. Good 
condition. $75. 
453-4684 ___ 
ENGINES, 
TRANSMISSIONS, 
and 
misc. parts for most makes and j 
models 453-1420. 
LOW 
COST 
Volkswagen 
Repair. 
Used 
& 
rebuilt 
engines from 
$150. Fiee towing. 897-7345. 
MG engine, rebuilt, $150; carbure- j 
tors, 2 tonneau covers, used, & 
one like new. ’62 Pontiac. Cana l 
dtan-made powergiide, $175. Call 
after 5 p m. 454 328 7 . ___ 
j 
PAIR American mags, 
13”x4 1/2” 
lug pattern, 
never 
used, $80. j 
454-3149. 


Auto Lease— 920 


TOYOTA 


LEASE FOR AS LOW AS 


Perfect'! $350. 
Phone 883-4281. 
HONDA 450 Customized, chopped. 
Much chrome. $950. 
_ 892 5194 
HONDA 1970, 350cc. Cash or take 
“ over payments 
Call 454 0575 
HONDA 100 Fast. Excel, cond plus 
extras Under 2 months old Must 
sell 
Will sacrifice 
$385. 924 
9393__________________________ 
HONDA C8350 ’70. Used 6 months. 
2 000 miles Like new $675. 
453-3238 


Novato Toyota 


CALL 897-3191 


Lyons Ryan Ford 


619 Francisco. Blvd., San Rafael 
453-4220, eves, to 9 


★ 
★ 
★ ★ 
★ 
1965 MG 1100, clean inside & out. 
Needs 
transmission 
work, 
$ 175/offer. 897-2412. 
A..H. SPRITE ’62. Runs reliably but 
needs work... $175 or offer. 453- 
3450, ext. 37. eves/wknds.______ 
ALFA ROMEO 1967 Spyder. Excel, 
cond. New paint. Special motor. 
456-3110, 883 5573.______________; 
AUSTIN HEALEY ’65, Mark III, excep 
tional condition. 39.000 mi. YJA 
. . 
$1795. 
MILL VALLEY IMPORTS 
489 Miller, M.V. 
388 2750 
AUSTIN 
HEALEY ’64 Sprite 
New 
engine, new trans., new tires & 
tops. R/H. $675.453-0678.______ 
AUSTIN " HEALEY ’ Mark 111.. 
17,000 
mi i les. $2400. 
383-3309 


CAMPER 
Lots of people have second 
cars. But how many have 
second homes? Here is a 
fully 
equipped 
'68 
VOLK 
SWAGEN 
Camper 
that 
is. 
ready to go. Water storage, 
ice box, sink, electrical out­ 
lets; everything you'll need 
for complete camping en­ 
joyment. One neat package 
at a low, low price. WSA 


’69 Volvo 144S Sedan 


An 
exceptional 
buy on a car 
rated one of the ten best engi­ 
neered automobiles in the world. 
Lovely 
blue finish 
with smart 
adjusting seats. A flawless local 
1-owner 4-dr. sedan. Our 
sale 
p r i c e of only $2299 can be 
financed at low bank rates with 
small down payment ZFN 515. 


VW '66 $975 
New eng /tires/clutch. 897-5915. 


VW ’56 Sunroof ■ $ 150/offer. 
_ Call 457-1274 after 6 p.m. 
VW ’56 Kombi 8 pass. Exc. paint & 
uphol. Carpets, Mich. Xs, Porsche 
1600 
eng. 
$750. 454-1197 ot 
662-2153 eves. 
________ 
VW 1968 Bug. Clean, green. Runs 
wi*li 
4 79 8831. Ext. 40; 584 1031, eves. 
VW 1954 - $800 
Near perfect condition, with good 
tires. Call 453-5154.___________ 
VW 1970 
WITH EXTRAS 
TAKE OVER PAYMENTS. 
_ CALL 479-4887. 
VW BUS 1966. Runs well. $895 
WFW 705. 
MILL VALLEY IMPORTS 
489 Miller. M.V.__________388-2750. 
VW Camper ’68 Adventurer. Excel 
cond. 
Many 
extras. 
Must 
sell 
$2700/offer. 456 7264. 


American Motors— 957 


CHEVELLE Concours 68 Excel. P/S. 
P/B, air, 3 spd. Trade. Phone 
454 5810 ____ ___________ 


CHEVY ’57 - 
$75 
Call after 5;30 P.M., 883-5447. 


CHEVY II Wagon ‘64 
Good cond _ $5 7 5/of ter. 
89 7-7696. 
CHEVY Nova 111 ’67. 4 dr. sedan. 
Auto. R/H, Good condition. Asking 
$ 1150 924 4528.________ 
CORVAIR 1961 station wagon. R/H. 
auto. Very clean. $450 or make 
offer. 479 4916.___________________ [ 
CORVAIR *66 Corsa 4 spd. New 
clutch. Recent engine work. Ex- ] 
cel. cond $695. Days: 456-7545 
or Eves: 454-2928. 
CORVAIR 
'65 
Monza. 
140 
H.P. j 
Clean — good condition - must 
see. $500. 456-1589._____________J 
CORVETTE ‘70. All power,- 4-spd, j 
11,000 
miles. Offer. 
388-1659 ; 
eves; 561-2327 days.______________j 
CORVETTE 
‘69. 
4277 removeabie 
hrdtp. Low mileage. AM/FM rad., ¡ 
polygls tires 383-1292._________ 
CORVETTE '68. Good condition. 4 j 
spd., 300 h.p. Price $2900. Call 
924 4898. 


Domestic Cars Display— 998 


Here Are Some 


Automobile SELLING is a highly competitive 


business. The 
dealer with 
lower overhead 


REALLY has a competitive advantage. He can 


this advantage to give his 
mi 


better d e a ls . . . In Marin County, overhead IS 


lower and you’ll find 


NOVA ’69. 
See at 
Rafael. 


6 cyl. auto. P/S. $1775. 
1355 Lincoln Ave.. San 


-964 


'69 IMPERIAL LE BARON 
4-dr. Char, grey, nev/ radial tires, 
gen. leath. int., full power, cruise 
control, thermo heat - AC, AM/FM 
tape. adj. steer., perfect cond. 
25,000 miles. 
$4100. Owner.___________472-2224. 
CHRYSLER '66 4 dr. hdtp. 1 owner. 
A-l 
shape 
48,000 
miles. Air, 
P/B, P/S, P/W. 454-1201._______ 
CHRYSLER 
1966 300. 
Air cond. 
Radial 
tires. 
Extras. 
Clean. 
$1250. 454-1031..... 
IMPERIAL 
Crown 
65 hdtp.,, gor­ 
geous car, local one owner, load­ 
ed w/every option, incl. factory 
air. See and drive to appreciate 
Make offer. 883 7948. 


can find “over the 


service is 


BETTER deals than you 


. . . AND the 


• A & E MOTORS 


COMPLETE VOLKWAGEN 
NSU — 
SERVICE 
725 Lincoln Ave 


PORSCHE 


San Rafael 


MERCEDES 


456 5317 


• Bl 


★ 
★ 
★ 
’69 AMX 
American 
AWH 
Motors, like new. 345 


Dodge— 966 


BMW SALES & SERVICE, 
DELIVERY EXPERTS 
1829 Fourth St., San Rafael 


4 & 6 CYLINDER EUROPEAN 


457 1441 


924 5100 


CAREFULLY SELECTED 
NEW CAR TRADE-IN 
445 Francisco Blvd 
San Rafael 
456-7071 


Selected 


064 


Autos Wanted— 925 


HONDA mini trail. 1968 model. 
$150. Fair condition 
453-4605 


HONDA 70. CB 350, $650. 
383-1378 


★ ★ TOP PRICE FOR ★ * 
CLEAN OLDER CARS 
Gem Auto Sales 
1530 4th, S.R 


BEST prices paid for Better. Older 
Used Cars, 
IVAN MOTORS 
439 Francisco Bl., 
San Rafael 
CASH FOR CLEAÑ”CARS 
APPROX. $500 CATEGORY 
CREDIT MOTORS 456-6172 


L 


$2495 


C. 


• $1499 • 
Sparkling red exterior with black 
vinyl top and handsome leather 
bucket seats. Showroom fresh in 
every respect. Low 1-owner mi­ 
leage. A practical economy car 
with the fun of a sports car. YFU 
746. 


Dexter Toyota 


CAREFULLY SELECTED 
NEW CAR TRADE-INS 
445 Francisco Blvd. 
San Rafael 
456-7071 


$2395 


Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453-4220, eves, to 9 
ir ir if * * 


Buick— 958___________________ 


★ 
★ 
★ ★ 
★ 


'66 BUICK 
LeSabre 2-dr. hardtop. Platinum 
finish, beautiful condition. SGR 
003. 


KAWASAKI ’70, 250cc Sidewinder. . 
Immaculate. 
1600 miles. $550 1 
435-16 / 7 - ____________ 
1 
SALES" & SERVICE 
Cycle Town 
933 Francisco. S.R. 
456-0335 
9 9 TW> T.f 
Sat. 9-5 
SUZUKI 120. street and trail. Like 
new Extras $175 or offer 479 
2326- 
________ ______________ 
TRIUMPH 67 650 
Unusually 
clean* 
Mechanically 
pertact, new paint, chrome, 8 
ait etc $900/otr 456 8814. 


CARS TO WRECK 
C & L WRECKERS 
931 2nd St.. S.R 
453 4430 


WANTED: Used VWs, any cond. 
479 7544 


Trucks— 929 


64 PICKUP, Chevrolet. 1/2 ton, 8’ 
bed, V-8, automatic with camper 
shell Call 892 5l_56 
’59 FORD RANCHERO, full power, 
auto . big engine $295/best of 
ter. 
R9/ 1470 


VOLKSWAGEN 
601 Francisco Blvd., S.R. 
454-9040 Wed. & Fri. "til 9 
Daily to 7. Sat. & Sun. to 5 


DATSUN ’69 2000 sports car. Excel, 
cond. 
New 
clutch, 
ski 
rack. 
$1950. 383 2120._______________ 


FERRAr T 250GTE 2 plus 2. Cust. 
paint., blk. leather, Pirellis. Bar 
oni whls. $4000 Call 388 0558. 
JAGUAR 
68 XKE 2 plus 2. Auto. 
Lease 
expiring, 
want 
to 
sell. 
Make offer. 472-1867, aft. 6 p.m. 
MERCEDES BENZ ’62 190SL oonver- 
tibie. $550 as is. 
_______ Phone 388 1910______ 
MGC ’68. 6-cyl 
auto. Wire whls. 
Convertible 
Excellent condition 
$1795_Pfv 388 2150.__________ 
MGB ’68. perfect running cond., 
needs tires. $1800 
383 5472 
# 


’67 Alfa GT Coupe 
• $1999 • 


Rich racing green with exquisite 
saddle leather bucket seats. 5 
speed gear box, dual overhead 
cam engine. The ultimate in iow 
priced sports cars. #1432. 


Dexter Toyota 


CAREFULLY SELECTED 
NEW CAR TRADE-INS 
445 Francisco Blvd. 
San Rafael 
456-7071 


Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453 4220, eves, to 9 


★ 
★ 
★ ★ 
★ 
BUICK ’56. Eng. fire. 36.000 origin­ 
al. 4 new tires, new battery. V-8 
auto. $50 457-2474 alt. 6. 
BUICK 
Wildcat. 
Low 
mi. 
Beaut, 
cond. 
Air, 
new shocks, almost 
new radials. console, wide buck­ 
ets. $950/offer. 457-0616. 


DODGE ’66 Dart convert 
V-8, 4 
spd. stick. $800/trade for 2 CV. 
332-5493.______________________ 
DART ’69 340 4 bbl. P/S, auto, 
trans. Asking. $2115. Call 924- 
2684, 7-9 p. m . _______________ 
DODGE '67 Charger. 4-spd., 440, 
disc brakes. Exc. cond. Must sell. 
$800. Eves.. 479 3785._____ 
DODGE '67 Charger 2-dr. V-8, A/T, 
R/H. 
1 owner 
Exc. cond. Call 
435 0338 
_ 
______________ 


DODGE CORONET R/T ’67 
Almost 
new 440 engine, 
new 
automatic heavy duty trans., new 
tires. P/S, P/B, disc brakes in 
front, air suspension shocks in 
rear, mag wheels. Bucket seats, 
console, leather interior. Excellent 
condition. $1300 or offer. Call 
457-2157 
after 
3:30' 
p.m. 
or 
weekends. 
__________ ______ 


p * Selected 
’65 Dodge Sport Coupe 
• $799 • 
This lovely little 2-dr. hardtop will 
make an ideal second car. _Flaw­ 
less white exterior with original 
blue interior Small economical V- 
8, automatic transmission, power 
steering, new tires, radio and 
heater. Our special sale 
price 
can be financed at low bank 
rates with small down payment. 
DAC 485. 


• 
CAMPBELL-BISHOP CHEVROLET 
' 


CHEVROLET — CHEVELLE — NOVA — CAMARO 
5889 Paradise Dr., Corte Madera 


• CORTE MADERA CHRYSLER-PLYMOUTH 


NOW THE ONLY CHRYSLER-PLYMOUTH DEALER IN MARIN COUNTY 
195 Casa Buene Dr., Corte Madera 
924-5622 


COROLLA— CORONA- MARK II— CROWN 
445 Francisco Blvd , San Rafael 
LANDCRUISER 
456-7071 


9 E. F. SWEENEY BRITISH CARS Inc. 


JAGUAR — AUSTIN AMI RICA — MG 
523 Francisco Blvd., San Rafael 
SPRITE 
454 6515 


9 J & B FORD SALES 


MAVERICK 
924 5800 
FORO — T BIRD — FALCON — MUSTANG 
5860 Paradise Dr , Corte Madera 


• LARRY BRINK MOTORS 
■ 


LINCOLN — MERCURY — MONIEGO 
COUGAR 
AMBASSA 
DOR — REBEL — HORNET — LEASING 
250 E. Bhthedale Ave , Mill Valley 
388 4948 


c. 


456 9040 


Dexter Toyota 


Cadillac— 960 


CAD. 
'67 
Cpe. 
DeVille. 
Air, 
all 
power, 36,000 mi. Immac cond. 
$3500. 454 9323 or 461 0468 
CADILLAC ’67 Brougham. 1 owner, 
every extra. Dark blue/vinyl top. 
$3000 firm. 388-0558 _________ 
CADILLAC ’67. FLTWD 
Brougham. 
Air, power, ultra extras. Immac. 
cond. $3500;. Eves. & weekends, 
call 479-4434.__________________ 
CADILLAC 
64 
2 
door 
hdtp. 
1 
owner, low mileage. $995. Dealer. 
456-7711.______________________ 
CADILLAC 
’63 
convertible. 
Body 
man special. $350 Lic. CWY 075. 
Dir 456 7711. 


NEW CAR TRADE-INS 
445 Francisco Blvd. 
S a n R a ta e l^ ^ ^ ^ ^ ^ ^ 4 5 ^ 0 7 1 


Ford— 968____________________ 


’69 Ford Fairlane 500 


STATION WAGON, very low mi­ 
leage. 
lots of equipment and 
unusually 
clean. 
$2195. 
295 
DWK 


J & B FORD SALES 


Where Your $$ Buy More 


5860 Paradise Dr . Corte Madera 
924 5807 Open Eves & Sunday 


VOLKSWAGEN — KARMANN GHIA 
601 Fiancisco Blvd., San Rafael 


• MARIN BAY LINCOLN MERCURY 


LINCOLN — MERCURY 
COUGAR 
RENAULT 
SUBARU 
CAPRI — RENTALS — LEASING 
3rd & Lincoln St., San Rafael 


• MARIN SPORTS IMPORTS 


TRIUMPH - JEEP — FORID CORUNA 
923 Francisco Blvd., San Rafael 


9 NOVATO TOYOTA INC. 


COROLLA 
CORONA 
CROWN 
- LANDCRUISER 


7505 Redwood Highway. Novato 


9 SCRIPTURE 0L0SM0BILE 


OLDSMOBILE — TORONADO 
CUTLASS 
740 Francisco Blvd., San Rafael 


456 4211 


453-1262 


- LEASING 


897 3191 


CITROEN 
RENAULT 
PEUGEOT 
375 Miller Ave.. Mill Valley 


LEASE AIL MAKES 
453-24/4 


388 2636 


I-J T H R JF T -A D S 
IÍBe*-4 doys 53.00 
D"í — 
^rival* partiei only 
Prico of oil itcmt 
•®ch od $250 
or lei*. 


Old 
fash- 
toned 


Ford— 968 


rate» 
4000 


Ford— 968 


MUSTANG '66. Vinyl top, 4 spd., V- 
8, 
R/H. 
Excellent 
condition 
SI 150. 479-0359 after 5 p.m. 
MUSTANG '66. Six 
cylinder, A/T, 
condition. 
383-1603. 
R/H, good tires and 
$895. 


is Selected is 
86 Mustang Coupe 
• $1199 • 
Dazzling silver gold exterior with 
smart black vinyl bucket seats. 
Automatic 
transmission, 
power 
steering, **289” V-8 engine, radio 
and 
heater. An exceptional I- 
owner car in fine 
mechanical 
condition. Our special sale price 
can 
be financed at low bank 
rates with small down payment. 
SGR 996. 
Dexter Toyota 


CAREFULLY SELECTED 
NEW CAR TRADE-INS 
445 Francisco Blvd. 
San Rafael 
456*7071 


PIpouHi— 976 
★ ★ ★ ★ ★ 
’65 PLYMOUTH 
VALIANT 2-dr. Very 
tion. RKL 940. 
good condi- 


MDSTANG ’65 convertible. 3-spd. V- 
8, R/H, stereo tape, AM/FM radio, 
low mileage. Excel, cond. $950. 
388-7328. 


OK $895 OK 


'65 THUNDER BIRD 2-dr. hardtop. 
White vinyl roof with tan leather­ 
ette 
interior. 
V-8, 
automatic 
transmission, 
power 
steering, 
power disc brakes, power win­ 
dows, radio, heater, swing away 
steering 
wheel 
and 
whitewall 
tires. A luxury car at a very low 
price. MOH 033. 


DE LONG CHEVROLET 


550 Francisco Blvd., San Rafael 
453-8582 'til 9, open Sun. 


OK $1795 OK 


FORD "67 LTD 2-dr. hardtop. 390 
V-8, 
Factory 
Air 
Conditioning, 
power steering, automatic trans­ 
mission. 
Mint condition inside 
and out. Whiteiwith black landau 
top and interior. Test drive it 
today. UGS 150. 


DE LONG CHEVROLET 


550 Francisco Blvd., San Rafael 
453-8582 days 'til 9, open Sun. 


Domestic Cars 
Display— 998 


T-BIRD '55 
Reasonable. Call 383-3727 
or 456-8372 after 6 p.m. 
THUNDERBIRD '56 Classic. Body 
very good, engine completely ov­ 
erhauled. Less than 1000 miles. 
Good tires. Black hdtp. conv. 
w/Contmental kit. 
$1500 firm. 
461-2454 or 461-1677. 


Lincoln— 970 


LINCOLN *61 Continental. Clean. 
Full pwr,, R/H, liber, int., new 
tires. Nds. muffler. $350. 479- 
8328, 


$595 
Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453-4220, eves, to 9 
* 
* 
* 
* 
* 


HIGH PERFORMANCE . 
1969 Barracuda 440 
NEVER REGISTERED. Posi-traction, 
tor quef lite 
transmission, 
tach, 
rail lye cluster group and slicks. 
Has original 500 miles. Special 
price of $2095, Vin#BH29M9B 
275075. 
Novato 
Toyota, 
7505 
Redwood Highway, Novato, 897- 
3191. 


Legal Notice 


PLYMOUTH 
'69 
Roadrunner. 
Air 
cond. $2450 or offer. Phone 838- 
2341.________________________ 
PLYMOUTH ’67 wagon. P/S, P/B, 
new t i r e s . Great car. Think 
spring! $1000. Phone 453-6621. 


Mercery— 972 


PLYMOUTH ’54. 4 dr. Auto. R/H. 71 
lie. 5 new tires. New battery 
Good cond. $150. 897-7279. 


★ ★ ★ ★ ★ 
’70 COUGAR 
ELIMINATOR. 
315 BJD. 
New car warranty. 
$2895 
Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453-4220, eves to 9 
* 
* 
* 
* 
* 
MERCURY '66 4 dr. hdtp. Monterey. 
W/air, etc. Good. $695. 454-1010, 
ask for Al Jestadt. 


PLYMOUTH CUDA *70 340 3-spd., 
P/S, 
tape' 
deck, 
air 
shocks, 
Cream Yellow w/bJk vinyl top. 
18,500 1 owner mi. $2690. 454- 
0824. 
ROADRUNNER ’69. 4-spd.j mags; 
posi.-, vinyl roof. Many extras. 
$2100/partial trade. 388-6877. 


Pontiac— 978 


FIREBIRD '67 convert. 326 H.O. 
spd., P/S, P/B, P/top. 
883-5066 


Legal Not;ce 


PONTIAC 1963 Conv. 
or offer. 883-7670, aft. 6 pm. 


DATSUNS 


MERCURY ’63 station wagon. P/S, 
P/B, auto., luggage rack. Good 
cond. $425/offer. 456-5878 eves. 


Oldsmobile— 974 


CUTLASS ’69. 2 dr. Blue w/white 
int. Power, Michelin tires. Priced 
to sell. 453-4635. 


PONTIAC ’68 OTTO. P/S, radio, air 
cond. 
Turbohydro. 
MUST 
See, 
$1575. MUST SELL. 479-9258. 
PONTIAC '62 wagon, deluxe model. 
New 
starter, 
battery 
& tires. 
Runs weii. $400. 479-1969. 
PONTIAC *62 Tempest Stn. wgn. 
Stick 
shift. Clean. 
Needs tires. 
$200. Phone 479-1253___________ 
PONTIAC '60 Station wagon 
$350 or offer. 
Call 892-9716 after 6 pm 


lam ilcr— 980_________________ 


AMBASSADOR 880 '66 sta. wgn. 
155 tip., 6-cyl* auto. Lo. mi. Orig. 
own. Exc. con. $1100. 479-6752 


and 


A terrific buy 


VOLVOS 
AT SPECIAL 
SALE PRICES 


'64 Triumph 
SPITFIRE roadster. A ta 
Vin#1300SL 
$495 


64 Rambler 
440 hardtop, automatic transmis 
sion & power steering. DKR 787 
$491 


60 Volvo 544 
4-speed transmission, bright n 
finish. SHARP. BKE 070 


OLDS ’68 Cutlass conv. Gold, black 
top. W/W, P/S, P/B. White int. 
Excel. $1850. 479-6280. 
OLDS '70 Cutlass Supreme. 2-dr., 
standard shift, top cond. Only 
7700 mi. Must sac. 383-0483. 


General— 996 


Off-Lease 
FOR SALE 
456-0500 


★ ★ ★ ★ ★ ★ ★ ★ ★ 


SALE! SALE! 


★ ★ ★ * ★ ★ * * ★ 


MARLIN ’65. Very clean, orig. cond. 
Except, mech. cond. See to ap- 
preciate. $695 firm. 456-2740. 
RAMBLER Classic 660 1963. Good 
condition. $300 or best offer. Ph. 
461-0122 after 6 p.m._______ 
RAMBLER American *64 4 door 
R/H, WSW. Fine looking. Excel, 
mech. cond. $535. 457-2661. 


lillys— 984 
"42 WILLY# truck, 327 va la need , 
blue printed, others. Off Sears 
Point. Ready for street. 897-6574. 
JEEP '47. 10x16.5 Excellent cond I 
tion. Fully restored. $850. 479- 
1260. 
JEEP ’67 Wagoneer. Reg. 1966. V-8, 
A/T, air, P/B, P/S, hubs, 4 whl 
drive. 
Exc. cond. $2100. 
eves. & wknds., 479-4534. 
JEEP. '66 Custom Wat 
4-wht, 


AT 


agoneer 
dr., V-8, A/T, P/S, P/B. Top rack. 
$2100. 924-5185, mes, 


LARRY BRINK 


MOTORS 


in 


’65 Dodge 
DART GT. White with black viny 
roof. Good condition. ZXZ 020 
$795 


'67 Datsun 
STATION WAGON, 4-speed trans­ 
mission. A good second car. TF> 
673 
$799 


68 Simca 
4-dr. sedan, 
tion. 000 AIF 
Immaculate condt- 


’66 Mustang 
2-dr. 
hardtop. 6-cyl i rider, auto­ 
matic transmission. TOP CONDI­ 
TION. 001 cut 
$1099 


'67 Volkswagen 
KARMANN GHIA. Excellent condi­ 
tion, bright red finish. WRE 501 
$1099 


'63 Corvette 
FASTBACK. 4-speed transmission 
Immaculate condition. DVZ 029 
$1395 


Annex 


Motors 


Marin’s Exclusive Volvo 
and Datsun dealer 
535 Francisco Blvd., 
453-6292 
San Rafael 
Next to Disco 
OPEN EVENINGS & SUNDAYS 


★ LINCOLNS ★ 
'67 Lincoln 4 dr. Full pwr. fact, air, 
UAH 511. $2495. 
'69 Lincoln Coupe. Full pwr. Fact. 
air. YPG 655. $4695. 
'67 Lincoln Coupe. Full pwr. Fact. 
air. XTC 762. $2495. 
’63 Lincoln 4 dr. Full pwr. fact. air. 
UBM 152. $795. 


★ MUSTANGS ★ 
*67 Mustang. 6 cyl. Stand, trans., 
pwr. sir. UHV 575. $1295. 
’68 Mustang 6 cyl. Stand, trans. 
Stock # P918. $1595. 
*67 Mustang. V-8 fast back. Auto. 
pwr. str. 289. TMP 300. $1495. 
•68 Mustang Fast back, GT. V-8, 
auto., pwr. str. WLF 318. $1895. 
'66 Mustang. 6 cyl. auto., pwr. str. 
Air cond. Vinyl top. VAP 546. 
$1350. 
'66 Mustang 8 cyl. Stand, trans. 
RXH 988. $1195. 


★ IMPORTS ★ 
"67 Triumph Spitfire II, Roadster. 
TIG 879. $1195. 
"68 VW. VQY 618. $1395. 


★ OTHER MAKES ★ 
"68 Rambler Rogue. 8 cyl. 2 dr. 
hdtp. 4 spd. Pwr. Str. Fact. air. 
WKG 167. $1495. 
'66 Mercury. 8 cyl. Cyclone. 2 dr. 
hdtp. 4 spd. Pwr. str. UYR 735. 
$995 
'69 Chev. Malibu. 2 dr. hdtp. 8 cyl. 
Auto., pwr. str. Fact. ait. ZTK 
635. $2595. 
64 Rambler American, 6 cyl. auto. 
330, 2 dr. Stk. # R714A. $650. 
66 Rambler 8 cyl. Rogue, 2 dr. 
hdtp. Auto., 
power steer. TKC 
446. $1295. 
69 Olds 8 Cutlass convert. Auto., 
power steer. X714A. $2295. 
69 Mercury Marquis, sta. wag. 8 
cyl. Auto., pwr. str. Fact. air. YGL 
900. $2895. 
'65 Mercury Montclair, 8 cyl., 4 dr. 
hdtp., Auto., pwr. str. RLM 519. 
$945. 
68 Rambler Javelin, 2 dr. hdtp. 
SST. Auto., pwr. str. VGL 692. 
$1695. 
'69 Rambler AMX, 4 spd., XZF 469. 
$1850. 
’63 Chev. cyl. Nova. conv. coupe. 
Auto, trans. DCF 715. $650. 
'66 T bird 8 cyl., 2 dr. hdtp. Auto,, 
pwr. str. SOJ 342. $1495. 
’69 Chrysler, 8 cyl. Imperial LeBar- 
on. 2 dr. hdtp. Full pwr. Fact, 
air. YGG 274. $2695. 
'66 Dodge Dart 6 cyl. conv. coupe. 
Auto., pwr. str. TKB 927. $1195. 
'68 Dodge Dart 8 cyl. GT mod. 2 
dr. hdtp. Auto, pwr. str., fact. air. 
VJF 576. $1895. 
*65 Rambler 8 cyl. 990 4 dr. Auto., 
pwr. st., fact. air. RMB 298. 
$795. 


LARRY BRINK 


MOTORS 


653 E. BHthedaie. near Camino 
Alto, Mill Valley 


388-4947 


RESOLUTION NO. 3989 
RESOLUTION GIVING NOTICE 
OF PROPOSED ANNEXATION 
TO CITY OF SAN RAFAEL OF 
UNINHABITED TERRITORY 
DESCRIBED HEREIN AND 
DESIGNATED “SAN PEDRO 
SCHOOL ANNEXATION/* AND 
GIVING NOTICE OF TIME 
A N D PLACE FOR HEARING 
OF PROTEST THERETO 
WHEREAS, pursuant to the 
provisions' of the annexation of 
Uninhabited Territory Act of 
1999 a petition signed by owners 
of not less than one fourth of the 
land by area and by assessed 
value, as shown on the last 
equalized assessment roll of the 
County of Marin, in the herein­ 
after described territory was 
filed with the City Council of 
the City of San Rafael on the 
29th day of December, 1970, re­ 
questing: annexation of the here­ 
inafter described territory to 
said City; and 
WHEREAS, pursuant to Sec­ 
tions 35305 and 35306 of the Gov­ 
ernment 'Code of 'the State of 
California the City Cornell shall, 
without delay, 'under the afore­ 
said circumstances, pass a reso­ 
lution giving notice of the pro­ 
posed annexation, describing the 
boundaries of the territory, des­ 
ignating it by an appropriate 
name and setting a time and 
place wherein the City Council 
will hear written protests against 
the annexation made by persons 
owning real property within the 
territory; and 
WHEREAS, the matter of the 
proposed annexation to the City 
of San Rafael of said territory 
has. been referred, to' the Local 
Agency Formation Commission 
for Its consideration and ap­ 
proval, and said Local Agen­ 
cy Formation Commission ap­ 
proved the annexation of said 
uninhabited territory to the City 
of San Rafael prior to the circu­ 
lation or filing of the petition 
hereinabove referred to; 
NOW, THEREFORE. BE IT 
RESOLVED by the Council of 
the City of San Rafael, as fol­ 
lows: 
1. 'That Tuesday, the 10th, of 
February, 1971, at the hour' of 
8:00' p.m. in the 'Council cham ­ 
bers in the 'City Hall in the' City 
of San Rafael, California, being 
a date at least forty (40) and 
not more than sixty (60) days 
after the date of passage of the 
resolution, is hereby fixed as 
the time and place, when and 
where the City Council of the 
City of San Rafael, California, 
will hear w r i t t e n protests 
against said annexation by any 
person owning 
real property 
within said territory and NO­ 
TICE of the tim e and place of 
said hearing la hereby given. 
2. The City Clerk .shall, cause 
a copy of the within Resolution 
to be published at least twice 
but not more often than once a 
week, in the Independent Jour­ 
nal, a newspaper of general cir­ 
culation published in the City of 
San Rafael and also in a news­ 
paper of general circulation pub. 
lished outside the City of San 
Rafael but in the County of Ma­ 
rín, State of California, which 
publication shall be completed at 
least twenty ('20) days prior to 
the date' set forth, above for the 
above described hearing. 
3. The City Clerk shall also 
■cause written notice of 'the above 
proposed annexation to be mail­ 
ed to each person to whom land 
within the territory proposed to 
be annexed is assessed in the 
last equalized Marin County As­ 
sessment Roll available on the 
date that these proceedings were 
initiated, at the address shown 


known to said Cleric, and to any 
person who has filed his name 
and address and the designation 
of the lands in which he has any 
interest, either legal or equit­ 
able, with said Clerk. Said no­ 
tice shall be given not less than 
twenty (20) days before the first 
public hearing on the proposed 
annexation. 
4. 'That for appropriate' name 
of said, territory so proposed, to 
be annexed to' 'the City of San. 
Rafael, 'the same is hereby des­ 
ignated1 .as 
S A N 
P E D R O 
SCHOOL ANNEXATION and the 
boundaries of said territory so 
proposed to be annexed are spe­ 
cifically described on Exhibit 
“A** which is attached hereto 
and incorporated herein in full 
by reference. 
I, MARION A. GRADY. Clerk 
of the City of San Rafael, hereby 
certify that the foregoing Reso­ 
lution was 'duly and regularly 
introduced and adopted at a reg. 
ular meeting of the Council of 
said City held, on the 4th 'day of 
January, 1971, by the following 
vote', to wit: 
AYES: COUNOILMEN: Bar. 
bier, Jensen, Miskimen, Mul- 
ryan and Mayor Bettini 
NOES: COUNCILMEN: None 
ABSENT: COUNCILMEN: 
None 
/a/ MARION A. GRADY 
City Clerk 
EXHIBIT “A” 
Beginning at a point on the 
Northerly Mae of San Fecfro 
Road (Prior to widening), as 
.said, 'line is shorn on 'the “Map 
of Vila Real Unit No. Two/* re. 
corded in Book 9 of Maps at 
page 78, Marin County Records, 
which point bears north 7*49* 
west 60 feet from the northwest­ 
erly comor oí lot 114 as said lot 
is shown on “The Map of Up­ 
lands . . 
recorded in Book 3 
of Maps at page 4. Marin County 
Records, and which point also 
lies on the corporate lim it line 
of the City of San Rafael: . 
Thence along said northerly 
line of San Pedro Road, which 
line is also the' existing 'Corpor­ 
ate: Unfit line of the City of San 
Rafael,! as said line Is shown on 
aforementioned “Map of Villa 
Real Unit No. Two’’ and- the 
'Map of Loch Lomond Unit 
One" and “Map of Loch Lomond 
Unit Three/* recorded respec­ 
tively in Book 7 of Maps at page 
97 and Book 8 of Maps at page 
106. 
Marin 
County 
Records, 
north 82°11' east 308 feet more or 
less to its intersection with the 
westerly line of Manderly Road 
as shown on said “Map of Loch 
Lomond. Unit One” and thence 
south, 55*91' east 828 feet more 
or less to a 'point which, lies 
north 55°0T' west 100 feet and, 
north 34*59* east 60 feet from 
the most easterly corner of lot 
132 as said lot is shown on the 
aforementioned “Map of Up- 
IflkQtlS 
a*1*1* 
Thence leaving said northerly 
line of San Pedro Road and said 
corporate limit line and running 
south 34*53* west 60 feet to a 
point on the southerly line of 
San Pedro Road, as shown on 
said “Map of Uplands . . / . 
which point lies north 55*07* west 
100 feet from, the most easterly 
corner of lot 132 as shown on 


Sft,nience south. 34° 53* west 445.53 
feet to the northeasterly line of 
Hillside Avenue as shown on 
said “Map of Uplands . . * I 
Thence along said northeast­ 
erly line of Hillside 
Avenue 
north 67*31* west 86.51 feet^ north 
76*10* west 73.42 feet, north 36 
56* west 69.40 feet, north 26*33* 
west 99.85 feet, north 57°06' west 
141.41 feet, north 51*45 
west 
123.38 feet, north 37*0®* west 
141.89 feet, north 41*06* west 
98.77 feet, and north 19*02* west 
'42.97 feet': 
, 
... 
. 
Thence leaving said northeast- 
erly line of Hillside Avenue and 
going north 1*35' west 84.75' feet* 
¿orth 27*41* east 89.91 feeL and 
south WT834* west 1M.69 feet 
returning to said northeasterly 
line: 
.. 
. 
Tbenoe along said northeast­ 
erly line of Hillside Avenue north 
8*05' west 71.41 feet to the north­ 
westerly corner of lot 114 as 
shown on the aforementioned 
Map of Uplands . . / \ which 
point is also on the southerly line 
of San Pedro Road per said 


Call 


San Rafael and also in a news­ 
paper of general circulation pub. 
lished outside the City of San 
Rafael but in the County of Ma­ 
rin, State of California, which 
publication shall be completed at 
least twenty (20) days prior to 
the date set forth above for the 
above described hearing. 
3. 'The City Clerk shall also 
cause 'written notice of the above 
proposed annexation to be mail­ 
ed to each person, to' whom land 
within, the territory proposed to 
be annexed is assessed in the 
last equalized Marin County As­ 
sessment Roll available on the 
date that these proceedings were 
initiated, at the address shown 
on said Assessment Roll or as 
known to said Clerk, and to any 
person who has filed his name 
and address and the designation 
of the lands in which he has any 
Interest, either legal or equit­ 
able, with, .said Clerk. Said no­ 
tice .shall be 'given not less than, 
twenty (99) days before the first 
public hearing' on, the proposed 
annexation... 
4. That for appropriate name 
of said territory so proposed to 
be annexed to the City of San 
Rafael, the same is hereby des­ 
ignated as GRANDI ANNEX­ 
ATION and the boundaries of 
said territory so proposed to be 
annexed 
are 
specifically de­ 
scribed on Exhibit “A" which 
is attached hereto and incor­ 
porated herein in full by refer- 


etI*MARION A. GRADY, Clerk 
of the City of San Rafael, hereby 
certify that the foregoing Reso­ 
lution was duly and regularly 
Introduced and adopted at a reg­ 
ular meeting of the Council of 
said City held on the 4th day of 
January, 1971, by the following 
vote, to wit; 
AYES: COUNCILMEN; Bar. 
bier, Jensen, Miskimen, Mul- 
ryan and Mayor Bettini 
NOES: COUNCILMEN: None 
ABSENT: COUNCILMEN: 
None 
/S/ MARION A, GRADY 
City Clerk 
EXHIBIT' *,A,f 
ANNEXATION BY CHARLES 
GRANDI 'TO 'THE CUY OF 
SAN RAFAEL 
The land referred to in this 
report is situated in the State 
of California, County of Marin, 
and is described as follows: 
BEGINNING at a point on 
the boundary line of the City 
of San Rafael, said point being 
at the Southwest comer of that 
certain parcel of land describ­ 
ed in the deed to Reginald V. 
Finch, et ux, recorded Decem­ 
ber 2, 1968 in Book 2258 of 
'Official Records at page 462 
M arin County Records, run­ 
ning thence along the Souther­ 
ly line of last said parcel 
North 89O09'4O" E ast 591.669 
feet, thence North 17*30' West, 
310.30 feet, thence South 20*24' 
East 320.00 feet, thence South 
83»42'30" East 59.71 feet, thence 
South 24*42' East 262.62 feet to 
a point on toe North Line of 
Valley View Avenue, as said 
Avenue was described in the 
deed to the City of San Rafael 
recorded December 30, 1947 
In 'Book 536 of 'Official Records, 
a t 'page 327, running thence 
along the North Line of 'Valley I 
View Avenue South 86*41*20"' 
West 100 feet more or less to 
a point on the boundary line 
of the City of San Rafael; 
thence along said City bound­ 
ary line North 76*37' West, 25 
feet more or 
less; 
thence 
North 85*11' West, 119.34 feet; 
thence continuing North 85*11* 
West, 170 feet more or less; 
thence South 85*22* West, 130 
feet more or less; 
thence 
North 63°'36' East, 90 feet m ore 
or less to the 'most Easterly 
earner of that certain parcel 
of land described in Parcel B 
of the deed to M arin Munici­ 
pal Water District, a public 
corporation, recorded Febru­ 
ary 15, 1954 in Book 850 of 
Official Records at page 65, 
Marin County Records, run­ 
ning thence along toe North­ 
easterly line of last said par­ 
cel North 61»O1'40" West, 370 
feet more or less to toe point 
of beginning. 
No. 21 Jan. 12. 19. 1971 


Legal Molict 
January 19, 1971 
Jn fo u m ftrtiM im rfia l. 29 


mT^ence north, 7*49* west 60 feet 
to the point of beginning. 
(Containing 10 acres more or 


No? 22 Jan. 12. 19, 1971 


No. 33284 
NOTICE OF SALE OF 
REAL ESTATE—EXECUTION 
SHERIFFS OFFICE. 
COUNTY OF MARIN 
STATE OF CALIFORNIA 
BY VIRTUE of an execution 
i s s u e d out of toe Municipal 
Court of Central Judicial Dis­ 
trict, County of Marin, State of 
'California, in an motion, wherein 
MONTGOMERY WARD a n d 
CO',., a Corporation plaintiff, and 
IVA CHRISTQPHE RSON, et al 
defendant, upon a judgment ren­ 
dered on toe 28th day of May, 
1970, in favor of said Plaintiff 
and against said IVA CHRIS­ 
TOPHE RSON. for the sum of 
Four h u n d r e d Fourteen and 
11/100 dollars, in Lawful money 
of the United States, besides 
costs and interest, I have this 
day levied upon all toe right, 
title, claim and Interest of said 
defendant, 
IVA 
CHRISTOPH- 
ERSON in and, to all, that real 
•property situated In the Cbrte' 
Madera, Central Judicial Dis­ 
trict. County of Marin, State of 
California, described as follows, 
to wit: 
LOT 84, “Map of Marin 
Estates", filed December 15, 
1955 in Book 8 of Maps at 
Page 110. 
More commonly known as: 
18 El Camino Drive, Corte Ma­ 
dera, California. 
And notice is hereby given that 
I will on Tuesday, toe 2nd day 
of F e b r u a r y. 1971, at. 10:00 
o'clock, A.M. of said day, in 
front of Lobby # 2 Hall of Jus­ 
tice. Civic Center, to San Ra­ 
fael, California, County of Ma­ 
rio. to said County, sell to the 
highest bidder at PUBLIC AUC­ 
TION for Lawful money of the 
United States, all the right, title, 
claim and interest of said de­ 
fendant IVA CHRISTOPHER- 
SON to and to toe above de­ 
scribed property, or so much 
thereof as may be necessary 
to raise sufficient money to 
satisfy said Judgment, with In­ 
terest and costs and accruing 


Dated at San Rafael, Calif, this. 
8th 'day of January, 1971, 
(SEAL) 
LOUIS P. MOUNTANOS, 
Sheriff 
/S/ By LELAND L. BROWN 
Lieutenant 
Sheriffs Civil Division 
No. 30 Jan. 15, 19. 26, 1971 
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Freitas, Allen, McCarthy, 
Bettini. ft MacMahon, Attys. 


on said Assessment Roll or as 


RESOLUTION No. 3988 
RESOLUTION GIVING NOTICE 
OF PROPOSED ANNEXATION 
TO CITY OF 8AN RAFAEL OF 
UNINHABITED TERRITORY 
DESCRIBED HEREIN AND 
DESIGNATED “GRANDI 
ANNEXATION,” A.ND GIVING 
NOTICE OF TIME AND PLACE 
FOR HEARING OF' PROTEST 
THERETO 
WHEREAS, pursuant to' toe 
provisions of the annexation of 
Uninhabited Territory Act of 
1939 a petition signed by owners 
of not less than one fourth of the 
land by area and by assessed 
value, as shown on the last 
equalized assessment roll of the 
County of Marin, in the herein­ 
after described territory was 
filed with the City Council of 
the City of San Rafael on the 
11th- day of August, 1979, re­ 
questing1 annexation of the here­ 
inafter' described, territory to 
said City: and 
WHEREAS, pursuant to Sec 
tions 35305 and 35306 of the Gov­ 
ernment Code of the State of 
California the City Council shall, 
without delay, under the afore­ 
said circumstances, pass a reso­ 
lution giving notice of the pro­ 
posed annexation, describing the 
boundaries of toe territory, des­ 
ignating it by an appropriate 
name and setting a time and 
place wherein the City Council 
will hear written, protests, against 
the annexation, made by persons 
owning real' property within, the 
territory; and 
WHEREAS, toe m atter1 of toe 
proposed annexation to the City 
of San Rafael of said territory 
has been referred to the Local 
Agency Formation Commission 
for its consideration and ap­ 
proval, and said Local Agen­ 
cy Formation Commission ap­ 
proved the annexation of said 
uninhabited territory to the City 
of San Rafael prior to the circu­ 
lation or filing of the petition 
hereinabove referred to; 
NOW, THEREFORE. BE IT 
RESOLVED by the Council of 
the City of San, Rafael, as. fol­ 
lows: 
1. 'That 'Tuesday, the 16th of 
February, 1971, at the hour of 
8:00 p.m. in the Council Cham­ 
bers in the City Hall in the City 
of San Rafael. California, being 
a date at least forty t40) and 
not more than sixty (60) days 
after the date of passage of toe 
resolution, is hereby fixed as 
the time and place, when and 
where toe City Council of toe 
City of San. Rafael, California, 
will hear w r i t t e n , protests 
against said, annexation, by any 
person, owning 
real, property 
within said territory and NO­ 
TICE of 'the time and place of 
said hearing is hereby given. 
2. The City Clerk shall cause 
a copy of toe within Resolution 
to be published at least twice 
but not more often than once a 
week, in the Independent Jour­ 
nal, a newspaper of general cir­ 
culation published in the City of 


NOTICE TO CREDITORS 
No, 19916 
Superior Court of the State of 
California for the County of Ma­ 
rin 
Estate of THOMAS CALVIN 
MILLER, also known as THOM­ 
AS C. MILLER and as THOMAS 
CALVIN MILLER. JR. deceas­ 
ed. ___ 
NOTICE IS HEREBY GIVEN 
to the creditors of toe above 
named decedent that all persons 
having claims against toe said 
decedent are required to file 
them ta. duplicate', with the nec­ 
essary vouchers, ta the office 
of the clerk of the above entitled 
court, or to present them with 
toe necessary vouchers, to the 
undersigned at the law offices 
Of FREITAS. ALLEN. MCCAR­ 
THY, BETTINI ft MacMAHON, 
960 Fifth Avenue, San Rafael, 
California 94901 which is the 
place of business of the under­ 
signed ta all matters pertaining 
to the estate of said decedent, 
within four months after the 
first publication of this notice. 
Dated: December 39, 1970 
IRENE MARIE MILLER 
Executrix of toe Will of 
the above named dece­ 
dent 
FREITAS, ALLEN, 
MCCARTHY, BETTINI ft 
MacMAHON 
960 Fifth Avenue 
San Rafael. Calif. 94901 
(415) 456-7500 
Attorneys for Executrix 
First publication: January 5, 
1971 
No. 1458 Jan, 5, 12, 19, 26, 1971 


NOTICE OF AGREEMENT TO 
PURCHASE PROPERTY 
DEEDED TO THE STATE 
FOR DELINQUENT TAXES 
NOTICE IS HEREBY GIVEN 
in. accordance with the provis­ 
ions of Division 1, P art 6, Chap­ 
ter 8 of the Revenue and Tax­ 
ation Code and toe written au­ 
thorization of the State Control­ 
ler that an agreement, a copy 
of which is on file in the office 
of the Board of Supervisors of 
Marin County and ta the office 
of toe City of Novato, and ap­ 
proved by the State Controller, 
whereby said County will sell to 
said City under the terms set 
forth in said agreement all the 
right, title and interest of toe 
State of California ta and to the 
real property hereinafter de- 
I .scribed. 
That, unless sooner redeemed, 
| the 'undersigned Tax Collector, 
pursuant to said agreement will, 
not less than 21 days after the 
first publication or the mailing 
of this notice as required by law, 
whichever is later, sell said pro- 
perty to the City of Novato. 
That upon toe sale of the pro­ 
perty the right of redemption 
will cease. For information as 
to the amount necessary to re­ 
deem, apply to Stanley J. Fon 
tez. Redemption. Officer of Ma­ 
rta. County in. the Civic Center, 
Ban Rafael. California. 
The 'property referred to and 
contained ta said agreement ta 
situated In the County of Marin, 
State of California and is sub­ 
stantially described as follows: 
Parcel One: Assessors Par­ 
cel No. 152-101-05, formerly 
Parcel No. 150-176-18. s a l e 
1110-3/59, now within the City 
of Novato: 
Tr of Id beg at most Wly cor 
pci to Lang in 1116496, rg th 
N 24* W 120.72 ft, S 65* W 
20.0 ft, S 24* E 120.72 ft, th 
N 65* E 20.0 ft to P.O.B. 
More particularly described, 
as:Assessors Parcel 150-1.01-05, 
Beginning at toe most 'South­ 
erly corner of a roadway ease­ 
ment as shown ta Assessors 
book 152. page 10. block 101, 
parcel 03; thence South 65* 
26' 00" West 20.00 feet; thence 
North 24° 00' 34" West 120.72 
feet; , thence North 65» 26' 00" 
E st 20.00 feet; thence South 
24* 00' 34" East 120.72 feet to 
toe point of beginning. Said 
p a r c e l containing 2,414.29 
square feet or .055 acres. 
Parcel. Two: Assessors Par­ 
cel No. 152-102-01, formerly 
Parcel No, 150-1,76-04, s a l e 
1134*60, now within the City ol 
Novato: 
Tr of beg at most Sly cor 
to Shell Oil Co. in 1168-590, 
rg th S 44° E 212.34 ft. S 45» 
W 20.0 ft, N 44» W to pt S 45» 
W 20.0 ft. fr P.O.B., to N 45» 
E 20.0 ft to beg. Except, pin 
Within T.A.C. 10-020 
More particularly described 
as: 
.Assessors parcel 152-102-01. 
Beginning at the most South­ 
erly comer of Assessors par­ 
cel 152-102-02; thence South 
46» 19* 30" West 20.00 feet; 
thence North 43* 40* ST West 
191.29 feet; thence North 81* 
00* 00" East 25.00 feet; thence 
South 43° 40* 30" East 176.29 


whereby said County will sell 
to said City under the terms set 
forth in said agreement all the 
right, title and interest of the 
State of California in and to the 
real property hereinafter de­ 
scribed. 
That, 'unless .sooner redeemed, 
the undersigned Tax Collector, 
pursuant to said, agreement will 
not less than 21 days after toe 
first publication or the mailing 
of this notice as required by law, 
whichever is later, sell said 
property to the City of Novato. 
That upon the sale of toe pro­ 
perty the right of redemption 
will cease. For information as 
to the amount necessary to re 
deem, apply to Stanley J. Fon- 
tez. Redemption Officer of Ma­ 
rin County in the Civic Center, 
San Rafael, California. 
'The property referred to' and 
contained in, said agreement is 
situated in the County of Marin, 
State of California and is sub­ 
stantially described as, follows: 
Parcel One: Assessors Par 
cel No. 141-181-27, now within 
the City of Novato and more 
fiarticularly described as fol 
ows; 
Tr of Id beg most Wly cor 
Lot 21, M ft S Seventh Street 
Sub rg to N 28» E 117.42 ft 
N 53° W to most Nly cor Lot 
20, th S 28° W 128.41 ft Ely 
alg curv r i g h t R=45 ft 
D=41.86 ft to P.O.B. 
Parcel Two: Assessors P ar­ 
cel, No. 1.32-104-30. now within, 
the City of Novato and more 
particularly described as fol­ 
lows: 
Trumbull Estates Unit 2 — 
Tr of Id beg pt S 63° E 20.06 
ft from most Ely cor Lot 138, 
rg th N 46» W 254.18 ft N 68» 
W 210.67 ft S 55» W 40.3 ft 
th alg NEly In Lots 133-139 
incl. SEly to P.O.B. 
Parcel T h r e e : Assessors 
Parcel No. 132-104-29, n o w 
within the City of Novato and 
more particularly described as 
follows: 
Trumbull Estates Unit 2 — 
'Tr of id beg' pt M 30* W 20 
ft from most Ely cor Lot 144, 
rg th N 54» E 18,35 ft N 54* 
W 293.57 ft N 76° W 127.5 ft 
S 40» W 45.97 ft th alg NEly 
La Lots 139-144 incl, SEly to 
P.O.B. 
Parcel Four: Assessors Par- 
cel No. 151-161-09, formerly 
Parcel No. 150-191-09. n o w 
within the City of Novato and 
more particularly described as 
follows: 
Map of Rancho Village Unit 
4 — Parcel, B 
STANLEY J. FONTEZ 
Tax Collector 
County of Marin 
State of California 
No. 1454 Jan. 5, 12, 19, 1971 
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shall be all holidays recognized 
in t h e collective bargaining 
agreement applicable to t h e 
particular craft, classification or 
type of workman employed on 
the project. 
It shall be mandatory upon 
the Contractor to whom t h e 
contract is awarded and upon 
any -subcontractor 'under 'him. tc 
pay not less 'than the said spe­ 
cified rates to all laborera, work­ 
men and mechanics employed 
by them in toe execution of the 
contract. 
Proposals will be considered 
for the complete job only. The 
proposal must be submitted on 
the form provided and must be 
accompanied by a C e r t i f i e d 
Check. Cash. Post Office Money 
Order or Bid Bond as a guar­ 
antee that the bidder will, if 
successful, 'promptly execute a 
satisfactory contract and furn­ 
ish bonds as required by these 
specifications. 
T h e 
Certified 
'Check... Cash. Post Office Money 
Order or Bid Bond shall be not 
less than ten (10) percent of the 
total amount of the bid and 
shall be made payable to the 
Treasurer of the Marta Munici­ 
pal Water District. 
Proposals must be submitted 
in a sealed envelope addressed 
to the attention of Mrs. Norma 
L. Smith. Secretary, with the 
words “Proposal for Contract 
No. 539” clearly marked on the 
outside of the envelope'. 
Specifications m a y be ob­ 
tained at 220 Nelien Avenue, 
Corte Madera, the office of the 
District. The $25.00 deposit re­ 
quired for each set of specifi­ 
cations will be refunded when 
specifications are returned to 
the District. It is requested that 
those Contractors wishing a Wa­ 
ter District representative to ac­ 
company them on their first 
visit to the site of the work, 
notify the District sufficiently 
in «advance so that necessary 
arrangements may be made. 
Progress payments will be 
made. 
____ 
NORMA L. SMITH 
Secretary 
Oorte.Madera. California 
No. 43 Jan. 19. 1971 


NOTICE 
OF 
SCHOOL 
GOV­ 
ERNING B O A R D MEMBER 
ELECTION 
NOTICE IS HEREBY GIVEN 
to the qualified electors of toe 
BOLIN AS-STINSON 
U N I O N 
SCHOOL DISTRICT of the Coun­ 
ty of Marin,, State of California 
that ta. accordance with law. a 


feet to the point of beginning, 
i parcel containing 3,786.46 


Young; Rablnowl'tz ft, 
Chouteau, Attys. 


NOTICE OF PROBATE 
No. 19956 
In toe Superior Court of the 
State of California, ta and for 
the County of Marin. 
In the Matter of the Estate of 
PETER HOUSE, also known as 
PETER WINSTON HOUSE. De­ 
ceased. 
Notice of time set for proving 
Will, etc., and Application for 
Letters Testamentary. 
NOTICE IS HEREBY GIVEN 
that a petition for the' Probate 
of the Will Of PETER HOUSE, 
also known, as PETER WIN­ 
STON HOUSE, deceased, and 
for the Issuance to RALPH L. 
PRESTON of Letters Testamen. 
tary thereon has been filed ta 
this Court, and that Tuesday, 
the 26th day of Jan.. A.D. 1971, 
at 9 o'clock A.M. of said day, 
at the courtroom of said Court, 
Dept. 2, Hall of Justice. Civic 
Center, ta the City of San Ra­ 
fael has been set for hearing 
of said petition. Refer to peti­ 
tion for further particulars, 
GEO. H. GNOS6, Clerk 
By H. URATSÜ, 
Deputy Clerk 
YOUNG R4BINOWITZ ft 
CHOUTEAU 
Attorneys for Petitioner 
605 Market Street, Room 800 
S&n Francisco, Calif. 94106 
Tel: 392-7805 
FILED: JAN. 6. 1971 
GEO. H ONOSS. County Clerk 
By H. URATSU. Deputy 
No. 19 Jan. 12. 14. 19, 1971 


Said 
square feet or .067 acres 
Parcel T h r e e : Assessors 
Parcel No. 152-102-03, formerly 
Parcel No. 150-176-19, s a l e 
1110-2/59, now within toe City 
of Novato: 
Tr of Id beg at most Sly 
cor pel conv Shell Oil Co. in. 
1168-500. rg th S 43» E 35.0 
ft 'm/1 to Nly bdry T.A.C. 
86-07. th alg same S 81* W 
25.0 ft m/1 to NE Ln So No­ 
vato Blvd. to N 43» W alg 
same 20.0 ft m/1 th N 46» E 
20.0 ft to P.O.B. 
More particularly described 
as:Assessors Parcel 152-102-03. 
Beginning at the most South­ 
erly corner of Assessors par­ 
cel 152-102-04: thence South 
43* 40* 30" East 35,00 feet: 
thence South 81* 00* 00” West 
25.00 feet; thence North '43* 
40* 30" West 20:00 feet; thence 
North 46» 19* 30" East 20.00 
feet to the point of beginning. 
Said parcel containing 557.62 
square feet or .013 acres. 
STANLEY J. FONTEZ 
Tax Collector 
County of Marta 
State of California 
No. 1455 Jan. 5, 12. 19. 1971 


'Governing Board Member Elec­ 
tion. to fill toe unexpired term 
of Erik, Lund, who has resigned, 
will be held on TUESDAY, the 
2nd day of February, 1971, ta 
said District, between the hours 
of 1:00 o'clock P.M. and 7:00 
o’clock P.M., during which per 
lod and between which hours 
the polls shall remain open. 
The precincts, polling places, 
and election officers appointed 
to conduct the election shall be 
as set forth on EXHIBIT “A1 
attached hereto. 
Each qualified elector of' said 
District stall be ■entitled to' vote 
■only In the School District elec­ 
tion precinct of which toe ta 
resident. 
The election returns shall be 
canvassed by toe County Super­ 
intendent of Schools 
at the 
office of the County Clerk. Hall 
of Justice, San Rafael. Califor­ 
nia, at 10:00 o’clock A.M. on 
February 9. 1971. 
Applications for absent voter 
ballots «nay be made to the 
County Clerk not more than 
twenty-nine 'nor less, than seven 
days prior to toe election, and 
such ballots stall be returaed 
to' toe County Clerk, 
The' deadline for the receipt 
of absentee ballots is five o’clock 
P.M. on the day before the 
election. 
DATED: November 18. 1970. 
/S/ VIRGIL S. HOLLIS 
County Superintendent of 
Schools 
EXHIBIT “A” 
BOLIN AS-STIN SON 
UNION SCHOOL DISTRICT 
GOVERNING BOARD 
MEMBER ELECTION 
FEBRUARY 2, 1971 
LOCATION OF P O L L I N G 
'PLACE: Stinson Beach Commun­ 
ity Center, Stinson Beach, Ca, 
PRECINCT: 4300 
INSPECTOR: 
Shockey. 
Ro­ 
berta E.. Buena Vista Ave., Stin. 
son Beach, Ca. 94970. 
JUDGE: Sigmund, Marion B., 
Sonoma Patio, Stinson Beach, 
Ca. 94970. 
CLERK: Switzer, Marie L„ 
P.O. Box 241, Stinson Beach, Ca. 
94970. 
CLERK: Lund, Deanne A„ 19 
Avenida Olema, Stinson Beach, 
Ca. 94970 
LOCATION OF P O L L I N O 
PLACE: Bolinas School, Star 
Route I, Bolinas, Ca. 
. 
PRECINCT: 4306 
INSPECTOR: Teixeira. Ange­ 
lina. Highway One, Bolinas. Ca. 
94924 
JUDGE: Dewey. Miss Josce- 
lyn. P.O. Box 154. Bolinas. Ca. 
94924 
CLERK: 
Bourne. 
Avis M.. 
Dogwood Rd.. Bolinas» Ca. 94924. 
CLERK: Ltodheim, M art T., 
P.O. Box 254, Bolinas, Ca. 94924. 
No. 1449 Jan. 5, 12, 19, 1971 


Contract No. 549 
Job D70-414 
INVITATION FOR PROPOSAL 
Sealed bids will be received 
at the office of the Marin Mu­ 
nicipal Water District. 220 Nel- 
len Avenue. Corte M adera, Cal­ 
ifornia. until 1:30 P.M.. on Jan­ 
uary 27. 1971. and will be opened 
at the regular meeting of the 
Board of Directors of the Dis­ 
trict for furnishing labor, equip­ 
m ent and materials, for the furn­ 
ishing and erecting of a one 
million gallon welded steel water 
tank at the District's Tennessee 
Valley site. 
The general prevailing rate of 
wages in the locality in which 
work is to be performed has 
been ascertained by the District 
and published under the pro­ 
visions of Section 1773 of the 
California Labor Code. 
Copies of the prevailing wage 
rates are on file in the office of 
the Secretary of the District, at 
220 Nelien Avenue, Corte Ma­ 
dera and of Marta C o u n t y 
Clerk, and are available upon 
request from toe Secretary at 
the above address and also toe 
Marin County Department of 
Public Works. Civic C e n t e r , 
Room 304. San Rafael. Califor­ 
nia. 
Sundays and holiday?, shall not 
be less than two (2) times the 
above rates. The holidays upon 
which such rates 'stall be paid 
stall be all holidays recognized 
in. t h e collective 'bargaining 
agreement applicable to the par­ 
ticular craft, classification or 
type of workman employed on 
toe project. 
It stall be mandatory upon 
the Contractor to whom the con­ 
tract is awarded and upon any 
subcontractor under him to pay 
not less than the said specified 
rates to all laborers, workmen 
a n d mechanics employed by 
them, in the execution of too 
contract. 
Proposals will be considered 
for the complete' Job only. The 
proposal must be submitted on 
the form provided and must he 
accompanied by a C e r t i f i e d 
Check. Cash. Post Office Money 
Order or Bid Bond as a guar­ 
antee that the bidder will, if 
successful, promptly execute a 
satisfactory contract and furn­ 
ish bonds as required by these 
specifications. 
T he 
Certified 
Check, Cash. Post Office Money 
Order or Bid Bond stall be not 
less than, ten (10) percent of 
the total amount of the bid and 
.shall be made payable to 'the 
'Treasurer of the 'Marta Munici­ 
pal Water District. 
The proposal m ust be submit­ 
ted in a sealed envelope, ad­ 
dressed to the attention of Mrs. 
Norma Smith. Secretary, with 
t h e outside of toe envelope 
marked: 
“Proposal for Furnishing and 
Erecting the Tennessee Valley 
Tank” 
Specifications may be obtained 
at 220 Nelien Avenue, toe office 
of the District. The $26:00 de­ 
posit required for each set of 
specifications will be refunded 
when specifications are returned 
to the District. It is requested 
that those Contractors wishing 
a Water District representative 
to accompany them on their first 
visit to the site of the work, 
notify the District sufficiently ta 
advance so that necessary ar­ 
rangements may be made. 
NORMA L. SMITH 
Secretary 
Corte Madera. California 
No. 44 Jan. 19, 1971 


approximately 1,125 linei 
of 16-inch steel pipe and 


NOTICE OF AGREEMENT TO 
PURCHASE PROPERTY 
DEEDED TO THE STATE 
POR DELINQUENT TAXES 
NOTICE IS HEREBY GIVEN 
In, accordance with the provis-l 
ions of Division, 1, P art 8, Chap­ 
ter 8 of 'the Revenue and Tax­ 
ation Code and the written au­ 
thorization of the State Control­ 
ler that an agreement, a copy 
of which Is on file ta the office 
of the Board of Supervisors of 
Marin County and in the office 
of the City of Novato, and ap­ 
proved by the State Controller. 


Contract No. 539 
File R277 
INVITATION FOR PROPOSAL 
Sealed bids will be received 
at the office of Marin Municipal 
Water District, 220 Nelien Ave­ 
nue, Corte Madera. California 
until 1:30 P.M., on January 27, 
1971, and will be opened at the 
regular meeting of the Board of 
Directors of the District for the 
furnishing and installation of 
lineal feet 
appur­ 
tenances, The work, to be done 
le a in. State' 'Highway rights-of- 
way. to toe Manzamta area of 
Marin County. California. 
The general prevailing rate of 
wages in the locality in which 
work Is to be performed has 
been ascertained by the District 
and published under the pro­ 
visions of Section 1773 of the Cal­ 
ifornia T.:*bor Code 
Copies of the prevailing wage 
rates are on file in the office 
of toe Secretary of the District 
at 220 Nelien Avenue,, 'Corte Ma­ 
dera. and of Marin. C o u n t y 
Clerk, and are available upon 
request from toe Secretary at 
the above address, .and also the 
Marin County Department of 
Public Works, Civic C e n t e r , 
Room. 304, San Rafael. Califor­ 
nia. 
Sundays and holidays shall not 
be less than two (2) times toe 
above rates. The holidays upon 
which such rates stall be na:d 


NOTICE OF 
BULK TRANSFER 
Notice is hereby given to the 
Creditors of ALLAN C HOCK 
and HELEN E. HOCK) Trans- 
ferors, whose business address 
is 718 San Anselmo. County of 
Marin. State of California, that 
a bulk transfer Is about to be 
made to DARLENE P. ATKINS. 
Transferee whose business ad­ 
dress Is 661 Cherry Street. No­ 
vato. County of Marta. State of 
California. 
The property to be transferred 
is located at 718 San Anselm©, 
San, Anselmo. County of Marta., 
State of California. 
Said property is described!' In 
?general .as: Aft stock in trade, 
ixtures, equipment and good 
will of that cleaning business 
known as THRIFTY D LUX 
SSS and located at 718 San An­ 
selmo. San Anselmo. County of 
Marin, State of California. 
The bulk transfer will be con­ 
suma ted on or after the 29th 
day of January, 1971. a t Bank 
of America NT&5A, 1200 Broad­ 
way. Escrow Dept., Alameda, 
County of Alameda, 'State' of 
California... 
So far as known, to the Trans­ 
feree, all business names ta d 
addresses used by Transferors 
for the three years last past. If 
different from the above, are: 
none. 
I Dated: January 13, 1971. 
Signed by: 
DARLENE P. ATKINS 
Transferee 
No. 45 Jan. 19. 1971 


30 3ni)fnrtihnil-3fmtrtial. 
Tuesday, January 19, 1971 
STARS ABOVE 


230,000 So For 
At Van Gogh Show 


SAN FRANCISCO (UPI)-A 
record 230,000 persons have 
?een the Vincent Van Gogh 
exhibition since it opened Dec. 
12 in the M.H. 
de Young 
Museum in Golden Gate Park. 


legal Notice 


COUNTY OF MARIN 
FICTITIOUS BUSINESS 
NAME STATEMENT 
100013 
The following persons are do­ 
ing business as 
WACO ENGINEERING 
39 Porto Bello Drive 
San Rafael, County of M arin. 
94901 
Former Cert. No.: None Cur­ 
rent Date: 1/15'71 
'This business is conducted by: 
SS or Tax ID . No.: 110-26-9587 
EVERETT ARTHUR COOP- 
ER 
39 Porto Bello Drive 
San Rafael. County of Marin 
94901 
PAUL WARMBRUN 
29 Oimatucho. Nishi-Ku. No- 
geyama Mansion 4D 
Yokahama, Japan 
s EVERETT ARTHUR 
COOPER 
FILED: JAN. 15. 1971 
GEO. H. GNOSS. County Clerk 
By H 
URATSU, Deputy 
No. 46 Jan. 19, 26. Feb. 2. 9, 
1931 


Young. Rabinowiix & Chouteau, 
Attys. 


‘NOTICE TO CREDITORS 
No. 19923 
Superior Court of the State of 
California for the County of Ma­ 
rin. 
Estate of JOHN ANGUS Mc- 
ALPINE, deceased. 
NOTICE IS HEREBY GIVEN 
to the creditors of the above 
named decedent that all persons 
having claims against the said 
decedent are required to file 
them in duplicate, with the nec-! 
essary vouchers, in the office of 
the clerk of the above entitled 
court, or to present them, with 
the necessary vouchers, to the 
Undersigned a the office of her 
attorneys. 
YOUNG, 
RABINO- 
WITZ & CHOUTEAU. 605 Mar­ 
ket Street, Room 800, in the City 
and County of San Francisco, 
State of California, 94105, which 
is the place of business of the 
undersigned in all matters per­ 
taining to the estate of said de­ 
cedent, within four months after 
the 
first publication 
of 
this 
notice. 
Dated: December 30, 1970 
BEVERLY J. Me ALPINE 
Executrix of the Will of 
the above named dece­ 
dent 
YOUNG, RABINO WITZ & 
CHOUTEAU 
605 Market St. Room 800 
San Francisco, Ca. 94105 
392-7805 
Attorneys for Executrix 
First publication: 
January 5, 
1971 
No. 1462 Jan. 5. 12. 19, 26. 1971 


Freitas, Allen, McCarthy. 
Bettini & MacMahon, Attys. 


NOTICE TO CREDTIORS 
No. 19909 
Superior Court of the State of 
California for the County of 
Marin. 
Estate of RALPH A. RING- 
SEIS deceased. 
NOTICE IS HEREBY GIVEN 
to the creditors of the above 
named decedent that all persons 
having claims against the said 
decedent are required to file 
them in duplicate, with the nec­ 
essary vouchers, in the office 
of the clerk of the above entit­ 
led court, or to present ‘ them, 
with the necessary vouchers, to 
the undersigned at the law' of­ 
fices of FREITAS. ALLEN. MC­ 
CARTHY, 
BETTINI 
& 
Mac- 
MAHON, 960 Fifth Avenue. San 
Rafael. California 94901, which 
is the place of business of the 
undersigned in all m atters per­ 
taining to the estate of said 
decedent, within four months 
after first publication of this 
notice 
Dated: December 29, 1970 
MAUREEN H. RINGSEIS 
Administratrix of the Es­ 
tate of the above named 
decedent 
FREITAS. ALLEN. 
McCa r t h y , b e t t in i & 
MacMAHON 
960 Fifth Avenue 
San Rafael, California 94901 
Telephone: 456-7500 
Attorneys for Administratrix 
First publication; 
January 5. 
II 
EL 1459 Jan. 5. 12, 19, 26. 1971 


HOW TO KEEP WELL 
By OB. THEODORE R. VAN DCLLEN 


Poor Posture Caused By 
Fatigue—Backache Culprit 


Poor posture caused by fatigue or ill 
health is a common culprit in backache. 
The muscles are not strong enough tc 
support the back of those who stand all 
day, frequently in an awkward position. 
Dentists and housewives are typical ex­ 
amples. 
Strain leads to pain and tired back 
muscles. Weariness develops after slight 
exertion and is out of proportion to the 
amount of work done. On getting out of 
bed or a chair, the muscles 
of the back and legs are 
sore and stiff moving about 
usually brings relief. 
FAULTY POSTURE may 
not be recognized unless 
there is obvious sagging 
and slouching. Early altera­ 
tions are detected by the 
physician through a careful 
study of the entire back. 
Clothing must be removed 
because slight changes in 
the spinal curves and the 
presence of tense and spas­ 
tic muscles cannot be de­ 
tected through fabric. 
More than the s p i n e is 
involved in slouching. The 
lower extremities, especial­ 
ly the arches and inner as­ 
pects of the k n e e s , are 
strained. 
The 
metatarsal 
areas of the feet spread, 
and the toes contract. Un­ 
due pressure and friction 
cause corns and callouses. 
MUCH CAN RE done to 
alleviate fatigue produced 
by poor posture. The first 
step is to improve general 
health. Those who are on 
their feet all day should rest 
periodically. 
Ten-minute 
breaks may be adequate; 
20-minute breaks are better 
if backache is severe. 
Muscle strength must be 
built up through exercise. 
Walking is the most practi­ 
cal form, but it demands an 
erect posture. Don’t be con­ 
tent to shuffle along in a 
movement 
which 
merely 
gets you someplace. Throw 
the shoulders back and put 
a spring in your step. Keep 
up the head. Other exercis­ 
es, such as tennis, swim­ 
ming and gardening, help 
increase muscular strength. 
(Questions on medical top- 
1 ics will be answered by mail 
if stamped, self-addressed 
envelope 
accompanies re­ 
quest to the Independent- 
JournalJ 
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Charioteer Noted 
For Lovely 


Pair Committed 
To Treatment 


REPLY 
Fluorescent orange or yel­ 
low clothing is more easily 
seen. Of the two hues, or­ 
ange is considered better 
because it provides an ideal 
contrast to the environment. 
EGGS CAUSE DISTRESS 
T. P. writes: What would 
cause 
terrible 
stomach 
pains after eating eggs? 
REPLY 


Allergy or an idiosyncra­ 
sy to eggs is the commonest 
cause unless the bowel is 
spastic and the eating of 
eggs is purely coincidental. 
In such instances, pain re­ 
sults from the bowel’s res­ 
ponse 
to 
nervousness, 
tension or fatigue. 
Today’s Health Hint — Al­ 
ways tell the baby sitter 
where you can be reached 
in case of emergency. 


WEATHER 


Temperatures and precipita­ 
tion 
for the 24-hour period 
ending at 4a.m. 
High Low Precip. 


Commission To 
Samuel Barber 
PHILADELPHIA (UPI)—Pu- 


Attack Try 
Is Reported 
A 16-year-old girl told pol- 
litizer Prize winning composer ice she was pulled into a 
Samuel Barber has been com­ 
missioned by the Girard Bank 
of Philadelphia to create a new 
orchestral movement. 
A bank spokesman 
said 
Monday he believed the com­ 


ear by a man who attempt­ 
ed to rape her last night. 
The g i r l said she was 
walking 
across the 
East 
Washington Street overpass 
at 6:05 p.m. when a man 
misión was 
the 
first 
ever stopped and pulled her into 
requested by a banking institu- his car. She said he sped 
lion. 
through several traffic sig- 
Barber, born in West Chester, nals and stopped at Pay ran 
Pa., 
said 
the 
composition, and Jefferson streets, where 
entitled “The Lovers,’’ will be she fought him off and es- 
based on love poems by Pablo caped. 
Neruda, a Chilean poet. 
She described her assai- 
The Philadelphia Orchestra lant as a grey-haired man 
will premiere the movement in about 49 years old driving a 
September. 
1968 or 1969 blue Chevrolet. 


By SHERMAN WALKER 
The 
constellation which 
will be crossing the local 
meridian at 9 p.m. this 
week is the Charioteer (Au­ 
riga). It is supposed to re­ 
present a man riding in a 
chariot and carrying a fem­ 
ale goat and her three kids 
in his a r m s . But there 
doesn't seem to be any my­ 
thological 
story 
that 
ex- 
p I a i n s 
the 
goats 
and 
absence of horses. The fi­ 
gure could just as well have 
been represented as a she­ 
pherd. The ancient peoples 
believed auriga to be a good 
omen for shepherds. 


The star at the southern 
end of the figure is really 
borrowed from Taurus (the 
Bull) and doesn’t belong to 
Auriga. It is called Beta 
Tauri and forms the end of 
the northern horn of the 
Bull as well as the right foot 
of the Charioteer. 
To locate the Charioteer 
in the sky, face southward 
at 9 p.m. Standard Time 
and look at the region of the 
sky that is almost exactly 
overhead. 
The bright star of this 
constellation is called Ca- 


George Ruiz Gonzales and 
Paul Herrera, both 30 and 
from San Francisco, were 
com m itted yesterday to the 
C alifornia 
Rehabilitation 
Center by Judge E. Warren 
pella which also means the mcQuire of Marin Superior 
Goat. It is the third bright- 
c our|. 
est of all stars visible from 
northern latitudes and is 
about 40 light years from 
us. 
Capella is considered a 
very beautiful star by those 
who appreciate such things. 
It is usually described as 
being creamy white. It is 
circumpolar as seen from 
the northern half of the Un­ 
ited States, which means 
that it is in view any dear 
night of the year. 
Beta Aurigae is a spec­ 
troscopic binary — a double 
star — whose components 
are too close together to be City Schools Office 
separated in even the larg­ 
est telescopes. The compo­ 
nents eclipse each other, 
making Beta 
a 
variable 
star. 


The judge suspended cri­ 
minal proceedings and or­ 
dered 
commitment 
for 
treatment 
after receiving 
doctor’s reports that the two 
were heroin addicts or in 
danger of becoming addict­ 
ed. 
They were charged with 
burglarizing several Tibu­ 
rón and Corte M. a d e r a 
apartments. 


Art Display At 


Items Stolen 
Jacqueline N. Bums, 613 
Crinella Drive, Petaluma, 
told police that a portable 
sewing 
machine, 
a lawn 
mower and a leather coat 
were stolen from her car 
Sunday night. The items 
were valued at $220. 


Approximately 
100 
art 
works by faculty and classi­ 
fied employees of the San 
Rafael city schools are on 
display this month in the 
board room of the adminis­ 
tration building at Third 
and E streets, according to 
Bruce Pi negar, art consul­ 
tant. 
The show' of paintings, 
sketches, needlecraft, sculp­ 
tures and jewelry is open 
from 9 a.m. to 4:30 p.m. 
Monday through Friday, Pi- 
negar said. 


COUNTY OF MARIN 
» 
CERTIFICATE OF 
* 
ABANDONMENT OF 
FICTITIOUS BUSINESS NAME 
No. 300001 
Cert. No. 3164. Date of Aband­ 
onment: 1/06/71. 
J h e undersigned hereby cer­ 
tifies that the below listed per­ 
sea or other entity heretofore 
conducting a business under the 
following fictitious b u s i n e s s 
rfSTSne. certificate of which was 
fÓed on the date indicated in 
tig stated county under the listed 
serial number, have abandoned 
the use of said fictitious busi­ 
ness name: 
«PAYLESS c l e a n e r s . 
Certificate Number 31.64. Date 
filed: 1964. County in w h i c h 
filed: Marin County. 
,15S or Tax I.D. Number: SS 
549-24-2427 
.¿VIRGINIA HOLMES. 
S o l e 
Owner. 
•VIRGINIA 
R E G E L . 
1615 
Fourth Street, San Rafael. Cal­ 
ifornia. 94901. 
/s/ VIRGINIA REGEL 
e 
jED: JAN. 7, 1971 
10. H. GNOSS County Clerk 
By B. POSEY, Deputy 
Nfe. 20 Jan. 12, 19, 26, Feb. 2.1971 


NOTICE TO DECLARE 
CANDIDACY FOR ELECTION 
| TO SCHOOL DISTRICT 
IVEBNING BO'ARDS AND * 
COUNTY BOARD OF 
EDUCATION 
.¿NOTICE IS HEREBY GIVEN 
TO ALL QUALIFIED PERSONS 
that a consolidated school dis­ 
trict election will be held on | 
Tuesday, April 20. 1971, for the 
purpose of electing school dis­ 
trict governing board members, 
throughout the County (elemen­ 
tary. high and junior college) 
and members of the County 
Beard of Education. 
«Forms for declaring candidacy 
a»d for th« nomination of candi, 
dates for the election are avail­ 
able from the Office of the 
u n t y 
Superintendent 
of 
Shools. 201. Tamal Vista Boule- 


IRRITABLE COLON 
S. T. writes: I have sto­ 
mach pains and a lot of gas. 
One doctor prescribed med­ 
icine for my n e r v e s . It 
didn’t do any good so I went 
to another doctor who took 
X-rays and said I have a 
spastic bowel. He gave me 
medicine, too, but it hasn't 
helped. Do you think I need 
an operation.? 
REPLY 


No — tranquility. Bowel 
spasms may be produced by 
tension created by anxiety, 
frustration, anger, too much 
work, too little rest, or not 
enough 
relaxation. 
Take 
stock of your habits and 
emotions and make the ne­ 
cessary adjustments so you 
can live a calmer and more 
normal life. 
HUNTING HUES 
S. D. writes: Hunters in 
the past were advised to 
wear red. Now I understand 
that the safest colors are 
orange and yellow. 


Dynamite Theft: 
4 Months Jail 


Gerald Clair Crane, 18, of 
Larkspur, 
was 
sentenced, 
yesterday in, Marin, Super­ 
ior C o u r t to 120 days in 
Marin County Jail for bur­ 
glarizing 
the 
Hutchinson 
Co. quarry in Greenbrae 
and having 100 pounds of 
stolen dynamite. 
J u d g e 
E. W a r r e n 
McGuire gave Crane credit 
for time already served in 
jail and placed him on pro­ 
bation for tw'o years. 
Crane had earlier pleaded 
innocent to the charges, but 
pleaded 
guilty 
yesterday. 
An additional charge of bur­ 
glary was dismissed at the 
request of the district attor­ 
ney’s office. 
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Jail, Probation For 
Burglary Count 


Arthur George Metzger, 
20, of no known address, 
was s e n t e n c e d to nine 
months in Marin County 
_ rd. Cor*e Madera. California. I 11311 yesterday for his part 
ml a rations of candidacy and in th e b u rg lary of a Panor- 
aSmtafttUms by sponsors must ¡ am ie Hiphwav’ r(,cif!on„,, 
U fl’^d with th«* County Super- 
Highway residence in 
tutcpdent of School^ at 
abo\"' 
address 
NOT LATER TH *iN 
IrOI P.M.. THURSDAY FEB­ 
RUARY 25. 1971. 
* /s/ VIRGIL S HOLLIS 
County Superintendent of 
** 
Schools 
Marin County CaV'omia 
No. 1316 Jan. 5, 12. 19. 1971 


December 1969 
J u d g e 
E. W a r r e n 
McGuire of Marin Superior 
Court placed 
Metzger on 
probation for three years 
and gave him c r e d i t for 
time already served in jail. 


Smog readings yesterday: 
North Bay, 18, clean air. 
Central Bay, 39, light air 
pollution. 
South Bay, 35, light air 
pollution. 


San Francisco Bay Area: 
Dense fog 
through Wednesday except fair afternoons 
in areas other than San Pabio Bay; high 
both days in 50s and low 60s; low tonight 
from mid 40s to low 50s; light winds. 
Northern 
C alifo rn ia; 
Fair through 
Wednesday except night and morning fog 
in valleys with local morning drizzle and 
fog persisting during afternoons in middle 
section of Central 
Valley; 
rain 
likely 
today near coast north ot Eureka; cooler 
in most ot area today. 
Northwestern California: Fair through 
Wednesday except night and m orning fog 
in valleys and drizzle or light rain near 
coast today north of 
Eureka; slightly 
cooler; high today and low tonight UKtah 
68 46. 
Mi. Shasta Siskiyou area: Cloudy today 
and tonight, then fair Wednesday but with 
night and morning fog in valleys; chance 
of light 
showers this 
afternoon; 
little 
temperature change. 
Sierra Nevada: Fair through Wednes 
day except some high clouds Wednesday 
in north; mild temperatures. 
Sacramento 
Valley: 
Fog 
through 
Wednesday with local afternoon clearing; 
high both days from 50s to tow 60s; low 
tonight in 40s; light winds. 
Low er 
Sacram e nto V a lle y : 
Cloudy 
today; tight tog tonight; chance of rain 
W ednesday; high both days 55-63; low 
tonight 45-53; light winds. 
San Joaquin Valley: Dense night and 
m orning tog persisting locally in north 
afternoons and fair afternoons elsewhere 
through W ednesday; high both days in 
-60s in south and in 50s in north; low 
tonight from mid 40s to tow 50s; light 
winds. 
Salinas Valley: Fair through Wednes 
day except patches of night and morning 
tog, high botn days in 60s. low tonight 
from mid 40s to tow 50s; light winds; 
high today and tow tonight Salinas 69 50, 
Paso Robles 65 45 
Monterey 
Bay 
Area: 
Fair 
through 
W ednesday except patches of m orning 
tog; nigh today in 60s; high. Wednesday 
from high 50s to mid 60s; low tonight in 
high 40s or tow 50s; light winds. 
Santa 
Ciara 
Valley; 
Fair 
througn 
Wednesday except late night and m orning 
dense tog; high both days in 60s; low 
tonight in 40s and low 50s; light winds, 
D iablo. 
San 
R am on 
and 
M o ra ga 
v alle ys: 
F a ir 
through 
W ednesday 
except I .ate night and morning dense tog; 
high both days from high- 50s to 'nid 60s; 
tow tonight in high 4<H or low 50s; light 
winds 
N apa 
and 
Sonom a 
valleys 
F air 
through Wednesday except late o' tht and 
morning dense tog; high today «r,d tow 
tonight Santa Rosa 66 44; light w.nds 
Livermore 
Valley: 
Fa> 
mrougn 
Wednesday except late night and morning 
dense 
tog, 
mild 
temperatures; 
light 1 
Winds. 
Santa Maria 
San Luis Obispo coastal 
area 
Fair through W ednesday; high 
today in 70s; high Wednesdday from high i 
60s to mid 70s. tow tonight in 40s and 
tow 50s; tight winds. 
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To start a bargain, take 
a drive thru Classified 


Drive up and down the columns of the I-J Auto Section in 
Classified and you’ll find your beauty parked at the right price. 
Best automobile “drive" in Marin. Biggest, widest, with more 
cars than you’ll find anywhere else. Because here’s where 
Marin's leading dealers do their competitive best to get your 
eve and your final decision. Take a drive right now' . . 
start a bargain 


Marin's leading auto dealers show their best in 
WANT-ADS 


SAN RAFAEL 454 4000 
MILL VALLEY 388 2351 
NOVATO 
892 9020 
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SklVTsiO N LOG FOR TONIGHT AND TOMORROW 


TUESDAY 
5:00 P.M. 
3 Get Smart (C) 
4 The Saint (C) 
9 Misterogers Neighbors <© 
20 Batman (C) 
44 Popeye (C) 
5:30 P.M. 
2 The Flying Nun (C) 
3 Dick Van Dyke Show 
7-11 ABC News (C) 
9 What’s New (C) 
10 KXTV News (C) 
20 Patty Duke Show 
44 The Three Stooges 
6:00 P.M. 
2 Wild Wild West 
3 NBC News (C) 
4 KRON News (Q 
5 KFDC News (C> 
7 Movie (C) 
B e b o r a h Kerr, Ross ano 
Brazil in '"Count Your Bless­ 
ings” (1959) 
9 Kukla, Fran and Ollie (C) 
10 CBS News (Q 
11 KNTV News (C) 
20 Gilligan’s Island (C) 
36 Movie (C) 
Rock Stevens in "Goliath 
the Conquest of Damascus 
(1964) 
44 The Munsters 


Channel Chuckles 


(C) 


6:30 P.M. 
3 KCRA News (C) 
4 NBC News (C) 
5 CBS News (C) 
9 Consultation (C) 
Preventive dentistry 
10 KXTV News (C) 
11 Big Valley (C) 
20 Land of the Giants (C) 
44 The Addams Family 
7:00 P.M. 
2 I Love Lucy 
4 KRON News (C) 
5 KPIX News (C) 
9 KQED News (C) 
10 Flying Nun (C) 
44 Get Smart (C) 
? 


10:00 P.M. 
2 KXTV News (C) 
5-10 Sixty Minutes (C) 
7-11 Marcus Welby, M.D. 
9 San Francisco Mix (C) 
Discovering 
20 Burke’s Law 


(C) 


1:30 P.M. 
2 Ice Hockey (C) 


at 


All-Star game 
34 Julia (C) 
Bob Hope 
5 News Special (C) 
History of civil rights strug­ 
gle, part m 
7-11 Mod Squad (C) 
Carl Bet® 
10 Beverly Hillbillies (C) 
20 Movie (C) 
Don Murray in "These Thou­ 
sand Hills (1959) 
36 David Frost Show (C) 
44 It Takes A Thief (C) 
8:00 PM. 
3-4 Don Knotts Show (C) 
Bill Cosby, Elaine Joyoe 
5-10 Green Acres (C) 
9 Folk Festival (C) 
1:30 P.M. 
5-10 Hee Raw (C) 
Marty Robbins, Connie Smith 
741 Movie (C) 
"Dr. Cook’s Garden” 
Bing C r o s to y, Frank 
verse, Blythe Dinner 
44 The Rifleman 


10:30 P.M. 
9 Critic at Large (C) 
11:00 P.M. 
2 The Avengers (C) 
3 KCRA News (C) 
4 KRON News (C) 
5 KPIX News (C) 
7 KGO News (C) 
10 KXTV News (C) 
11 KNTV News (C) 
20 Can You Top This? (C) 
44 Wagons Hoi 
11:30 P.M. 
3-4 Tonight Show (C) 
Bob Newhart hosts 'Della 
Reese 
5 Merv Griffin Show (C) 
Salute to the big bands, part 
H 
7 Dick Cavett Show (C) 
Dr. James D. Watson 
10 Movie 


Proposed 
Car Agency 
Wins Nod 


Alan Ladd In "Lucky Jor­ 
dan" (1942) 
11 Movie 
Tyrone Power In "That Won­ 
derful Urge” (1949) 
20 Movie 
Marc Cassot In "Normandy 
Squadron" (1960) 
36 (:40) Movie 
Ke n n y Baker In "52nd 
Street" (1937) 
12:00 MIDNIGHT 
2 KTVU News (C) 
1:00 A.M. 
3 KCRA News (C) 
4 KRON News (C) 
5 Movie 


3-4 Jeopardy (O 
5-10 Where the Heart Is (C) 
(:25) CBS News (C) 
7 Mantrap (C) 
11:30 A.M. 
2 Donna Reed Show 
34 Who, What or Where (C) 
(-.55) NBC News (C) 
5-10 Search for Tomorrow (C) 
7-11 That Girl (C) 
9 Sesame Street (C) 


Richard Basehart 
port to China" (1961) 
KGO News (C) 
WEDNESDAY 


12:00 NOON 
2 Noony Cartoony (C) 
3 KRCA News (C) 
in "Pass- 4 KRON News (C) 
5 KPIX News (C) 
7-11 Bewitched (C) 
10 KXTV News (C) 


with 
Con-| 


ljis) 
(C) 


'Ye«, h.'s VERY good. 
His Nielsen Is twenty- 
six point four, 
you know. ” 


1:0ft P.M. 
34 Movie 
Suzanne Fleshette 
Dlllman, Ben “ 
Rage to Live" (I 
9 The Advocates ( 
Tar and nicotine 
cigarettes? 
36 Movie 
Jane Darwell In "The Grapes 
of Wrath” (1937) 
44 Movie 
Robt. Taylor In "Ambush" 
(1950) 
9:3ft P.M. 
5-10 All in the Family (C) 
20 Dragnet (C) 


K T I M & K T I M - F M 


All Programs Listed Are Heard On 
KTIM-FM Stereo 


A proposed new car agen­ 
cy at Corte Madera Wye 
won favorable reception 
yesterday from Ralph D. 
Cairas, deputy county zon­ 
ing administrator. 
But Cairns agreed to poit- 
» 


>ne a formal decision until, 
eb. 1 to give Corte Madera 
Town M anacer Ronald E. 
¡fígVi Bartel. a chance to discuss 
the plan with town officials. 
Julie Lewicki, who owns 
limits on Marin Volvo Center near 
Richardson Bay Bridge, 
wants to build a new Saab 
Auto Agency and repair 
shop at the corner of Parad­ 
ise Drive and Highway 101 
Frontage Road at Corte 
Madera Wye. The half-acre 
parcel is in county area but 
is surrounded by the town of 
Corte Madera. 
Lewicki told the Indepen­ 
dent-Journal he plans to 
move his Volvo service bu­ 
siness to the Corte Madera 
site. He will service both 
Volvos and Saabs, but new 
car sales will be limited to 
Saabs. 


5:30 A.M. 
3 (: 55) Farm Report t© 
6:00 A.M. 
3 Rhyme and Reason 
5 Sunrise Semester (C) 
7 Western Europe (C) 
6:30 A.M. 
4 KRON News (C) 
5 Words (C) 
7 A.M. (C) 
10 Across The Fence (C) 
7:00 A.M. 
2 Jack La Lanne Show (C) 
34 Today Show (C) 
3 (:25) KCRA News (C) 
4 (:25) I Want to Work (C) 
5-10 CBS News (C) 
5 (:25) Ski Scene (C) 
7 KGO News (C) 
(;05) A.M. (C) 
9 KQED News (C) 
10 1:2ft) KXTV New* (C) 
7:30 A.M. 
2 KTVU News (C) 
(:45) Religión (C) 
34 Today Show (C) 
5-10 CBS News (C) 
5 (:65) Interview (C) 
1:00 A.M. 
2 Popeye Cartoon» (C) 
34 Today Show (C) 
4 (:25) KRON News (C) 
5-10 Captain Kangaroo (C) 
7 KGO News (C) 
(:05) A.M. (C) 
8:30 A.M. 
2 Romper Room (C) 
34 Today Show (C) 
7 Movie 
Esther Williams in "On an 
Island with You" (1948) 
11 Cartoons (C) 


12:30 P.M. 
2 McHale's 
34 Days of Our Lives (© 
5-10 As the World Turns (C) 
7-11 World Apart (C) 
9 Misterogers* Neighbors (C) 
1:00 P.M. 
2 Movie 
Dick Powell la "P itfall" 
(1948) 
34 The Doctors (C) 
5-10 A Splendored Thing (C) 
741 All My Children (C) 
1:30 P.M. 
34 World/Bay City (C) 
5-10 The Guiding Light (C) 
7-11 Let’s Make a Deal fC) 
20 (:55) KEMO News (C) 
2:00 PJ*. 
34 Bright Promise (C) 
5-10 Secret Storm (C) 
7-11 Newlywed Game (C) 
20 Movie Game (C) 


1510 AM - 100.9 FM Stereo 
TONIGHT 
KTIM-FM Stereo 
5:125—Earl Nightingale 
5:30—News “30” 
6:00—Cocktail Hour 
6:30—Music with Don Hedman 
6:55—News Highlights 
7:00—Doug Pledger Internation­ 
al Music Hall 
8:00-Music w/Don Hedman 
8:55-News Highlights, 1:55 
10:00—KTIM-FM Leaves the Air 


TOMORROW 
6:30-National Anthfm FM 
Stereo Sign On 
6:30—Music With Bob Concie 
7:00-101 Hotline 
7:30—AM Sign On 
7:30-The Weather and You 
7:35—News “30” 
8:15—Clover Bulletin Board 
8:20—Sportl Page With Bob 
Dinsmore 
8:25—Earl Nightingale 


8:30—Bennett’s Boardwalk 
9:00—Hometown Hotline 
9:30—Pledger’* International 
Music Hall 
10: 'OO-News Highlights 
10:15—Music with Bob Conde 
11:00—News Highlights 
11:05—Marin on the Go 
11:20—Swap Shop 
11:30—Shopping in the Village 
12:00—News “30” 
12:25—The Weather and You 
12:30-Music with Bob Concie 
1:00—Clover Bulletin Board 
1:05—Music with Bob Concie 
2: OO-News Highlights 
2:05-Marin Coast to Coast 
3:00—News Highlights; 4:00 
4:05—Music for Marin 
4:25-The Weather and You 
4:30—Hamilton on ihe Air 
4:45-Hotline 
4:55—Clover Bulletin Board 
5:15—KTIM-AM Leaves the Air 
KTIM-FM Stereo Con­ 
tinues 
5:20—Sports Page With Bob 
Dinsmore 


9:00 A.M. 
3-4 Dinah Shore (C) 
David Frost 
540 The Lucy Show (C) 
11 Jack LaLanne (C) 


TUESDAY EVENING 
When Rot listed, lade pendent stations follow a formal of 
recorded music with news at regular 
IlM 
'RGBS — News radio 
till 11:30 p.m. 
KFAX - Project 
America; MIS Bi­ 
ble; iSO Rosary: 
:46 Catholic School 
KGO — News and 
Sports 
KKHI — D i n n e r 
Concert till 8 p.m. 
KNBR — Art Rob­ 
erta 
KSFO — :05 Com­ 
mute Club w/Car- 
ter B. Smith till 
8:05 p.m. 
7:90 
KFAX — Solutions, 


with news at 
Bible Institute 
KGO — Jim. Eaton 
till io p.m. 
KNBR — Les Wil­ 
liams till midnight 
8:00 
KFAX - Bible Days 
Revival 
KKHI - Bo s t o n 
Pops till 10 p.m. 
KSFO — :05 Gene 
Nelson till 12:05 
a.m. IO:UO 
KFAX — Hellenic 
American Hour :30 
Chinatown 
KGO — Russ CogUn 
till 1 a.m. 


Intervals. 
KKHI — Echoes and 
Encores; :9Q En­ 
chanting Hour 
RCBS - ‘:3Q Music 
till dawn 
KKHI — Music Of 
Spheres 12:00 
KFAX - News, :Q5 
Gospels 
KNBR — Dave Niles 
till 6 a.m. 
KSFO — :05 Night 
Sounds w/Russ 
Syracuse till 6:05 
a.m. 1:00 
KGO — Jim Moore 
till 5 a.m. 


Committee Plans 
Three Hearings 
The Joint Balanced Tran­ 
sportation 
Committee, 
formerly the Tiburón Boule­ 
vard Alignment and Shore­ 
line study committee, has 
alnnounced three public 
meetings on the boulevard’s 
future alignment. 
The committee’s report 
will be presented to Tiburón 
r e s i d e n t s at 7:30 p.m. 
T h u r s d a y at Del Mar 
School’s music room. A 
similar meeting for Belved­ 
ere residents will be held 
Jan. 27 at 7:30 p.m. at Bel­ 
vedere Community Hall. 
On Feb. 17 the Tiburón 
and 
Belvedere planning 
commissions will hold a 
special public hearing on 
the committee report and 
proposed alignment. That 
session will begin at 7:30 
p.m. at the Reed School au­ 
ditorium. 


9:31 A.M. 
2-10 Beverly Hillbillies CO 
34 Concentration (C) 
5 Perry Mason 
11 Movie (C) 
Jam.es Stewart' in "Thunder 
Bay" (1953) 
11:00 A.M. 
1-10 Family Affair (C) 
34 Sale of the Century (C) 
10:30 A.M. 
2 Make Room For Daddy 
3-4 Hollywood Squares (C) 
5-10 Love of Life (C) 
7 Galloping Gourmet (C) 
11:00 A.M. 
2 Farmer’s Daughter 


2:30 F.M. 
3 Movie (C) 
James Mason In "Biggcc 
Than Life" (1956) 
4 World/Somerset (C) 
510 Edge ot Night (C) 
741 The Dating Game (C) 
20 Management Science (C) 
44 S.F. Today (C) 
8:00 P.M. 
2 Gomer Pyle, USMC (C) 
4 Words and Music (C) 
5 Mike Douglas Show iC) 
7-11 General Hospital (C) 
9 Sewing (C) 
10 Virginia Graham Show (C) 
20 Lone Ranger (C) 
44 Kimba (C) 
3:30 P.M. 
2 Popeye and Friends (C) 
4 Truth or Consequences (© 
7-11 One Life to live (C) 
20 Speed Racer (C) 
36 (:55) Thoughts (C) 
44 Captain S. F. (C) 
4:00 P.M. 
3 Star Trek (C) 
4 The Big Valley (C) 
7-11 Dark Shadows CC) 
9 Sesame Street (C) 
.10 Mike Douglas Show (C) 
20 Spiderman (C) 
36 Left, Right and Center (C) 
44 Bugs Bunny (C) 


M A R IN 


c a l e n d a r : 
w ** - * 
b*mt mBBmSm s. - i 
TONIGHT: 
Al-Anon, 
Novato 
Family 
Group. 8 p.m., St. Francis Ep­ 
iscopal Church. 
AÍ-Ateens, 8:30 p.m., Mill 
Valley Community Church an­ 
nex.Alcoholics Anonymous, Grati­ 
tude Group, 8 p.m., San Rafael 
Recreation Center. 
California Committee to Le­ 
galize Abortion, Marin chapter, 
8:15 p.m., 40 Shell Road, Mill 
Valley. 
Civil Air P a t r o l , Marin 
Squadron 4 cadets, 7 p.m., 
Bldg. S-177, Hamilton Air Force 
Base. 
Council of the American In­ 
stitute of Banking, Marin Coun­ 
ty chapter, 7:,30 p.m., Bank of 
Marin., San Rafael. 
Fairfax Far* and Recreation 
board, 8 p.m.. Women’s Club. 
Fairfax, School. D i. s t r i e I 
'board, '7:45 p.m., district office. 
Family and Children’s Ser­ 
vices Advisory Comm.itt.ee, 8 
p.m.. Catholic Social Services 
office, Terra Linda. 
Family Services Agency of 
Marin, 8 p.m., 1005 A Street, 
San Rafael. 
London Arms Chess Club, 8 
p.m., 89 Red Hill Avenue, San 
Anselmo. 
Lynwood Park Improvement 
Association board, 8 p.m., 
school 
Mill Valley Architectural Ad­ 
visory Committee, 8 p.m., li­ 
brary board room. 
Mill V a l l e y Lions Club, 7 
p.m., Country Club. 
Naval Reserve Surface Divi­ 
sion 12-31, 7:30 p.m., 153 Madi­ 
son Avenue. Santa Venetia 
Ross Valley Camera Club, 8 
p.m., First Methodist Church, 
San Rafael. 
San Anselmo School District 
b o a r d , 7:30 p.m., Red Hill 
School library. 
Sa usa Lito City Council, 8 
p.m., city hall. 
Sir Francis Drake Kennel 
Club, 8 p.m., Humane Society 


Tuesday, January 19, 1971 
Jn h rp m b rn t-io u rn a i. 31 
BEST SHO WS FOR TONIGHT 
Unusual on television tonight: 
KTVU (2), 7:30 p.m. — The 24th National Hockey 
League All-Star game will be televised from Boston. 
KPIX (5), 7:30 p.m. — "Rush Toward Freedom” 
presents “The Nonviolent Creed,” the third program 
in the reconstruction of the civil rights movement. 
Julian Bond narrates. 
KRON (4), KCRA (3), 8 p.m. — BUI Cosby is the 
featured guest on “The Don Knotts Show.” 
KGO (7), KNTV (11), 8:30 p.m. — Bing Crosby, . 
Frank Converse and Blythe Danner star in the 
movie drama, “Dr. Cook’s Garden,” based on Ira 
Levin’s Broadway play, “Rosemary’s Baby.” 
KRON (4), KCRA (3), 9 a.m. — “NBC Tuesday 
Night at the Movies” presents “A Rage to Live,” 
starring Suzanne Pleshette, Ben Gazzara and Brad­ 
ford Dlllman. The fUm is based on John O’Hara’s 
best-selling novel. 
KQED (9), 9 p.m. — “Should the Federal Govern­ 
ment Set A b s q I u t e Tar and Nicotine Limits on 
Cigarettes?"’ is the subject on “The Advocates.** 


4:30 P.M. 
2 Lost in Space (C) 
5 David Frost Show (C) 
Melina Mercouri 
7 KGO News (C) 
11 Perry Mason 
20 Leave It To Beaver (C) 
36 Mike Douglas Show (C) 
44 Marine Boy (C) 


building. 
SPEBSQSA, Marin, chapter, 8 
p.m., carriage house, Elks 
Club,, San Rafael! 
United A n c l e n t Order of 
D r u i d s , Grove 268, 8 p.m., 
American Legion 'Log. Cabin.., 
San Anselmo. 
West Marin Lions Club, 7:30, 
community building, 
Point 
Reyes Station. 
San Rafael Board of Educa­ 
tion, 8 p.m., district office. 
Elizabeth Cole, vocal-teach­ 
ing class, 7-10 p.m., San Fran­ 
cisco Theological Seminary, 
San Anselmo. 
Larkspur City Council, 8 
p.m., city hall. 
Bel Aire Flood Control Zone 
advisory board, 8 p.m. 
T i b u r ó n Design Review 
Board, 8 p.m., city hall. 
SOUTHERN SONOMA: 
Petaluma Planning Commis­ 
sion, 8 p.m., city hall. 
TOMORROW: 
Al-Anon Family Group, 12:30 
p.m., Redwood Presbyterian 
Church, Larkspur. 
Alcoholics Anonymous, Igna­ 
cio Gr o u p , 8:15 p.m., the 
Church. 
Alcoholics Anonymous, Mil 
V a i l e y Group, 8:30' p.m., 
Church of Our Saviour. 
Alcoholics Anonymous, Ross 
Hospital Group, 8:30 p.m., 1150' 
Sir Francis Drake Boulevard, 
Ross, 
Almonte Improvement Club, 
7:.30 p.m., Almonte Hall. 
Civil Air Patrol, Marin Com­ 
posite Squadron 4, 8 p.m., Bldg. 
S-177, Hamilton Air Force 
Base. 
Coast Guard Reserve Unit 12- 
695, 8 p.m., Building 692, Fort 
Baker. 
Fairfax Lions Club, 8 p.m., 
Pepperwood Rest aui ant, San 
Anselmo. 
Independent Order of Odd 
Fellows, Mt. Tamalpais Lodge 
399, 8 p.m., temple, Mil Valley. 
Kiwanis Club of Ross Valley, 
12:10 p.m., Pepperwood Res­ 


taurant, San Anselmo. 
Knights of Columbus, Robert 
A. McKenzie Council 3829, 8 
p.m., Mt. Carmel Meeting Hall, 
Mill Valley. 
Loyal Order of Moose, Novato 
Lodge 2041, 8 p.m., 850 Lamont 
Street. 
Marin Association of Life Un­ 
derwriters Inc., noon, Un-Fa 
Gardens, Terra Unda. 
Marin City Senior Citizens 
Club, 10 a.m., Manzanita Cen­ 
ter.Marin County Committee on 
School District Organization, 8 
p.m., county schools office, 
Corte Madera. 
Marin County Juvenile Delin­ 
quency Prevention Commis­ 
sion, 4 p.m., Marin General 
Hospital. 
Marin County Labor Council, 
8 p.m., Painters Hall, San Ra­ 
fael.Marin County Mental Health 
Advisory board, 8 p.m., Marin 
General Hospital. 
Marin Ecumenical Associa­ 
tion for Housing, 8 p.m., First 
Congregational Church, 8 North 
San Pedro Road, San Rafael. 
Marvelous Marin Hi-12 Club, 
noon, Pepperwood Restaurant, 
San Anselmo. - 
Mil Valley Youth Commis­ 
sion, 8 p.m., city hall. 
Native Sons of the Golden 
West, Fairfax Parlor 307, 8:30 
p.m., Women’s Club. 
Native Sons of the Golden 
West, Sea Point Parlor 158, 8 
p.m., Perry’s Hall, Sausalito. 
N o v a t o Lions Club, 12:05 
p.m., Peacock Restaurant. 
Novato Plan Review Commit­ 
tee, 7:30 p.m., community 
house. 
Optimist Club of Corte Mad­ 
era, 12:15 p.m., Edgewater Inn 
Restaurant. 
San Anselmo Rotary Club, 
12:15 p.m., Alexander Hall, 
S.F. Theological Seminary. 
San Rafael Lions Club, 12:15 
p.m., Elks Club. 
Sausalito Chamber of Com­ 
merce, 9 a.m., Alta Mira Hotel. 
Sausalito Planning Commis­ 
sion, 8 p.m., city hall. 
Marin Suicide Prevention 
Center board, 4 p.m., St. Paul’s 
Episcopal Church, San Rafael. 
Marin Blood Center, 10 a.m. 
to 8 p.m., 506 Fourth Street, 
San Rafael. 
San Rafael Sanitation Dis­ 
trict 'board., 5 p.m., city hall. 
San Rafael First Presbyteri­ 
an Church annual meeting, 7:30' 


p.m., church. 
San Rafael High School con­ 
cert and symphonic bands, 
"Winter Musicale," 8 p.m., au­ 
ditorium. 
Dr. Robert Lee, lecture, “The 
Future Ain’t What It Used To 
Be,” 8 p.m., Fine Arts Theater. 
San Rafael Goldenaires Sen­ 
ior Citizen Club, noon luncheon, 
1011 Fifth Avenue. 
Mosque Unit of Junior Theate 
of Marin, "The Cats and the 
Cockatoo,” 10:30 a.m., Bolinas 
School. 
SOUTHERN SONOMA: 
Rohnert Park Chamber of 
Commerce board, 8 a.m., Ches- 
ney’s Carriage House. 
Sonoma County Irate Taxpay­ 
ers Committee, 8 p.m., Santa 
Rosa Veterans Memorial build­ 
ing. 


Fire Chief's Son . 
Charged In Arson 
LACONIA, N.H. IUPI)—Ti- 
mo thy Warren, 25, was arrested 
over the weekend and charged 
with looting and burning an 
elementary school. His father, 
the fire chief of Epsom, N.H., 
stood b a s i d e him at his ar­ 
raignment. 
Warren was arrested Friday 
after a 10-week investigation by 
state police of the Oct. 4 blaze 
at Center Branstead elementa­ 
ry school which caused $37,000 
damage. A judge continued bail 
at $6,000 pending a Feb. 5 
hearing. 
The suspect’s father stood, 
stiff and expressionless Satur­ 
day when Warren was ar­ 
raigned. 


Dishwashers Taken 
Two electric dishwashers 
valued at $400 were taken 
from an apartment building 
under construction at 406 
Alameda Del Prado be­ 
tween 8 p.m. Saturday and 
10 a.m. yesterday, Novato 
police reported yesterday. 
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WEDNESDAY MORNING 
5:00 
radio 
p.m. 
LFAX - 
Bible D 
A p- 
Till 9 a 


till News 
11:3 
News, :1 
Days Revi 
PeaceNewsheat 
i.m. 
1:00 
K FAX—Chapel, :í 
Revival 
, . 
KKHI — :3G Colvtff 
Commute Club 
till 9 a.m. 
KNBR — Frank Dill 
till 10 a.m. 
KSFO — :05 Terry 
McGovern till 8:00 
a.m. 


1:00 
KFAX — Bible Insti­ 
tute, :45 Prayer 
KSFO — News; :15 
Terry McOovem; 
:45 Ski Report 
8:00 
KFAX — Bible, :30 
Biola 
KIFO — News; ;15 
Terry McGovern 
»:00 
KFAX —■ News, : 1,5 
Heaven and Home' 
: 30 Haven «I (tos* 
KGO - Jim Dunbar. 
till noon 
KKHI — Symphonic 
'Variations 
Dan 
KSFO — 
WEDNESDAY AFTERNOON 
11:00 
IF AX - News. 
Shepherd Hour; 
:25 Public Affairs; 
;30 World Tomor­ 
row 
KGO — Newsbeat 
KKHI - Luncheon 
Concert 


Sorkin till noon 
10:00 
KFAX—News, Chris­ 
tian Jew, :15 China, 
Asia; :80 Bible 
KKHI — Telemusi- 
8uls; :15 Concert 
-rand; :3Q Date 
in Music 
KNBR — J a c k 
Hayis till 3 p.m. 
KSFO — :45 Ski Re­ 
porta' 11:00 
KFAX - New 1. 
Kathryn Kuhlman: 
:9ft Bible 
KKHI —' Pops Con­ 
cert 


Man Robbed 
At Knifepoint 
A 58-year-old Greenbrae 
man was robbed at knife­ 
point of $120 cash early Sa­ 
turday by two young men 
who forced him to stop his 
car on Camino Alto near 
Overhill Road in Mill Val­ 
ley, police reported today. 
George H. Mason, of P.O. 
Box 291, told officers he was 
driving toward Corte Mad­ 
era about 4:30 a.m. when a 
white auto pulled in front of 
his car, forcing him to stop. 
He said one of the men held 
a knife at his back, white 
another took his wallet con­ 
taining the cash. 
Mason told police the men 
then threw his keys away 
and slashed one of Ms tires 
'before driving away. He 
could describe them only as 
w h i t e and in their early 
twenties. 


CES 


Fair Trade Minimum Prices SLASHED By Factory 
To Reduce Retailer Inventory Before 
K i t c h e n A i d * 
Limited To 
Stock On Hand 


CES 
EDUCE! 
CEI 
EDUCE 
CES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 


REDUCED! 
REDUCED! 
REDUCED! 
REDUCED! 
REDUCED! 
REDUCED! 
REDUCED! 
REDUCED! 
ulkmed 
SALE! 


KSFO — News; :15 
J&ck Carney till 4:05 
pm. 1:00 
KFAX - N e w a 
Peace Poise ana 
Power; :16 Pro­ 
ject America; :30 
■"rienda Adventist 
KGO — Owen Spann 


till 4 p.m. 
KKHI - World of 
Opera; :S0 Com­ 
posers Corner 
9:09 
KFAX - News. 
Revival; :30 Green 
P a s t u r e ; 
;45 
Euphesian Church 
KKHI — Symphonic- 
ally Yours 
3:09 
KFAX - Gospel: 
.15 Deliverance. 
:30 Camp Meeting 
KKHI — Designs In 
Melody till 6 p.m. 
KNBR — Art 
erts till 7 p.m 


4:00 
KFAX - News, :15 
Public Affairs: :30 
Family of God; 
;45 Dr. Hoyt 
KGO — News and 
Sports till 7 p.m. 
KSFO — :05 Com­ 
mute Club w/Cat- 
ter B. Smith; :45 
Ski Renata 
KFAX - News; 
:15 Americanism; 
:30 Bible 
KSFO — :30 Mike 
Powell; :45 Lon 
Simmons Sports 
Show; :45 Ski Re­ 
porta 


40 Cows Airlifted 
By Helicopter 
KAUNAKAKAI, 
HawaiL 
(UPI)—Forty cows were lifted 
from a barge stuck on a reef 
off the island of Molokai 
Sunday and flown to shore by a 
helicopter, one at a time. 
The cows, all heifers con­ 
signed to Meadow Gold Dairies- 
Hawaii, weigh 400 to 500 pounds 
each. 


W» OH « •» ■ ** 
uni unCWMMO MODtlS 
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30-60-90 Days Same As Cash or Convenient Terms 
THIRD & C STREETS 
SAN RAFAEL 
Phone 453-6074 
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HOURS: Daily 8:30-5:30; Sat. 9:00 5:00; Wed. Eves. 7-9 p.m. 
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Diplomacy On Land 


Some Grumbling, But Bill 
Terminal Planning Paid 


n u m i i 
— - 
proved a home occupation p 
mit requested by Heather 
Fomey of 168 Golden Hind P 


MARK CORYELL 
Top scout, instructor. 
WILLIAM OWENS 
. due Eagle rank. 


Valley Scouts 
Due Highest Ranks 


Two Mill V a l l e y Boy 
Scouts will receive Eagle 
Scouts in a Troup 34 Court 
of Honor at 7:30 p.m. Thurs­ 
day at the Mill Valley Meth­ 
odist Church. 
The top rank in scouting 
will go to Mark Coryell, 15, 
the son of Mr. and M r s . 
Victor Coryell of 138 Stad­ 
ium Avenue, Mill Valley 
and William Owens, 16, the 
son of Mr. and Mrs. William 
J. Owens of 141 Yale Aven­ 
ue, Mill Valley. 
Both Mark and William 


Redwood High 
Concerts Slated 
For Thursday 


First Suite in E Flat by 
Gustave Holst will be the 
featured work in the annual 
concert by the 
Redwood 
High School bands in the 
Student Center at 8 p.m. 
Thursday. 
The suite will be played 
by the concert band under 
the direction of Sidney Gor­ 
don. The concert band will 
also play works by Bach, 
Giovaninni and Sousa. 
The intermediate Band, 
Redwood string quartet and 
Redwood woodwind quintet 
will also be featured in the 
concert. 
The 
intermediate 
band 
will play the finale to Dvo­ 
rak’s 
“Symphony 
No. 
5 
From the New World” as 
well as works by Bach, Fill- 
more and Lecuona. 


Pleads Innocent 
Kenneth Paul Botai, 2 1, of 
San Anselmo, pleaded inno­ 
cent yesterday in Marin Su­ 
perior Court to a charge of 
burglarizing a residence at 
10 Meadow Way, Fairfax, 
Dec. 9. Judge E. Warren 
McGuire set trial for the 
week of Feb. 8. 


will attend the International 
Jamboree 
in Japan this 
summer. 


Mark, who is now an in­ 
structor of the troop, has 
served as assistant senior 
patrol leader. As a troop 
member for three years, he 
attended the 1969 National 
Jamboree in Farragut State 
Park, Id. Mark is a sopho­ 
more at Tamalpais High 
School and a member of its 
marching band. His outside 
interests 
are 
music, 
cy­ 
cling, photography and hik­ 
ing. 


William, a junior at Tam­ 
alpais 
High 
School, 
has 
been with Troop 34 for over 
four years and has served 
as patrol leader, held the 
o f f i c e of scribe and has 
worked with Cub Pack 54 as 
a den c h i e f for the past 
three years. He is also in- 
terefeted in stamp collect­ 
ing, s k i i n g , hiking and 
photography. 


Tax Rate Hike 
Due Discussion 


Faced with the possibility of 
deficit spending during next 
fiscal year, the San Anselmo 
School District board today will 
consider setting a tax increase 
election asking taxpayers to 
hike their rates 80 cents per 
$100 assessed valuation. 
The board, to meet at 7:30 
p.m. at Red Hill School, was 
told at its last meeting the 
district is dipping into re- 
s e r v e funds at a rate of 
$100,000 
per 
year. 
Next 
year’s 
predicted 
reserve 
will be only $50,000. 
In 
other 
matters, 
the 
board is expected to name a 
new principal for Hidden 
Valley 
School, 
consider 
changes to its maternity 
leave policy and review the 
1969-70 audit report. 


Expressing 
concern 
for 
the future development of 
lands east of Highway 101, 
the Corte M a d e r a Town 
Council 
toyed last 
night 
with the idea of a building 
moratorium but rejected it 
in favor of diplomacy. 
The evening’s discussion, 
not unlike that which has 
filled Larkspur’s city hall in 
recent months over open 
space along Corte Madera 
Creek, was sparked by a 
letter calling for a master 
plan of all undeveloped tide- 
lands. 
Councilman 
Robert 
P. 
Simmons maintained in his 
l e t t e r that should a pro­ 
posed ferry’ terminal be lo­ 
cated in the town, “there 
would be a direct impact on 
the development of the pro­ 
perty east of the freeway 
. . . ” Such an impact could 
be contrary to the town’s 
recreational ideas for the 
area. 
Emphasizing the lack of a t 
comprehensive plan, Sim­ 
mons admonished the coun­ 
cil to create a policy that 
there be “no changes in 
zoning, no subdivision . . . ” 
until the G o l d e n Gate 
Bridge District picks a ter­ 
minal site and the entire 
area is master planned. 
His request proceeded by 
two weeks council conside­ 
ration of a controversial re- 
zoning request from Vernon 
W. Humber, whose property 
was once considered for a 
GEMCO 'discount store. He 
asked for rezoning from 
light industrial to commer­ 
cial. 
As the meeting progress­ 
ed, 
councilmen 
acknowl­ 
edged 
their 
immediate 
concern was delaying consi­ 
deration of the Humber pro­ 
posal until a study could be 
made. 
“I don’t want to vote (on 
rezoning) and won’t vote for 
its 
approval,” 
Simmons 
said. “Not for subdividing, 
zoning or anything else un­ 
til specific plans toward to­ 
tal objectives . . . ’’ in the 
area are presented. 
Referring 
to 
Humber’s 
contention that he has no 
plans for the property to be 
rezoned, but rather has re­ 
quested such action to en­ 
courage 
d e v e l o p e r s , 
Simmons said there was 
“no way I can act responsi­ 
bly without knowing the in­ 
tention of the p r o p e r t y 
owner. ” 
Seeking legal means to 
stall the Humber rezoning 
request, 
the council was 
told by Town Atty. Albert 


Bianchi it had three op­ 
tions: continue public hear­ 
ing on the m a t t e r in a 
delaying action and face 
possible court action, im­ 
pose a moratorium, or seek 
property owners’ coopera­ 
tion in drafting a master 
plan. 
“I don’t want to impose 
any hardship on the own- 
e rs, ’ ’ 
Simmons conceded, 
“but I want to see the area 
developed properly.” 
Councilman 
Harold 
B. 
Wagstaff, 
agreeing 
with 
Simmons, advised against 
the moratorium because it’s 
"so cold." Instead, he sug­ 
gested a “more diplomatic 
way of doing it” by “can­ 
didly” asking Humber to 
work with the town’s plan­ 
ning commission on a mas­ 
ter plan. 
The council agreed unani­ 
mously. 


The Corte Madera Town 
Council last night barely 
managed to convince itself 
there was really $674 worth 
of work behind its planner’s 
half-hour 
ferry 
terminal 
presentation before a com­ 
mittee of the Golden Gate 
Bridge District in Decem­ 
ber. 
The bill, submitted by 
Livingston and Blayney of 
San Francisco, bluntly re­ 
quested that amount but 
failed to itemize the expen- 


S 6 S . 
“That’s a hell of a lot of 
money for Livingston’s half- 
hour on the floor,” com­ 
mented Councilman Harold 
B. Wagstaff as other coun­ 
cilmen looked pained that 
he questioned the bill. 
“If we can’t trust them, 
we’d better get new ones 
(planners), countered Coun­ 
cil Holmes S. Norville. 
“No one is questioning the 


c a l i b e r of their work,” 
Wagstaff responded, “but I 
d o n ’ t want them to take 
Corte Madera for a sucker . 
f * 
Following 
a 
comment 
from Town Engineer Arthur 
N. Morrison to the effect 
that the bill included many 
hours 
of 
discussion 
by 
phone between the town and 
the firm, the council ap­ 
proved payment by a 3-2 
vote, Councilmen Wagstaff 
and 
B y r o n 
D. 
White 
against. 
The Corte Madera Town 
Council also: 


CODES — Approved adopting 
the 1970 uniform building code, 
uniform plumbing code and un­ 
iform swimming pool code. 
PLANNING COUNCIL — Ap­ 
proved a three-year extension 
of a joint powers agreement 
with the City-County Planning 
Council but rejected the coun­ 
cil’s request for concurrence 
with 
a 
“windshield housing 
survey" of the town. 


HOME OCCUPATION — Ap- 
ition per- 
E. 
Fomey of 168 Golden Hind Pas­ 
sage for operation of an art 
studio at her home. 
REAPPOINTMENT — Ap­ 
proved reappointment of Jack 
Sutherland to a second term on 
the town’s park and recreation 
commission. 
NORTH RIDGE — Agreed to 
meet with representatives of 
Larkspur, Mill Valley and the 
county to discuss preservation 
of the North Ridge Area be­ 
tween the municipalities. 
HOLIDAYS — Approved an 
employees’ association request 
to adhere to the state’s policy 
setting certain holidays to fall 
on Monday. 
HYDRANT — Approved ex­ 
pending $960 for fire hydrant 


installation in the newly an­ 
nexed 
Meadowsweet 
Drive 
area. 
DREDGING — Heard a re­ 
port that the cost of dredging 
San Clemente Creek behind pri­ 
vate homes will be $4 per loot 
of $75 per hour to homeowners. 
Negotiations are continuing. 
AUTO AGENCY — Agreed to 
oppose a proposed auto agency 
in the unincorporated area on 
Paradise Drive at Highway 
101. 
FLEA MARKET — Learned 
that county planning commis­ 
sion review of the town’s ap­ 
peal of the flea market in the 
unincorporated area of Parad­ 
ise Drive will be Jan. 25. 


The Great Wall of China was 
begun in 255 B.C. 


FREE 
EXTERIOR CM WASH 


AFTER 6 P.M. 


Wi»h ony fill-up at regulor prices 


We ore open 7 Days 8 A.M. to 9 P.M. 
(with other discount wash prices in effect) 
located next to Greyhound, Son Rafael 


Check o ur 
Rainy D a y 
Special! 


Conservation 
Plan On Agenda 
William Evers, president 
of Open Space Action, will 
discuss proposed legislation 
to create a regional envi­ 
ronmental control agency, 
at a public meeting of the 
Mill Valley unit of the Mar­ 
in Conservation League, 8 
p.m. T h u r s d a y in the Mill 
Valley Library. 
The environmental con­ 
trol agency plan is an out­ 
growth of open space bills 
introduced in the last ses­ 
sion of the Legislature. 


Delta is ready 
when you are 
to Orlando/ 
Cape Kennedy! 


Fastest way, lowest tare, only Night Coach— 
$119, including new 8% U.S. Transportation Tax. 
Arrive Orlando/ 
Cape Kennedy 


4:20p 


Leave 
San Francisco 
7:30a 
12:40p 
9:22 p 
10:15p N ight Coach 
7:16a 
1:10a 
11:32a 
Tourist fares: Day $148, Night Coach $119. 
For reservations, cail Delta at 388-5533 or see your Travel Agent. 
Fares include new 8% U.S. Transportation Tax. 


Lead Mechanic Joe Leyden. 
Another Delta Air Lines 
professional. 


c 
GAS 
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T 


HOURS: 
Daily 8:30-5:30 
Sat. 9:00-5:00 
Wed. Eves. 7-9 


30-60-90 Days 
Same As Cash or 
Convenient Terms 
THIRD & C STS. 
SAN RAFAIL 
Phone 453-6074 


Terrific selection of ladies1 
newest-look nylon umbrellas 


Vinyl patent, wood 
A A 
or metal handles, 
c a rved o r po I i she d. 


Special buy ^ i,h self-fabric 


misses' 


. SAVE 
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HURRY IN, TAKE ADVANTAGE OF THESE FANTASTIC STOREWIDE VALUES! 
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SAVE $30! 


s2 off! Wards matched 


work sets . . . "plus" quality 
Wards own 2-button suits 
in new patterns, colors 
399 


Reg. 4.99 
Shirts S, M, L, XL 
R e g . 5 .9 9 
Pants 29-44 
CQ 88 
J% 
fRe9- $9° 


You get extra-wear fabric of 2-ply 
•ron®1 polyester and combed cot­ 
ton . . . NEVER NEEDS IRONING! 
Extra-strength 
stitching 
with 
poly­ 
ester th re a d ; seat seam s double- 
stitched! Proportioned fit, permanent 
crease. 


Once-a-year savings! 2-button style in the 
latest shape . . . w id er lapels, deeper 
vent! Imported wool worsted-siIk blend. 
Newest patterns, colors. Regulars, longs 
and shorts. Hurry in! 


Normal alterations at no extra charge. 


Repeat of a sellout! 
Low, low price on 
cotton gauze diapers 


Two-ply, surgical type cotton 
gauze diapers —fast-drying! 


Special buy! 
Package of 1 2 


Thick 'n thirsty, cotton- 
gauze diapers are strictly 
first quality! Now at a 
come-quick sale price. Soft, 
easy-to-wash and fast-dry­ 
ing. With pinked and sel- 
vaged edges that won't 
fray or chafe baby. Pack­ 
age of 12. 20x40". 


Men's sport shirts with 
longer-point collars 


Ik s* 


Í) 


CHARGE IT1* AT WARDS! 


Get the latest fashion styling: 
longer point collars and half 
sleeves . . . get 'em now at ter­ 
rific 
savings! 
Rich 
polyester- 
cotton 
b l e n d s stay 
n e a t, 
fresh-looking always! Men's 
sizes S-M-L-XL. Hurry In! 


■S 
<* 
Men's luxurious 100% 
V- 
y 
* 
acrylic knit shirts! 


T 


\ 
A 
J t 
FOR 
Special Buy 


-•yv* 
\ c 


A 


H alf sleeve mocks! Bold 
new st ri pi n g s ! No n ­ 
w r i n k l i n g , m a c h i n e - 
washable. Men's sizes S- 
M-L-XL 


BIG SAVINGS 
ON BABY NEEDS! 


Everything you need for your baby! 


3 
f o r 1 69 


Reg. 3 for 1.99 


Snap-side shirts 
S a n i t i z e d ® , 
combed cotton. 
A d¡ustable dia­ 
per tapes. Pack 
of 3. 3-18 mos. 
Waterproof vinyl pants 
Pull-on style. Soft 
nylon over rubber O 
waist, legs. Pack 4 # 
Of 3. 3-24 mos. 
Re«.3for1.19 
Baby receiving blanket 
Printed stripe on 
brushed cotton. 4 % 
White or pasteIs. 
f 0 R 
30x40". Set of 2. 
Reg. 2 fori.29 
Thermal knit crib blanket 
Cotton blanket 
lasts long. 6" ny­ 
lon taffeta bind­ 
ing. W hi te or 
pastels. 36x50". 
Fitted crib sheet 
S m o o t h , p r e - 
shrunk while cot­ 
ton. Elastic endt. 
Fits 27x5?" crib 
mattress. 


288 


R e g . 3.99 


78c 


Reg. S i 


.. 
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25-jewel skin 
divers watch 


Reg. 34.99 
Self-wind 
calendar 
style 
has luminous dial, 60-min­ 
ute timer bezel and sweep 


hand. 


Utility cabinet or base cabinet 
1^ -ta lE -a l 
YOUR 
BmHR M 
CHOICE 


Now save $10! 


Each 
Reg. 32.99 ea 
SAVE 
Bas e c a b i n e t o r g a n i z e s 
pantry. Stain-resistant plastic 
top. 36x24x20". 
TABLE LAMPS TO PRIMP A 
PRETTY PICTURE WINDOW! 


REG. *40 EACH 
JUST CHARGE IT! 


® Crystal lamp with gleaming 
golden base, white shade. 
Night-light in base. 45" high. 


® Traditional lamp of hydra- 
stone in moss green or honey 
gold. Parchment shade. 42" high 


@1 Spanish moss green or hon­ 
ey gold hydrastone lam p; 
white parchment shade. 44". 


© Early American amber or 
green glass lamp with night- 
light, ruffled shade. 33" high. 


Ü) Satin white crackle glass 
with night light in base and a t­ 
tached chain trim. 43" high. 


Heavy 
gauge steel. 5 
shelf spaces. W h i t e 
enam el finish. 63x24x 
14-inch. 


Save $5! Utility cabinet 
with 5 full shelf spaces 


SAVE NOW ON HEALTH ITEMS 
Save on bath, hand 
towels and washcloths 


Reg. 2.25 


m bath towel 


G r a c e f u l l y f r in g e d , 
fashion - r i b 
towels , 
reverse to nubby cot 
ton terry. 


Hand towel, Reg. 1.30...... 1.07 


Wash cloth, Reg. 65c...57c 
^ 4-gallon humidifier 
vaporizer 


Add filtered , mo is- 
tur ¡zed air to room. 
Mf 
I 
» 
Lasts 24 hours! 
H 


' J ? Save $3 . . . 
heating pad 
*2 off 1 -gal 
vaporizer 
1.11 off bath mats! 
Night light on 
dial, 2 washable 
covers, 6W cord. 
UL listed. 


21x36" oblong or 
21x27" contour 


YOUR CHOICE 
Reg. 8.99 


Runs 8 to 10 hours on a 
filling. Tough plastic case 
in compact size. 


Reg. 3.99 


Fluffy nylon pile; latex back 
Choose either size. 


$4 off 1 V2-gal 
vaporizer 


27x48" oblong, Reg. 6.99. 
Save 2.11........................4.88 
Lid cover, Reg. 1.99...... 1.39 
Tank set, Reg. 4.99........ 3.39 


Reg. 13.99 


Last to 20 hours on one 
f i l l i n g . W h i s p e r - q u i e t 
motor; durable plastic. 
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Special Buy! Innerspring 
mattress set 
c a m 
jsaíss» 
^ 
TWIN OR c 
T É ¿5 ¡Sl 
W füllSET 
Twin or f u I i m a ft re ss a n di 
box spring set. Multi-needle 
quilt cover. Handles. 
1 M . 


Queen set... ......$13» 
King set. 
$178 


-piece bedroom group in 
Del M a r " Spanish O a k Finish 
219 


Includes triple dresser and mirror, two 
commodes and standard-size headboard. 
No-mar plastic tops. 
King headboard $10 additional. 


Reg. 79.95, 5 -draw er chest...............69.88 
5-PC. GROUP 
REG.254.75 


SAVE N O W O N SLEEPERS A N D SOFA SETS! 


$50 off! 4-cushion velvet sofa 
Lovely fade-resistant fabric en­ 
hances any decor! Sturdy 
springs, ball casters. Hardwood 
frame. 
349 
Reg. 399.95 


8 8 


SPECIAL BUYS ON WARDS FINE CARPETING! 


Save $60! Sofa and chair set 
Herculon 
lime tweed covering; 
matching, arm caps; 
ball-bearing 
I 
SET 
casters. 
Reg. 379.95 


$70 off! Sofa- 
bed and chair 
Factory select 
fabrics. Choose 
yours now! 


U p h o l s t e r e d in bi scuit 
tufted black vinyl. Opens 
to sleep 2 easily! 


9KREB 


6x9' area rug 
bargain sale! 
19“ 


Reg. 25.99 to 39.99 


Select nylon, polyester or 
acrylic piles in solids and 
tweeds. Foam rubber ¡ufe 
backs.. 


- 
%- 


■it 
Assorted room size; from 10x12' to 
12x18'. Nylon, acrylic, polyester 
surfaces in solids and tweeds . . . 
cut from W ards high-quality carpet­ 
ing. All ends are neatly finished. 


4 
I JH 1. 11 U l»l> 


3 -R U G PA C K 


Green, rust, brown! 101"x l 37" 
rug for 9x12' area. 22x34" scat­ 
ter, 22x68" 
runner. Durable 
double core. 


SPECIAL BUY! 
Sm art rugs for 
large rooms 


YOUR CHOICE 


New colors! 3 
tubular rugs 


M 
O N 
T G O M 
E R Y 
m l tm 
mr^I 
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JnBrprnftrtit-lfnirtial. SS 
Wards 18-lb. team makes 
light work of large loads 


mBSa 
SIGNATURE 
WASHER AND DRYER-THE BIGGEST 
MADE! NOW SALE PRICED! 


18-lb. load 
washer 
149» 


18" agitator for thorough 
cleaning action; lid reverses 
to open right or left; front 
servicing for easier repairs. 
Model 6129 


Electric 
dryer 
QQ88 


M 
M Special 
J f 
¡B 
Buy 


Giant 8 cu. ft. drum for full 
18-lbs. Clothes tumble 
freely . . . dry faster with 
fewer wrinkles. Pre-set 
timer stops dryer automati­ 
cally. Safety-stop door. 
Model 7029 
• s e* 
tf m 
. 


' "I 
! 
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1 
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Signature 
3-cyde dishwasher 


100 PLUS for all your ice needs! 


100 PLU S is big enough to 
hold over 100 cubes, small^ 
enough to fit into the 
freezer compartment. 


Three easy-twist, easy* 
release trays are durable 
plastic—there are no 
metal parts to freeze up. 


Extra-!arge keeper stores 
extra ice for all your 
special parties... and 
everyday meals as well. 


m 2 


45^ 


6«8 


Rag. t.88 


Order 100 PLUS 
and give all your 
parties a pick-up! 


C all your nearest Ward 
store and ask for San 
Leandro ext. 225 or 270 
Offer expires Feb. 1, 
1971. 


16 cu. ft. UPRIGHT FREEZER 
or FR0STLESS 
REFRIGERATOR-FREEZER 


YO U R CH O ICE 
[TTTTiT 


r f 
EACH 


Special Buy 


UPRIGHT FREEZER... 
holds 560 pounds; mag­ 
netic gasket; no-chip 
l i n e r ; defrost d rain ; 
basket. 
Model 4640. 


R E F R I G E R A T O R - 
FREEZER . . . Freezer 
holds 129 pounds; 2 
dozen egg rack; vegeta­ 
ble crisper; 2 cold con­ 
trols. 14 cubic foot. 
Model 1410. 


E $4 0 ! A irlin e po 
For kitchen, den 
or bedroom! 


Reg. 259.95 
MODEL 12249 


12" diagonal screen. Compact 
COCOR TV . . . with slide-rule UHF, 
^flutter-free AGC for great viewing! 
Walnut-tone .cabinet. 
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SAVE *60! 
Color TV 


•t 


4 
5 
Q 
8 
8 
W Reg, 519.95 


New brighter screen on Air­ 
line® 2 3 '' d ia g o n a l TV. 
AFC, slide tint/color con­ 
trols; oak veneer cabinet. 


> 


4é 


Reg. '25.99 3/s-inch variable speed drill 
produces 0 to 1,000 RPM. 2.5 am p 
motor has bronze bearings. 
Reg. 26.99 sabre saw kit . . 
includes 
2-speed saw, 3 blades, rip guide, and 
auxiliary knob. With carry case. 


PAY-IN-MAY LAYAWAY 
5 holds any purchase up to $200 'til May 
.. $10 holds purchase over $200 


/V\ONTGO/V\E RY| 


M y I a r ®-c o a te d 
tap e m easure 


Reg. 5 .9 9 


Graduated to 8ths; 
with belt clip. Lasts 
longer. 


$23 off! 230- 
am p arc w elder 


Reg. 1 4 2 .9 9 


With 
1 0 0 % duty 
cycle; 
continuous 
amperage 
control. 


9.6-HP low 
profile motor 
12-foot aluminum cartop boat 
Reg. *359, 6-HP 
twin-cylinder 


Full gear-shift, 
. 
a u t o r e w i n d 4> 
starter. 6-HP. 
Jm 


Lightweight aluminum boat has extruded 
gunwales; safety flotation built under 
the seats. 53" beam. 


Reg. $459 
Easy-carry, stow. 
Twist-grip 
throt­ 
tle. AVa-gal. tank. 


25% OFF! 
DISPLAY LIGHT 
FIXTURES 
OVER 19.99 


SKI EQUIPMENT 
CLEARANCE 
20% 


SAMPLE FIREPLACE 
ENSEMBLES 
SOME ONE ONLY 
QUANTITIES LIMITED 


Get for your w inter fun! P ro -style gear a n d 


"in" fashions for men, women and children, 


red u ced ! Includes W ards boots, bindings; ski 
sweaters and pants; ski goggles and glasses 
and skis tor every style, every budget! 


LIMITED Q U A N T IT IE S 
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Veteran Carl Albert To House Speakership * 


TEMPERATURES 
„ 
I 
c n B t r ifT 
San Rafael at noon today 62 
^ 
I 
FORECAST 
S5a.tr da|ly Jlttit&p £tt 6 
ournal &». i86i ¡ssss 
Total to date 
28 48 
^ ^ ^ 
^ 
^ ^ 
W 
▼ 
▼ ▼ ▼▼▼ 
tomorrow in 50s to low 
Average to'date6 
¿ 2 
S E R V I N G 
A L L 
O F 
M A R I N 
C O U N T Y 
60s-light winds- 
.............................................................................................................................................................................................................................. 
(Other weather, ¿age 30.) 
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NO. 259 
Massive Oil 
Spill Threat 
To Coastline 


Wildlife, Beaches Periled; 
Slick Spreads Far, Wide 


By PAT ANGLE 
A massive oil slick, which has turned San 
Francisco Bay into a sea of green and black 
iridescent slime, continued to spread today, seep­ 
ing through the Golden Gate and periling miles 
of beaches in San Francisco and Marin. 
The oil spill, the most disastrous in the Bay’s 
history and possibly worse than the spill in the 
Santa Barbara channel last year, resulted from a 
pre-dawn collision of two oil tankers yesterday in 
the fog west of the Golden Gate Bridge. 
Tides and winds pushed the slick north toward 
West Marin beaches today, c l e a n - u p crews 
worked feverishly to clear the mess. 
Conservationists feared for the lives of thou­ 
sands of wild creatures and officials reacted with 
anger and dismay and calls for stricter controls 
on shipping. 
________________ 


Jjg * ' 


Oil-drenched duck found on the beach at Fort Baker in Southern Marin today was one of the victims of yesterday's disaster. 


dndependent-Joumal photo by Jim Kean) 
Volunteers Working To Save The Birds 


Marin’s conservationists, 
aided by countless willing 
young people, began efforts 
today to rescue pitifully oil- 
soaked birds. 


Although 
hampered 
by 
lack of a “coordinated plan 
for such a disaster” as yes­ 
terday’s oil dump into San 
Francisco Bay, by noon to­ 
day rescue and washing op­ 
erations were underway at 
several hurriedly set up sta­ 
tions. 
One of the f i r s t to get 


going was at the Audubon 
Society’s Richardson Bay 
Sanctuary, 
where 
volun­ 
teers and Marin Humane 
Society trucks were bring­ 
ing saturated and confused 
birds. 


Standard Oil Co. provided 
a nontoxic cleaning oil for 
the birds, according to Bev­ 
erly McIntosh, in charge of 
operations today, but dona­ 
tions of rags, newspapers 
and cardboard boxes with 
tops were needed, she said. 


All of the cleaning sta­ 
tions were providing simi­ 
lar care, with the exhausted 
birds set in tubs of cleaning 
oil, soaked, gently rubbed 
with rags and then put in 
boxes with shreds of paper 
and kept in a warm place. 


Mrs. McIntosh said the lo­ 
cal stations were only prov­ 
iding preliminary cleaning 
and the birds will be sent to 
the National Wildlife Health 
Foundation 
in 
Pleasant 
Hills for a final cleaning. 


At Richardson Bay sta­ 
tion, groups of cheeful teen­ 
age youngsters along with 
older 
volunteers 
gently 
massaged birds in oil. The 
birds, which included a var­ 
iety of wild w a t e r fowl, 
were not too exhausted to 
protest noisily in some cas­ 
es and some had to have 
their beaks closed with rub­ 
ber bands. 


As the oil spread, other 
stations were set up today, 
including ones at the home 


of Wheat Allen in Stinson 
Beach and at the College of 
Marin Marine Station in 
Bolinas. 
Volunteers 
were 
also 
being sought for the Louise 
A. Boyd Natural Science 
Museum 
in 
San 
Rafael, 
w h e r e other birds were 
being brought. 
If necessary, Audubon So­ 
ciety officials planned to 
open a cleaning operation at 
the society’s Canyon Ranch 
in Bolinas. 
All the stations needed 


rags, boxes and newspaper. 
P e r s o n s who find oil- 
soaked birds and want to 
give them a preliminary 
cleaning with mineral or 
baby oil were advised by 
bird-lovers not to exhaust 
the already tired creatures. 
With all the efforts by vol­ 
unteers the outlook was still 
grim. 
“For every bird you find, 
100 are going to die,” said 
James Schroeder, chairman 
of the San Francisco Wild­ 
life Council. 


Production Falls, Prices Rise: 
Worst Year Since Korean War 


WASHINGTON (UPI) -The 
total 
output 
of 
the 
U.S. 
economy declined 0.4 per cent 
last year but prices increased 
by 5.3 per cent, making 1970 the 
worst 
year 
for 
combined 
inflation and recession since 
1947. 
The Commerce Department 
said Monday the Gross National 
Product (GNP), which mea­ 
sures the value of the nation’s 
total 
output of goods 
and 
services, was $976.8 billion last 
year. That was an increase of 
4.9 per cent over 1969, but when 
the figures are adjusted to 
eliminate the effect of price 
increases 
the 
“real 
GNP” 
registered a decline of 0.4 per 
cent. 


That drop was the first full- 
year decline since the 1958 
recession. 
Inflation 
pushed 
prices up 5.3 per cent, during 
the year — the sharpest rise 
since the Korean war year of 
1951. 
The department said the 
United Auto Workers strike 
against General Motors was to 
blame for the gloomy figures. 
Last year was worse than 
either 1958 or 1951 when both 
output and prices are consi­ 
dered. In 1958, output declined 
1.1 per cent but prices rose only 
2.6 per cent. In 1951, prices 
soared 6 per cent but output 
increased by a strong 7.9 per 
cent. In 1947 output slipped 0.9 
per cent and prices, recently 


IISECRET WITNESS” 
Through I-J “Secret W itness” program any citizen with legiti­ 
mate information on a crime may offer it for proper legal 
investigation without fear of reprisal . . . since his identity can 
never be known. Substantial rewards for information leading to 
arrest and conviction of persons engaged in crura. Send letter 
but do not sign your name. At base, write any 6-digit number at 
left, same number at right. Tear off and keep right bottom corner 
with number. Mail to: “Secret W itness,” Box 330, San Kafael, 
’ Calif. 
$1,000 REWARD 


for information leading to convic­ 
tion of persons involved in acts of 
vandalism to property or vehicles 
of the I-J, its employees, advertis­ 
ers or suppliers. 


$1,000 REWARD 
•BOMBING OF 
THE CIVIC CENTER 


freed 
from 
World 
War 
II 
controls, skyrocketed 12 per 
cent. 
In related economic develop­ 
ments: 
—Bethlehem Steel Co. bowed 
to pressure from President 
Nixon and rolled back a price 
increase that had totaled as 
much as 12.5 per cent to the 6.8 
per cent announced Saturday 
by its biggest competitor, U.S. 
Steel. An administration spokes­ 
man said Nixon was “gratified” 
by the action but would not say 
if 6.8 per cent was acceptable 
to the President, who had 
denounced the higher figure as 
exhorbitant and inflationary. 
—The Federal Reserve Board 
cut 
its 
discount 
rate, 
the 
interest it charges for loans to 
commerrial banks, from 5 14 
to 5 per cent, the fourth quarter 
point cut in little more than 10 
weeks. The reduction followed 
by several hours a cut from 6 
14 to 6 per cent in the bank 
prime rate, the interest which 
banks charge their biggest and 
best corporate customers. The 
prime rate reduction was the 
sixth in 10 w e e k s . Th e 
Commerce 
Department 
an­ 
nounced that privately owned 
housing starts increased in 
December to a seasonally 
adjusted annual rate of 1.99 
[nillion units, the highest total 


See ECONOMY, page 4 


Thurber 
Albert Is Elevated 


To Top House Post 
Formally 
Sentenced 


I-J Special Report 
SAN 
FRANCISCO 
— 
Frank J. Thurber, convicted 
of the slaying of an Inde­ 
pendent-Journal 
employee 
last 
July, 
was 
formally 
sentenced yesterday to life 
in prison. 
Superior Court Judge Ed­ 
mund M. Moor, a visiting 
jurist from Alpine County, 
pronounced sentence after 
rejecting a request by Thur- 
ber’s 
attorney, 
Nathan 
Cohn, for a new trial. 
Thurber, 45, of San Bruno 
— a member of San Fran- 


See THURBER, page 4 


Supervisors Hike 
Their Pay $2,400 
SACRAMENTO 
(UPI) 
- 
Sacramento County Supervisors 
Monday unanimously voted to 
give themselves a pay raise 
from $10,800 to $13,200 annually 
for the remainder of this year 
and to $15,000 a year starting 
next Jan. 1. 
The supervisors 
took 
the 
action under terms of a state 
constitutional amendment ap­ 
proved by the voters in 
November which permits coun­ 
ty supervisors rather than the 
legislature to set their salaries. 


WASHINGTON (UPI) -D e­ 
mocrats overwhelmingly select­ 
ed 
Rep. 
Carl 
Albert 
of 
Oklahoma today to be House 
speaker but split sharply on 
election of a floor leader to 
replace him in the 
92nd 
Congress. 


Albert, 62, a party loyalist 
with a liberal voting record, 
won over Rep. John Conyers, a 
fourth term black from Detroit 
who said Albert had failed to 
display 
leadership 
qualities 
required of a speaker. 
Albert won over Conyers 22 
to 20. 
Albert, whose selection by the 
Democrats will be formally 
ratified by 
the full House 
T h u r s d a y , when the new 
Congress convenes, succeeds 
retired Rep. John W. McCor­ 
mack of Massachusetts who 
had served as speaker since 
1962. 
During that period, Albert 
was party' floor leader. Five 
candidates were seeking elec­ 
tion at a closed Democratic 
caucus to that post to succeed 
Albert. A new party whip also 
must be chosen—a choice 
usually made by the speaker 
and leader—to replace Rep. 
Hale Boggs of Louisiana, one of 
the contestants for leader. 
Prior to selecting Albert, on 
the way to building a new 
leadership team, the Democra­ 


tic congressmen had tossed out 
Rep. 
Dan 
Rostenkowski 
of 
Illinois, 
known 
as 
Chicago 
Mayor 
Richard 
J. 
Daley’s 
spokesman in the House, as the 
caucus chairman. Rep. Olin E. 
Teague of Texas was chosen, 
151 
to 
92, 
in 
place 
of 
Rostenkowski. 
Selection of the 62-year-old 
Albert to succeed the 79-year- 
old McCormack was all but 
certain from the time that 
McCormack announced he was 
retiring at the end of the 91st 
Congress. 
A fellow' Oklahoman, Rep. 
Tom Steed, put Albert’s name 
in nomination at the caucus. 


Weather Forecast 
Good For Apollo 
WASHINGTON (UPI) -The 
National Weather Service says 
previous records indicate favor­ 
able weather conditions for the 
Apollo 14 moon trip —both at 
the launch Jan. 31 and recovery 
Feb. 9. 
Forecasters said there w'as 
only about a 10 per cent chance 
of winds stronger than 30 miles 
an hour at Cape Kennedy —the 
strength it would take to forre 
a launch delay. They said there 
was only a 5 to 10 per cent 
chance of unfavorable wind and 
sea conditions in the South Pa­ 
cific recovery area. 


But the cause of the colli­ 
sion of two Standard Oil 
tankers just west of the Gol­ 
den Gate Bridge early yes­ 
terday remained a mystery 
today and the Coast Guard 
announced it will convene a 
one-man 
investigating 
board to look into the rea­ 
sons for the crash later this 
week. 
As oil-soaked birds and 
sea lions and dead fish con­ 
tinued to turn up on beaches 
from Bolinas to Tiburon, 
conservationists expressed 
fear the Bay was rapidly 
becoming a sea of death for 
area wildlife. 
While the stench of oil 
continued to hover over the 
Bay and a d j a c e n t land 
areas, countless birds had 
been 
discovered 
helpless 
and covered with the gooey 
substance. 
Twenty-two 
birds were found in Muir 
Beach and several hundred 
others were being discov­ 
ered all a l o n g the Marin 
shoreline. 
Officials 
of 
the 
Coast 
Guard and Standard Oil 
said the full extent of the 
damage created by the col­ 
lision of the Arizona Stan­ 
dard and the 
O r e g o n 
standard was still unknown. 
The exact size of the spill 
had not been determined, 
but the Coast Guard specu­ 
lated it was between 500,000 
and one 
million gallons, 
possibly more than the esti­ 
mated 800,000 gallons of 
crude oil released into the 
Santa Barbara channel by a 
leaking Union Oil drilling 
platform in January of 1970. 
Officials for Standard Oil 
said they would not know 
how much oil was dumped 
into the Bay until the tanks 
of the Arizona had been 
drained later today and the 
amount they still contained 
measured. 
Dr. Joseph Connell, pro­ 
fessor of z o o 1 o g y at the 
University 
of 
California 
said the refined oil which 
spilled into San Francisco 
Bay “is more toxic” than 
the crude oil which killed 
3,500 birds and several sea 
lions in Santa Barbara. 
James Schroeder, chair­ 
man of the San Francisco 
Wildlife Council, said the 


Comic Dictionary 


MISTAKE 
An error that can usually 
be corrected, except when 
there’s a railroad crossing 
in the background. 


pollution of birds and other 
sea animals will continue 
for several weeks. “It will 
be 60 to 90 days before we 
can assess the full damage 
to wildlife,” he said. “ It is 
a q u e s t i o n of who dies 
quickly and who dies slow­ 
ly.” 
By this morning massive 
belts of oil circling the Bay 
had drifted as far north as 
Bolinas and as far south as 
San Francisco beaches near 
Golden Gate Park. To the 
east, 
beaches 
and rocks 
along Angel Island were 
blackened and slimy, as 
were portions of the Sausal- 
ito and Tiburon waterfronts. 
Standard Oil said it had 
hired 500 persons, who were 
working around the clock to 
remove the oil from the Bay 
with vacuuming and skim­ 
ming devices and from the 
beaches with loads of hay 
and excelsior to soak up the 
mess. 
A sopkesman for the com­ 
pany said over one mile of 
log boom had been laid at 
various places around the 
Bay, to prevent further oil 
seepage onto beaches and 
yacht harbors. And he add­ 
ed that more boom is being 
rushed to the Bolinas area 
to prevent drift of oil into 
the Bolinas Lagoon. 
Marin county supervisors 
today ordered men from the 
county’s 
department 
of 
public works and park and 
recreation 
department 
to 
assist in closing off the La­ 
goon. And the Marin County 
Fire department was send­ 
ing men, ropes and sacks in 
at last minute effort to stop 
the oil at the Lagoon’s entr­ 
ance to the Lagoon. 
Sausalito officials, in the 


Continued on page 8 
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W ANTED! 
100 MEN WHO LIKE TO SING! 
Come to the “Auditions for 
Admissions” of the Marin Bar­ 
bershop Harmony Chorus 


San Rafael Elks’ Club - Carriage House 


C and Mission Streets 


Songs 
8 P*m- * Tuesda* * JanuafV l9 > 1971 
Fun 
Entertainment 
Refreshments 
Tryouts 
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ELEGANCE FOR YOUR KITCHEN! 
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Ben Franklin 
fireplace *25 off! 
w 


109 
8 8 
RIO. 134.95 


Solid cast-iron with 
brass ornaments. Cast 
iron grate extra. 24". 
30", reg. 184.95..169.88 
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M p t U 
A-y/sfo- 
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Save *20 on 
electric fireplace 
129 
8 8 


RIG. 149.95 


E le c tr ic f ir e p la c e 
hangs on wall. Deco­ 
rative ceram ic trim . 
Measures 63Vi x 36 


x 18". 


$20 ofi modern 
30" fireplace 
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RIG. 164.95 


Stylish conical 
shape blends with 
any decor. Burns 
logs, coal, charcoal; 
adapts for gas or 
electric logs. Grate is 
included. Colors. 
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ENJOY WHAT YOU 


Wards 16-ft. "Provence Court" kitchen 
styled in old world Spanish motif 


Cabinets of hardwood and birch veneer panels have 
durable walnut-tone finish accented with antiqued 
metal hardware. Revolving top and bottom corner 
cabinets allow easy access to shelf space. Incl. two- 
bowl sink, faucet, sprayer and countertop. 
NEED NOW - USE WARDS CHARG-ALL PLAN 


k« 


i i 


L\ 
V 


FREE ESTIM ATE CO UPO N 


MAIL TO NIARIST WARDS RETAIL STORE 


Please hove Wards kitchen planning expert call me 
to arrange for a free installation estimate. I under­ 
stand I am under no obligation to buy. 


N AM E_______________ 


all base and 
w all cabinets 


ADDRESS 


PHONE _ 


C IT Y ______ 
STATE 


Wards 30- 
gallon gas 
water 
heater 


I 
M — 
-7./, 
v.-t 
. -**p-1* 
REPAINT NOW AND SAVE! 


Save 3.55 gal.l) 
Latex interior 
flat enamel paint 
MgrUVf 
U j v . r 
T c > A O R n iM A a v 
v P T - 


TANK 
g u a r a n t ied 
T'/l FULL YEARS 


M o«tjo .n,,y W ard will 
fumiih g net. water healer 
f#H .1 die lank in thii 
healer Itaiti due re defer- 
live material, or workman- 
.hip wirhin 7 Vi yean of pur- 
ihaie when tned far .ingle 
or 2 family ratidanNal pur. 
potei. In.fallation free 
during fir.1 year, eifro 
thereafter. 


Our best gas 
w ater heater 
7 4 


i 


REG. 9 9 .9 5 


Autom atic flam e con­ 
trol reg u lates burner 
to meet your hot w ater 
needs. 
D elivers 4 3 .7 
g a l per houi at 100 
rise, 


4 0 - g a l. 


Reg. 1 0 9 .9 5 ........8 4 .8 8 
I*»# 
WARDS DELUXE GAS WALL 


REG. 5 9 .9 5 
Delivers up to 
30.2 gallons per 
hour at 100 rise. 
Has glass-lined 
t a n k . A . G . A . 
certified. 


In sta lla tio n a v a i l ­ 
able, extra. 


gal. 
REG. 10.99 GAL. 
Wards finest interior paint*. 
Dries to a flat finish that's scrub- 
bable. Odorless, dripless appli­ 
cation. Guaranteed one-coat 
coverage. Many colors. 


HEATERS 


b s k s s s s 
= = = = = = 1 
= = = = = = 


hr— -vl 


I t 


r 
3 


Vents through 
regular 4" vent 
s y s te m 
a p ­ 
p r o v e d b y 
lo c a l co d e s. 
G re a t for in­ 
sta I lotion 
in 
bedroom, rec­ 
reation 
room, 
o r g a r a g e . 
W ards will ar­ 
range low cost 
in s t a lla t io n 
(extra). 


COOLER CEILING 
AIR ENTERS HERE 
ZZ K***- m 
¿SÉ 


I 
I 
ti 


S e a le d 
com­ 
bustion cham- 
b e r 
v e n t s 
through 
the 
wall — no ex­ 
posed flame to 
rob ,room of 
oxygen! Great 
for installation 
in 
bedroom , 
r e c r e a t i o n 
room, or g a ­ 
ra g e . W ards 
w ill arra n g e 
installation 
(extra). 


This paint Is guaranteed 
t o c o v e r a n y c o l o r 
painted surface with one 
Coot when a p p lie d ac­ 
cording to la b e l direc­ 
tions * t a rate not to 
exceed 4 5 0 jq. ft. per 
gallon. If this point fails 
to cover a t stated here, 
bring the la b e l of this 
point 
to yo u r nearest 
W o r d s branch and wo 
will furnish enough paint 
to insure cove rage , or, 
ot yo u r option, will re­ 
fund the com plete pur­ 
chase price. 


J * Faint is guaranteed 
to c o v e r 
a n y 
c o l o r 
painted surface with one 
coat when a pp lie d ac­ 
cording to label direc­ 
tions ot a rote not to e x ­ 
ceed 45-0 l Q ft. p er gat. 
Ion-. If this pomt fails to 
cover a s stated 
here, 
bring the label a t th.s 
point to your nearest 
W a rd s branch and we 
will f.rnish enough p a .it 
to insure coverage, or 
ot y a w option, will re ­ 
fund the com plete pur. 
chase price. 


- X 
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$ 10 off deluxe 
w a ll furnace 
12988 


REG. 1 3 9 . 9 5 


3 5 ,0 0 0 BTU u n it w ith 
built-in 
blow er 
equal 
i 2 e s 
flo o r 
to 
c e ilin g 
te m p e ra tu re s . 
1 0 0 % 
sa fe ty pilot, Enam eled 
fin ish . 


5 0 , 0 0 0 -BTU, 


Reg. 169 95 
1 4 9 . 8 8 


$ 16 off counter 
flow furnace 
158 
r 


C o m p a c t 
3 5 ,0 0 0 -BTU 
unit can be recessed Of 
su ifa ce mounted. Remote 
w a ll -mounter! th e.rm ostat, 
1 0 0 % safety p ilot. 
I 
' 
i 
5 0 ,0 0 0 - B T U . 


Reg 1 9 9 .9 5 ........ 1 8 4 .8 8 


| 2.55 off gal.! 


Dripless 
interior latex 
5 
44 
gal. 
REG. 7.99 GAL. 
Easy way to beautiful 
walls. Fast drying. 
Soap and water clean 
up. 20 modern colors. 


Special! 9-in. 
roller kit 
2 


22 


SPECIAL BUY 


Inc I. r ot t er tra y , 
sturdy ro lle r, drip, 
less 9* cover, wood 
extension handle. 


Save *51! Vi-HP piston* 
type a ir compressor 


^ 
— 
*> n r t u 
- * 
2.0 CFM at 40 PSI; max- 
imum 100 PSI, 12-gal. 
tank; easily converts *a 
stationary mount. 


REG. $ 1 3 9 


*2 off W ards "Antique1 
or "woodtone" kits 


Pun, rewording! Just 3 easy 
steps; glaze, base coat, finish 
coat. Brings furniture to life! 


2 3 m V p r m V n t-3 n u r tia l. 
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WIRE NEWS BRIEFS 
From Everywhere 


Wallace^Swom-ln 
Muskie Alters View 


v * r* * 
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MONTGOMERY, Ala. (UPI) 
- George C. Wallace was sworn 
in 
for 
a 
second 
term 
as 
Alabama governor Monday and 
indicated 
he 
might 
make 
another third party try for the 
presidency next year. 
“I am young enough to be an 
active governor,” Wallace, 51, 
said in his inaugural address. 
Then, turning to the national 
news media, he said: “Let me 
say 
that 
if 
it 
becomes 
necessary. I will be active 
again” on the national level. 
The general them e of his 
speech was ‘‘People Power,” 
which 
he 
defined 
as 
“the 
s t r o n g voice and political 
action of the people expressed 
within the law.” 


Tate Jury Lingers 


LOS ANGELES (UPI) -T he 
.Tate-LaBianca , murder 
trial 
jury has given signs it is going 
to take its own good time in 
reaching a verdict on the guilt 
or innocence of Charles Manson 
and three young women code­ 
fendants. 
The jurors surprised obser­ 
vers at 
the seven-month-old 
trial Monday by asking Judge 
Charles H. Older to perm it 
them to visit the scenes of the 
seven slayings. 
Older turned them down. He 
gave no reason but attorneys 
for both state and prosecution 
agreed it would complicate pro­ 
ceedings to have the jury now 
visit the homes unless the en­ 
tire case were to be reopened. 


Calley Trial Delay 
FT. BENNING, Ga. (U P I)- 
The court-martial of Lt. Wil­ 
liam L. Calley Jr. was in a one- 
month recess today to give the 
government 
time 
to 
prove 
Calley was sane during the 
alleged My Lai massacre. 
This new burden of proof was 
put on the prosecution Monday 
when a psychiatrist called by 
the defense said Calley was 
under a compulsion during the 
sweep of the hamlet to obey an 
order to kill everything there. 
The psychiatrist, Dr. Albert 
A. La Verne of New York, said 
Calley did not have the ability 
to disobey or to challenge the 
legality or illegality 
of the 
order from Capt. E rnest L. 
Medina, his company comman­ 
der. 


Astronaut Suit 


TITUSVILLE, Fla. (U P I )- 
The widow of astronaut Virgil 
I. “Gus” Grissom, charging 
gross negligence and fraud, 
filed $10 million damage suits 
Monday against the builders of 
the space capsule in which her 
husband and two other astro­ 
nauts died. 
Mrs. Betty Grissom charged 
that North American Rockwell 
Corp. and three allied firms 
which built the Apollo com­ 
mand capsule “knew that the 
capsule was not safe and not 
effective as a space capsule” 
but withheld the inform ation 
from the National Aeronautics 
and 
Space 
A dm inistration 
(NASA) 
The capsule was swept by 
fire during a launch pad test 
Jan. 27, 1967, killing Grissom, 
Edw ard 
White 
and 
Roger 
Chaffee. 
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Special!! 
)irty Rugs?| 


Save on Rug Cleaning 


% 
25 
DISCO U NT 
On Cash & Carry I 
A lto, save an w a ll-to -w a ll 1 
BLITK RUG 
CLEANERS 


461 -5160 or 924-2900] 


97S M a tta lia Ave., Larksper 


WASHINGTON (UPI) -S en . 
Edm und S. Muskie after a 
two-week, four-country tour 
of Europe and the Middle 
E ast, said M onday he was 
now having second thought 
about unilateral w ithdraw al 
from V ietnam . 
The senator, an unannounced 
candidate for the Democratic 
presidential nomination, told a 
news conference the withdrawal 
issue was tied to the 
new 
eastw ard-looking policy of 
W est G erm any, a E uropean 
security conference and the 
Berlin talks. 


Hard Line Seen 


LONDON (UPI) — The 
K rem lin is setting the stage 
for “ de-K rushchevization,” 
with a form al retu rn to a 
hardline strateg y in the pol­ 
itical, ideological and econ­ 
omic spheres, Com m unist 
diplom atic sources said to­ 
day. 
The 
coming 
24th 
party 
congress 
in 
Moscow 
is 
to 
determine 
the new 
hardline 
which, according to the infor­ 
mants, will amount to a partial 
“re-Stalinization” of Soviet life 
with corresponding pressures 
within 
the 
Moscow-led 
Red 
bloc. 


Hickel Avoids 
Ex-Boss Attack 


WASHINGTON (UPI) -W al­ 
ter J. 
Hickel, dumped two 
months ago as interior secreta­ 
ry, was back in town Monday 
advising President Nixon to 
have the “guts” to set poli­ 
cies that would benefit the 
American people — and not 
just the Republican Party. 


“We’ve got to quit running 
for the next election,” Hickel 
said 
without 
mentioning 
Nixon by name. Nor did he 
confirm reports the Presi­ 
dent fired him because of 
pressure 
from 
industries 
unhappy with H i c k e 1 ’ s 
tough 
cam paign 
against 
pollution. 


“Make those decisions for the 
next generation, that require a 
little bit of guts, that may be 
controversial at the moment,” 
Hickel said in general advice to 
government officials. “If you 
just make decisions for the 


next e l e c t i o n , it’s so 
damned phony.” 
Despite the blunt suggestions, 
Hickel 
carefully 
avoided 
a 
direct attack on Nixon, who 
sacked him Nov. 25 after 22 
months in office. 
But 
the 
former 
Alaska 
governor declined to say in 
advance that he would support 
Nixon for re-election, or even If 
he would support the Republi­ 
can ticket next year. 
Hickel 
called 
himself .an 
“American 
Republican” 
and 
not just a “Nixon Republican.” 
He evaded a question as to 
whether he would support 
Nixon against Sen. Edmund S. 
Muskie, D-Maine should Muskie 
be the Democratic candidate. 
The millionaire former cabi­ 
net officer flew in from Alaska 
to 
meet with 
a 
group 
of 
reporters 
he 
invited 
to 
a 
luncheon at the swank Water­ 
gate Hotel. 


WATCH JET RAIDS — Cambodian troops 
watch as a Phantom jet bombs Communist 
strongholds during a battle to recapture the 


vital Highway 4. The action came yesterday 
as the U.S. stepped up support. 


(UPI Radiophoto) 


Threats Of More Labor 
Strife Loom In Poland 


Flood Fears, Tuna Boats Action 


BigClean-Up Brings Punishment 


Plane, Train Deaths 
|n O r e Q O n 


ZURICH (UPI)—With dense 
fog cutting visibility, an airliner 
crashed at 
Zurich 
airport 
killing 
47 
persons 
Monday. 
Three hours later a commuter 
train collision took four lives. 
Fifteen were injured in the 
train wreck, seven seriously. 
The Bulgarian Balkan Air­ 
lines 
plane, 
a 
Soviet-made 
Ilyushin 18 with 29 persons 
aboard, flipped over and burned 
when the pilot attem pted a 
blind landing at 4:50 p.m. 
The only survivors were the 
pilot and an Israeli boy. 


End Of Papal Guard 


VATICAN CITY (U PI)-T he 
Pope’s police force patroled the 
Vatican for the last time today. 
The 140-man papal gendarme­ 
rie, formed more 
than 
100 
years ago, spent its last day on 
duty before giving way to a 
sm aller, m ore m odern plain­ 
clothes security force. 
The change is the latest in a 
series of moves by Pope Paul 
VI to strip the Vatican of all 
vestiges of its onetime tempor­ 
al 
power 
in 
Rome 
and 
emphasize the spiritual nature 
of the Roman Catholic See. 


Postal Strike Seen 


LONDON (UPI)—The govern­ 
m ent called in m anagem ent- 
labor negotiators today in a 
move 
to 
av e rt 
the 
first 
nationwide postal and telephone 
strike 
in 
British 
history. 
Private postal service ranging 
from pigeons to 
housewives 
were readied to fill the gap. 
Government and union offi­ 
cials said all indications were 
that the walkout by 230,000 Post 
Office and telecommunications 
w o r k e r s would sta rt as- 
planned. 
E m ploym ent 
S e c re ta ry 
Robert Carr invited leaders of 
both sides to meet with him 
late this afternoon. 


Death-Defying Act 
Fails Buried Man 
MANAGUA, Nicaragua (UPI) 
—Ruben Tiberio, 23, who was 
buried alive daily as the star 
attraction of a county fair, was 
crushed to death Monday when 
his 
glass 
coffin 
collapsed 
beneath weight of earth piled 
on him. 
Police said fairgoers paid 15 
cents to look at him in the 
coffin eight feet underground. 
The incident occurred at El 
Sauce 
80 
miles 
west 
of 
Managua. 


By U. P. INTERNATIONAL 


A flood threat in the Pacific 
Northwest and heavy snow in 
the 
Gary, 
Ind., area 
were 
major exceptions to otherwise 
fair weather today. 
Gale warnings were displayed 
along the Washington coast due 
to 
heavy -seas 
and 
strong 
southerly 
winds, 
and 
rains 
continued to pelt the coastal 
regions 
of 
Washington 
and 
Oregon. However, the National 
Weather Service said the rain 
was expected to diminish today. 


Small areas of snow flurries 
dotted the Great Lakes region, 
with some heavy snow in the 
Indiana snow belt region. Gary 
reported at least a foot of snow 
early today within a period of 
two hours. Valparaiso, Ind., and 
Crown Point, Ind., both nearby, 
reported five inches of snow, 
while Chesterton had six inches. 


LaPorte, 
Ind., 
had 
three 
inches of snow on the ground. 
Nearby Chicago suburbs report­ 
ed only snow flurries, with at 
most 
about 
two 
inches 
of 
accumulation. Two women were 
seriously injured near Gary 
when their car rammed into the 
side of a freight train during 
the snowstorm. 


In 
the 
Pacific Northwest, 
warm er temperatures and the 
promise of more rain posed a 
flood 
threat 
today. 
Three 


WASHINGTON (UPI) -T h e 
United States has suspended all 
military sales to Ecuador in 
retaliation for the seizure of 
American fishing boats, and 
says it may take further action 
including suspension of econom­ 
ic aid. 


The American action was 
another escalation in a long 
smouldering 
fishing 
dispute 
between Ecuador, which claims 
its territorial waters extend 200 
miles offshore, and the United 
States, 
which 
recognizes 
only a 12-mile lim it. 


Ecuadorian 
gunboats 
have 
seized nine U.S. boats so far 
and have levied high fines 
against them on charges of 


poaching. Five of the boats 
were seized Monday. 
Three boats were released 
after paying a total of $133,500 
in fines, and six were still held. 
Another 20 boats were in the 
area 
where 
the 
nine 
were 
seized. 
Secretary of State William P. 
Rogers summoned Ecuadorian 
ambassador Carlos 
Mantilla- 
Ortega to the State Department 
Monday afternoon to inform 
him of the action. A spokesman 
said Rogers told the ambassa­ 
dor that “other legal provisions 
relating to such seizures are 
being review ed urgently and 
that further action by 
this 
government 
under 
pertinent 
laws could not be excluded.” 


Talks In Delicate Stage 
As Podgorny Quits Egypt 


Soviet President Nikolai V. 
Podgorny left Cairo for home 
today after a six-day visit to 
Egypt during which he prom­ 
ised 
military 
support 
but 
emphasized the hope for a 
peaceful solution to the Middle 
East problem. 
Egyptian 
political 
sources 
said Podgorny and Egyptian 
President Anwar Sadat agreed 
to 
concentrate 
their 
joint 
efforts on helping U.N. negotia­ 
tor Gunnar V. Jarring work out 
a peaceful settlement. But they 
southw estern Oregon rivers 
ajgQ agreed Egypt should not 
the Rogue, U vpqua and Co- 
]0wer its military guard. 
quille—overflowed their banks 
Monday. 
Near 
Grants 
Pass, 
Ore., 
water was 12 to 18 inches deep 
in a dozen homes. 
In the 
Oregon counties of Tillamook 
and Clatsop, damage from high 
water and winds during last 
week’s storm was estimated at 
more than $1 million. 


A num ber of flood-fighting 
teams were poised for duty in 
southw estern Oregon today. 
Cayuse Pass, in nearby Wash­ 
ington, remained closed be­ 
cause of slides. However, ail 
other major mountain passes— 
with the exception of Chinook— 
were open. 


Fair weather dominated most 
of the rest of the nation, with 
very cold temperatures continu­ 
ing in much of the North and 
Northeast. 


Americans spent about $105 
billion 
for 
food 
and 
non­ 
alcoholic beverages in 1969, up 
from $70 billion a decade ago 
and from $46 billion in 1950. 


Podgorny said at a dinner 
for Sadat M onday night “ If 
w ithdraw al of Israeli forces 
from all occupied A rab te r­ 
ritories is achieved by a 
political m eans it will be a 
victory for the A rab peo­ 
p les.” 
U.N. Secretary-General Thant 
told a news conference in New 
York Monday he and Jarrin g 
were 
“cautiously 
optimistic” 
about the indirect negotiations 
between 
Egypt, 
Israel, 
and 
Jordan. He said the talks were 
at a “very delicate stage.” 
The semiofficial Cairo news­ 


paper A1 Ahram also said the 
talks w ere at a c r u c i a l 
stag e now th at Ja rrin g has 
received 
w ritten 
position 
statem ents from Israel and 
Egypt. 


Anti-Litter 
Legislation 


SACRAMENTO (U PI)-A nti- 
litter legislation placing a five- 
cent tax on beer or soft drink 
containers was introduced Mon­ 
day in both the Senate and 
Assembly. 
Assemblywoman 
M arch 
Fong, D-Oakland, submitted a 
measure imposing the tax on 
beer or soft drinks sold in 
California after April 1, 1972, if 
the container is not biodegrada­ 
ble. 
Sen. John A. Nejedly, R- 
Walnut Creek, introduced 
a 
similar bill to impose a 5-cent 
tax on beverage bottles not 
manufactured from biodegrada­ 
ble materials. 
Nearly the same legislation 
was defeated in past sessions. 


Hometown NEWS 
on 
KTIM 


FAIRFAX............ . Gale Schneider 
NOVATO.............Betty Machado 
MILL VALLEY.......Virginia Spalding 


9 - 9:30 M o rn in gs 


Monday - Tuesday - Wednesday 


1510 A M 
100.9 FM 


REBUILT TRANSMISSION 


Do Not Pay Any More 


Installed 
Prices 


Chevrolet (Powerglide) 
$175°° 


Ford...............................*185°° 


Chrysler......................... *190°° 


Other G.M. Products............. *245°° 


These are just some of the models we rebuild . . . other 
prices g la d ly quoted by telephone. The jbov 
prices 
are maximum. D O N O T PAY M ORE. W e are the oldest 
and largest transmission rebuilders in M arin County. 
All our transmission work is guaranteed 1 year or 12,000 
miles throughout the U.S./Canada. 


Sihanouk's 
Plush Chalet 
Is Captured 


PHNOM PEN H (UPI) — 
C am bodian 
h ead q u arters 
said today its forces cap­ 
tured 
P rince 
Sihanouk’s 
sum m er palace overlooking 
strateg ic P ich Nil P ass on 
Highw ay 4. But strong Com­ 
m unist units w ere reported 
attacking 
outnum bered 
C am bodian 
troops 
else­ 
w here on the lifeline road. 
U.S. jet fighter-bombers and 
helicopter gunships assisted the 
Allied 
drive 
to 
recapture 
Highway 4, which American 
military sources said was not 
progressing as well as had been 
hoped. 
A Phnom 
Penh an­ 
nouncement said Premier Lon 
Nol would go to S a i g o n 
W ednesday to seek m ore 
A m erican and South V iet­ 
nam ese m ilitary help. 
Cam bodian h eadquarters 
gave no details on the re­ 
capture of Sihanouk’s sum ­ 
m er palace — a m ountain 
chalet he used as a re tre a t 
from the heat of P h n o m 
Penh before he w as ousted 


WARAW (UPI) - Streetcar 
drivers in Gdansk stopped work 
today to present demands for 
pay increases at a m eeting, 
well-informed sources reported 
from the seaport. 
The sources said streetcars 
were not running while the 
meeting was in progress and 
buses were overcrowded with 
workers going to their jobs. The 
drivers returned to work after 
the meeting. 
, In Warsaw, senior officials of 


E ars 
of 
katydids 
and 
crickets are located on the 
forelegs. 


the Gdansk 
shipyards were 
having talks at the Ministry of 
Heavy industry, apparently to 
report on the situation in the 
Lenin shipyard. 
An official of the ministry for 
heavy industry said the director 
of the Gdansk shipyard would 
meet the m inister today for 
routine talks. 
Workers demands were dra­ 
matized Monday in a stormy 
meeting between workers and 
m anagem ent in the 
Lenin 
shipyard of Gdansk, the former 
Germ an seaport w here riots 
erupted before Christmas when 
food prices were increased. 


THE 
INDEPENDENT LEARNING 
SCHOOL 


C ordially invites you to attend an open house at 15 Ross 
Valley Drive, San Rafael on W ednesday, January 20th, 
7:30 p.m. to participate in a discussion of the school 
and to meet our staff and the parents of the students. 


ILS 
IS 
A 
PRO G RESSIVE 
ELEM ENTARY 
SC H O O L 
FOR 
IN D IV ID U A LIZ E D LE A R N IN G . W E ARE M O V IN G TO A 
N E W A N D LARGER FACILITY A N D ARE N O W T A K IN G 
A P P LIC A T IO N S FOR N E W ST U D EN TS FRO M 4 YEARS 
9 M O N T H S TO A G E 12. Tuition is $100 per month. If 
you and your child don't like our school, you may cancel 
the enrollment and receive a refund of the last month's 
tuition. A limited number of scholarships based on need 
are available. 
FOR INFORMATION CALL 479-2093 


See one of these Marin County 
State Farm agents today 


CHARLES ROBERTSON 


SA N RAFAEL 
456-5066 


CHET LEE 
SA N A N SELM O 
892-9261 
456-3285 


D EN N IS TATI 
M ILL VALLEY 
388-5254 


JERRY IV A N S 
N O VATO 
892-5335 


JIM O O U G AN 
S A N RAT A l l 
456-5066 


JIM KEENAN 
TSRRA LIN DA 
479-6686 


YOUR BUSINESS INSURANCE 
SHOULD INCLUDE: 


e Protection against liability lawsuits (up to $ 1,000,000) 
e Protection against such perils as fire, theft, vandalism 
(including riot), and more 
e Comprehensive protection for your business and 
personal property 
• Fast, personalized service at the lowest possible 
cost. 


IT A T I »A R M 


IN S U R A N C Ee 


NORTMOAT1 
479-8086 


453-6815 


CHUCK DALTON 
C O RTI M ADERA 
924-0241 


DICK CARTER, MOR. 
N O VATO 
897-5507 


DENNIS MC MICHAH 
CORTE MADERA 
924-5535 
456-7545 


BR U C I SM ITH 
N O RTM G ATI 
456-3369 
479-6685 


WALT SANDY, MGR. 


SA N A N SELM O 
454-0912 


H A N K M IN ER 
CO RTI M A O IR A 
924-1766 


» R IO RUAT 
SA N AN SELM O 
456-5093 


Listen to the Earl N ightingale Show on radio station KTIM 


M onday *hru Friday at 8:25 A.M. and 5.25 P.M - Sponsored by State Farm Insurance 


STATE FARM FIRE AND CASUALTY COMPANY Home Office: Bloomington, Illinois 


Stoto Form it «11 you nood «• know obout intoronco. 


S8 Jnbfpftibrnl-Jim niai,___________Tuesday, January 19, 1971 


/1 A O N T G O A /Y E R 
4 DAYS ONLY! 
SALE ENDS SATURDAY 


JUST SAY "CHARGE IT" AT WARDS 


quantities limited 


* 0> 


SAVE NOW! 
WARDS AUTO 
SERVICE 
SPECIALS! 


RIVERSIDE® TIRE 
PRICES START 
AS LOW AS 
• 
• 


X-l-T 


Q U A U T Y # ETREa d 


FREE Riverside 
tire 
mounting and rotation 


X-L-T 6.50*13 tubeless 


black wall tire plus 34* F.E.T. each 
and trade-in off your car. 


‘ •so i* T it J 
■LK PIUS 34< 


l * l T- U C M 
AN0 TRADE-IN* 


1st 0FF!|FR0NT 
WHEEL BEARING 
INSPECTION & PACK 


|C 
PER WHEEL 


REG. $2 


R e t r e a d e d t o hig h e s t 
t * " 
dor* on sound V !i<m' 
cord bodies 


Whitewall, $2 
m ° r* each. 


33V3% OFF! 
GLASBELT 


2+ 2 CONSTRUCTION 4 TBlS. 
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l 
Y 
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’ 7 
LOW 
1 M 
ANO tra d e -in 


M 
2 plies of nylon plus 2 fi­ 
berglass bells for extra 
mileage. Lifetime quality, 
road-haiard guarantee. 
•Otad.*— * fcriH .U ttN m w e» ta* 


2 5 % OFF» 
Glasbelt WTO 
2+2 WIDE TRACK OVA 
o7o-i* ms. 
■ 
^ 
m 
W H IT E P L U S * . » • 
w 
O 
1 A 
f .E.T . E A C H 
I 
A N D t r a d e - i n 


Belted polyester cord body 
means extra mileage, com- 


i™ t safety. Lifetime qual- 
’ ^'rood-haxardguar^tee. 


& 


SAVE $ 5 !lSAFETY 
TIRE IN SPECTIO N 
AND ROTATION 


ALL 4 
TIRES 


REG. $11 


We check tires for con- 
d ition and uneven 
tread. Check balance, 
inflation and 
rotate 
all 4 wheels. 
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w a rd s r iv e r s id e p a ss en g er 


tir e g u a r a n tee 


Montgomery Word guoronteel Riverside 
car tires (to the original purchaser) ogamst I■) detects 
in material and workmonship and (2) road haxorbi 
as follows: 
If the tire foil* due to such defects, Montgomery 
W ord will replace the tire FREE during the first 
20'%' of original tread M e, and far o prorated 
charge based on tread wear received during the 
remainder of the tread Ufe.lf the tire fails due to 
road hoiordi (excluding repairable punctures) 
during the original tread life, Montgomery W a,“ 
will replace the tire far a prorated charge bored 
on tread wear received. 


Prorated charge is bo sed on the regular ex­ 
change price in effect at the retail store to which 
returned or the current caito log price in effect at 
the store or «genCf to which refufoed,. if» eil'iie#1 
cane including F.E.T. Original tread Me is la the 
top of the tread weor indicator. 


For service under this guarantee return tire with 
evidence of dote of purchase to any Montgomery 
W ard bronch. 
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m oney m aker tru ck tire 


• For vans, campers, trailers 
• Dependable nylon cord body 
• Deep sides for extra traction 


ST0P ,N T°t>AY ano deal 


First Time a t R e d u c e d P ric e ! 
25% OFF! 
WTO/RADIAL 
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------- 
t u b e-t y p e 
1 BLACKWALL 
SIZES 


regular! 
PRICE 
EACH 


SALE ! 
PRICE 
EACH 


PIUS 1 
F.E.T. 
EACH 
---------------1 
6.70-15 
$37 
27.75 1 2.40 


7.00-15 
$43 
32.2S 
2.85 


6.50-16 
$38 
28.50 
2.61 
, 
rtrt 1 
7.00-16 
$ 4 3 
3 2 .2 5 


6-Ply Rating 


7.35-14 TRIS. 
AS 
M 2 7 BLK. PLUS 2.46 
LOW 
e.e.t. EACH 
A S 
AND TRADE-IN 


Our finest tire! 4 rayon 
b e lt s , 2 r a d ia l p lie s of 
rayon teaming up to give 
maximum mileage, traction 
and durability! Lifetime 
q u a lity , ro a d -h a za rd g u ar­ 
antee. 
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STOP IN AND SEE 
WARDS COMPLETE TIRE LINE 


BUY WARDS LIFETIME QUALITY AUTOMOTIVE ACCESSORIES NOW AND SAVE! 


RIVERSIDE® SUPREME MUFFLER 
REGULARLY 13.99 . . . SAVE ‘5! 


WARDS RIVERSIDE* 
SUPREME BATTERY 
LIFETIME FREE 
REPLACEMENT GUARANTEE 


For a* long at you own the cor in 
which m ito lled, M ontgomery W ard 
will furnith a free rep lacem en t for 
any tiv e tn d e Suprem e B a tte ry which 
fail* to occept and hold o charge 
Id u rn b atte ry with evid e n ce of pur. 
chote 
to 
ony 
M ontgom ery 
W a rd 
branch Thu guorontee d o e i not opp ly 
to b a tie n e t inttoiled m com m ercial 
veh.de» 
INSTALLED 
FRIE 
■ 
SAVE $5! 
LIFETIME GUARANTEE 
Plenty of reserve 
power for high-drain 
extras and cold morn­ 
ing starts. For most 
U.S. cars. 


80 


12-V., EXCH. 
REG. 33.80 
OPEN MON 


OAKLAND 
i. 14th 6 26th Ave. 
Phone S33-1 300 


RICHMOND 
Macdonald at Freeway 
Phaaa 233-9220 


SAN LEANDRO 
3000 A lvarad o St. 
Phona 3 57 -7000 
(H ut itcet c it eft frcperir, cpfirei) 


LIFETIME 
SUPREME SHOCK 
GUARANTEE 


For at long at you own the 
car on which your Riverside 
Supreme thock absorben 
have been installed, and 
provided they remain on 
that car, if a shock fails 
for any reason, return It 
to any Wards branch and 
we will replace It free. 
If Wards originally in­ 
stalled the shack absorber, 
we wilt install the replace­ 
ment free. This guarantee 
does not apply to shock 
absorbers insta Hod on 
commercial vehicles or to 
shock absorbers damaged 
in an auto accident. 


SAVE $3 PR.! SUPREME SHOCKS 
WITH THE LIFETIME GUARANTEE! 
Replace with Supre me 
. . . never buy another 
| 
9 O 
pair of shocks as long 
I 
P R . 
as you own your car! 
REG. 19.98 


INSTALLATION AVAILABLE (EXTRA) 


Guaranteed for as long as 
you own your car. Made of 
the best double-wrapped 
steel; zinc-galvanized to re­ 
duce rust. Sealed seams pro­ 
vide safer exit of exhaust 
fumes. 13.99 Supreme muf­ 
fler for 1960-63 Fords and 
1954-64 Chevrolets. 


10% OFF ALL OTHER 
MUFFLERS IN STOCK 
11 TO 5 


SAN JOSE 
160 So. 1 St. St. 
Phono 292-6426 


ANTIOCH 
2 S S 4 Somers villa Rood 
Phono 7S4-1100 
M a il item m eat atpmi n f tsrntait 
IN ADDITION TO THE RETAIL STORES SHOWN ABOVE, WARDS HAS CATALOG STORES IN THE LOCATIONS LISTED BELOW 


USE YOUR 
CHASG-ALL 
HERE TOO! 


MILL VALLEY 
SAN FRANCISCO 
SAN FRANCISCO 
LIVERMORE 
MARTINEZ 
WALNUT CREEK 
VALLEJO 
LOS GATOS 
SUNNYVALE 
BURLINGAME 
1 0 1 • 
1429 
W ashington St. 
Burlingam e Ave. 
Pho n e24S-8B B4 
Phone 347-14«1 


REDWOOD CITY 
PALO ALIO 
3 7 M illar St. 
26R7 Mission St. 
1931 Irving St. 
206 So. J St. 
630 M ain St. 
1370 Lecwst St. 
616 M orin St. 
420 N. Santa Crwt 
2317 Broadw ay 
S30 Emerson 
Phone 3B3-02S2 
Phone S26-S739 
Phone 7 31-1220 
Phone 447-0410 
Phone 22R-7997 
Phene 939-2S72 
Phone 644-7741 
Phone 354-7552 
Phone 365-1430 
Phene 322-3461 
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S H R I N E R — Alan G. 
Metzger 
of 
Greenbrae 
has been installed as 56th 
president of the Marin 
Shrine Club. Other offi­ 
cers are Charles L. White 
of 
Fairfax, 
first vice 
president; Robert D. Dol­ 
man of Corte Madera, se­ 
cond 
vice 
president; 
Larry E. Jett of Green­ 
brae, 
secretary-treasur- 
er; and Oscar A. Deen of 
San Rafael, executive of­ 
ficer. 


Independent 


School Gets 


New Site 


San Rafael’s Independent 
Learning School is moving 
to larger quarters at the 
very time that the company 
w h i c h gave it birth goes 
bankrupt. 
The Independent Learning 
School was a "spinoff” of 
Independent Learning Sys­ 
tems Corp. of San Rafael, 
which was 
organized 
to 
produce individualized in­ 
struction courses, primarily 
for colleges and universi­ 
ties. 
Independent 
Learning 
Systems Corp. has filed a 
petition in bankruptcy — 
largely because a promised 
million-dollar subsidy failed 
to materialize, according to 
Thomas I. Justice, director 
of the school. 
Its 
“spinoff,” 
however, 
has proved so successful 
that it will move about Feb. 
1 from Faith L u t h e r a n 
Church on Los Ranchitos 
Road to larger quarters at 
the First Methodist Church, 
15 Ross V a l l e y Drive. A 
meeting for parents of pros­ 
pective pupils has been set 
for 7 p.m. tomorrow at the 
new location. 
The school opened last 
September with 13 children 
enrolled. Its approach is 
based on the b e l i e f that 
children will learn faster 
when given individual as­ 
signments and allowed to 
move around as they com­ 
plete them than when held 
in a typical environment. 
Each child has a “contract” 
which specifies what work 
he is to complete each day. 
When he completes it, he is 
free to do what he wants — 
paint, sing, talk, model with 
clay, listen to music, etc. 
The 
philosophy of the 
school is expressed in a 
quotation from George B. 
Leonard’s “Education and 
Ecstasy” which appears on 
the cover of its promotional 
brochure: 
“Every child, every per­ 
son can delight in learning. 
A new education is already 
here, thrusting up in spite 
of every barrier we have 
been able to build. Why not 
let it happen?” 


Marmite Is 
Speech Winner 


Robert Fracchia, 16-year-old 
Terra Linda High School ju­ 
nior, won first place Sunday in 
the American Legion district 
oratorial contest which was 
held in the Healdsburg High 
School auditorium. 
Fracchia, who last week 
was judged the winner of 
the Marin County competi­ 
tion over six other students, 
will compete in an area 
contest Feb. 14 in Benicia. 
Fracchia, the son of Mr. 
and Mrs. John Fracchia of 
309 Holly Drive, Terra Lin­ 
da, hopes to attend Stanford 
University and later law 
school. 


First Budget Talks 
Are Due Tomorrow 
The Fairfax School District 
board will hold its first discus­ 
sion of the 1971-72 budget at 
7:45 p.m. today at the district 
office, 58 Park Road. 
Also to be discussed is a 
r e p o r t that the county 
schools office will be unable 
to open a child care center 
in the district. 


The Friend Ship. 
United announces not just 
another jumbo jet to Chicago. 


Æ . 
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ÜI! 
Uli 


Inflight service—that’s the big challenge in making the giant 747 a nice 
place to fly. Our 747 stewardesses go through weeks and months of train­ 
ing aimed at making sure United’s 747 is really something special. And 
these eight gracious young ladies are only part of your crew, so read on. 


a 
» 
* 
* 
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Our stewardesses are trained to handle the special 
kitchens on United’s 747... located downstairs to keep 
kitchen odors and clatter out of your living room. Inci­ 
dentally, the extra cabin space became extra leg-room 
for every Coach passenger. 


Even the best-trained talent needs direction. Every United 747 cabin 
team is led by a Stewardess Supervisor. And a pair of First Stewardesses 
act as quarterbacks, making sure everything reaches you on the dot. 
There’s nothing quite like it on any other 747. 


HAWAII: 
(9:15 AM and 6:20 PM) as low as 
S 176.54 round-trip Economy 


NEW YORK: 
(8:30 AM) as low as 
$308 round-trip Coach 


CHICAGO: 
(7:20 AM) as low as 
$232 round-trip Economy 


If you have a special request about tickets 
or reservations, there’s a United Customer 
Representative aboard to serve you. He’s 
also on hand in the baggage claim area 
after every landing to ensure your smooth, 
swift getaway. That’s how we 
give you extra care—on every 
United 747. The Friend 
Ship. From the people 
who brought you the 
friendly skies. 


Call your Travel Agent, or United at 388-3774. 


The friendly skies. 


When you're friendly you do things for people. 
United. 


The Friend Ship.Uniteds 747to Hawaii, Newark, and Chicago 


«United Air Um s, Inc. 1971 


4 infapftihrnt-iouraal. 
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Chrysler, UAW Reach 
Tentative Pact Agreement 


DETROIT (UPI) — Chrysler agreement today on parts o' a 
Corp. and the United Auto new three-year contract cover- 
Workers reached tentative ing workers in the United 


Possible Guard Use 
To Patrol New York 


• NEW YORK (UPI)—New 
York City policemen refused to 
end their wildcat strike today 
amid indications that National 
Guard troops might be ordered 
in to protect the city. 
The policemen defied their 
union leaders and a state 
S u p r e m e Court justice by 
refusing to work anything but 
emergency assignments. A spot 
check of key precincts showed 
that only a few men reported 
for work on the 8 a.m. shift and 
“only a trickle” appeared for 
the midnight shift. 
The rank-and-file of the 
27,400-member Patrolmen's Be­ 
nevolent Association 
(PBA), 
rallying behind their slogan of 
“no parity', no work,” ignored a 
plea from their president, 
Edward Kiernan to return to 
work. 
However, the city’s Transit 
patrolmen, who protect the 
city’s subway system and had 
been conducting sympathy stop­ 
pages, today agreed to return 
to work immediately. 
Additionally, there were re­ 
ports 
of 
some 
patrolmen 
returning to work in the city’s 
outlying districts, 
In Manhattan, hundreds of 
patrolmen arrived at the New 
Yorker Hotel to vote on 


Board Of 
Education 


Eyes Budget 


The Marin County Board 
of Education last night con­ 
sidered preliminary figures 
for half the county schools 
office fiscal 1971-72 budget. 
According to Robert E. 
Spain, director of adminis­ 
trative services, the figures 
were studied in preparation 
for budget hearings sched­ 
uled for later this year. 
Spain said program ex­ 
penditures under the section 
dealing with direct services 
and program coordination 
offered by the county are 
proposed to remain about 
the same as this year. 
Direct 
services include 
health, 
audio-visual 
and 
psychological services of­ 
fered by the county. 
He explained that next 
year’s projected total for di­ 
rect services totals about 
$404,000 — a drop of $7,000 
from this year’s budget al­ 
location. 
Spain said the drop in to­ 
tal will not affect programs 
since the loss is primarily 
in interest revenues no lon­ 
ger being received. About 
$330,000 is projected for sa­ 
laries, he said. 
Other budget sections stu­ 
died 
showed 
increases 
w ^;'.h Spain said can be at­ 
tributed primarily to salary 
step increments and two 
new positions created by 
formation of the personnel 
commission. 
In 
the 
section dealing 
with o p e r a t i o n of the 
schools 
office 
including 
c o s t s of the board of 
education personnel com­ 
mission and committee on 
school district organization, 
Spain said an increase of 
about $55,000 has been fore­ 
cast. This year’s total was 
about $495,000, he said. 


Hunt Continues 
For Woman 


A search for a missing 73- 
year old Ross woman, last 
seen Thursday walking a 
small German shepherd dog 
on Lagunitas Road, contin­ 
ued today. 
Still missing was Evelyn 
H. Jones of 22 Bridge Road. 
Police Chief John F. Har­ 
ris said Phoenix Lake was 
dragged yesterday but no 
body was found. The sher­ 
iff’s mounted posse , assist­ 
ed by the T a m a r i n 5- 
Watters, a group of citizens 
band radio operators, con­ 
tinued the search today. 


whether 
to 
continued 
the 
wildcat strike. 
One PBA spokesman said 
“everybody wants to go back— 
but before we do we want a few 
answers.” 
There was a surge of activity 
at City Hall and Mayor John V. 
Lindsay summoned his “super 
cabinet” and top executives to 
discuss the police situation. 
Kiernan 
asked 
the 
men, 
estimated to number 25,000, to 
halt the strike after State 
Supreme Court Justice Irving 
Saypol agreed to begin hear­ 
ings today on the pay parity 
issue. 
The patrolmen began their 
job action last Thursday over 
the issue of parity which deter­ 
mines the relationship of pa- 
t r o l m e n ’ s pay to that of 
sergeants. 
They 
apparently 
were angered by a state Court 
of Appeals decision ordering a 
trial requested by the city to 
settle the issue. The city claims 
the parity provision in the con­ 
tract is not a binding one. 
The continuing strike action 
gave rise to fears that the 
skeleton force of officers, 
detectives 
and 
probationary 
patrolmen now protecting the 
city in long work shifts might 
become 
too 
exhausted 
to 
continue. 
If this should happen, offi­ 
cials believed the only recourse 
would be to call in the National 
Guard to protect the city’s 8 
million residents. This could 
happen “in the next few days,” 
they said. 
The wildcat strike already 
had brought about a noticable 
decline in Criminal Court cases 
since there have been very few 
arrests. 
The situation was aggravated 
by sympathy work stoppages by 
Transit and Housing Authority 
policemen and a brief stoppage 
by some correction officers. 
The strike also had stymied 
any progress in mediation talks 
between the city and union 
officials trying to resolve the 
dispute. 


THURBER 


Continued from page 1 
cisco Mailers Union 18, an 
affiliate of San Francisco 
Typographical 
Union 
21, 
which has been on strike 
against the I-J since Jan. 7, 
1970 — earlier had been 
sentenced to life by a jury 
after a four-week trial. 
He had been charged with 
first degree murder, conspi­ 
racy and first degree bur­ 
glary and robbery in the 
shooting death of Allan W. 
Daly, a computer specialist 
with the I-J. 
During the trial, the pro­ 
secution charged that Thur- 
ber recruited two youths to 
a t t a c k Daly in his San 
Francisco home last July. 
The youths, Richard A. 
W a m s 1 e y and Larry G. 
Rutherford, both 17, were 
sentenced to long terms in a 
state juvenile facility for 
their confessed roles in the 
slaying. 
Thurber will be eligible 
for parole in seven years. 
He will be assigned to a 
state prison after a period 
of examination at the State 
Medical Facility in Vaca­ 
ville. 


Transit Hearing 
For Sausalito 


A Sausaltio hearing on the 
Golden Gate Bridge Dis­ 
trict’s 
long-range 
transit 
plans will be held at 8 p.m. 
Friday in the Central School 
auditorium, 
420 
Litho 
Street. 
Several of the alternatives 
in the transit plans envision 
routing transit through Sau­ 
salito. Price tags on the 
plans range from $495 mil­ 
lion to $987 million. 
The plans are to be sub­ 
mitted to the Legislature in 
April. 


States and Canada and averted 
a second strike in the auto in- 
d u s t r y within the past four 
months. 
Leonard Woodcock., president 
of the UAW, said tentative 
agreement had been reached on 
the contract for production and 
maintenance workers and bar­ 
gainers were very close to 
wage increases for salaried 
workers. 
The union has 20,000 mem­ 
bers at Chrysler plants in the 
United States and Canada. . 
A strike had been threatened 
for 10 a.m. EST, but Woodcock 
said the deadline had been 
suspended indefinitely because 
of the complexities and lack of 
time. He said two or three days 
of hard work remained to work 
out a variety of issues. 
The a g r e e m e n t closely 
paralleled 
the 
contracts 
achieved at General Motors 
Corp. and Ford Motor. Ro. 
where the union won an 
average 51-cent-an-hour wage 
increase in the first year of the 
three-year contract and in­ 
creases of 14 cents an hour in 
each of the succeeding two 
years. 
The main stumbling block to 
final settlement—back pay for 
Chrysler workers—was resolved 
when the company agreed to 
retroactive pay back to last 
Nov. 2, the same date agreed to 
by Ford. Chrysler is the only 
member of the “big three” 
which has salaried workers 
represented by the UAW. 
The union had asked for 13- 
per-cent increase for Chrys- 
ler’s salaried workers. The 
company offered 8 per cent or 
less for higher paid workers, 
but its proposal for lower paid 
workers was about 13 per cent. 
Only about 10,000 of the 120,000 
Chrysler workers fall into the 
salaried class. 
Woodcock said no date has 
been set for approval of the 
tentative agreement by the 
union’s International Executive 
Board or Chrysler Council. A 
date will not be picked until the 
salaried workers’ problem is 
settled. 
But Woodcock said the two 
sides were far enough along on 
the issue of wage increases for 
the salaried workers to suspend 
the strike deadline. He also said 
the union dropped its demands 
on a dental health care plan 
when the company agreed to 
study the issue. 
The union also revealed that 
the company signed a letter of 
intent —a supplement to the 
contract—to set up a committee 
to study the 
feasibility 
of 
establishing a 40-hour, four-day 
work week. 
The study would be made on 
the possibility of setting up 
pilot programs in one or more 
plants, a move described by 
Woodcock as very important 
because “it can be a possible 
answer to the growing problem 
of absenteeism in the industry. 


ECO N O M Y 
Continued from page 1 
since 1950. The December 
figure was up from 1.69 million 
in November and 1.40 million a 
year earlier. 
’The GNP for the fourth 
quarter of last year was at a 
seasonally adjusted annual rate 
of $990.9 billion, up 2.2 per cent 
over the t h i r d q u a r t e r . 
Prices increased 5.7 per cent 
during the quarter and output 
declined by 3.3 per cent, the 
biggest quarterly decline since 
the third quarter of 1959. 
Harold C. Passer, assistant 
Commerce Secretary for Econ­ 
omic Policy, said the fourth 
quarter drop in production was 
due to “the depressing effect of 
the 2 1-2 month auto strike.” 
Passer predicted a sharp 
increase in output during the 
first quarter of 1971. But he 
indicated most of the boost 
would come from efforts by 
General 
Motors 
to 
rebuild 
inventories after the strike and 
by steel users to stockpile the 
metal as a hedge against a 
possible steel strike later this 
year. 
White House Press Secretary 
Ronald L. Ziegler said the 
President was pleased with the 
Bethlehem price roll-back but 
was not “sanguine” about a 6.8 
per cent boost. He neither with-i 
drew nor r e n e w e d Nixon’s- 
warning that if steel prices get 
out of line the government 
migh relax quotas which res-; 
trict imports of lower-priced 
foreign steel. 


OBITUARIES 


Samuel 
L. Lewis 
Succumbs 


M e m o r i a l service is 
scheduled tomorrow in Mar­ 
in County for Samuel L. 
Lewis, an American pioneer 
of the Sufi religious sect, 
horticulturist and good-will 
ambassador. 
Lewis, 74, a San Francis­ 
can who maintained a coun­ 
try home in Novato, died 
last Friday in a San Fran­ 
cisco hospital after a fall 
down a stairway in his San 
Francisco home. 
Lewis, who formerly lived 
in Mill Valley, was recog­ 
nized as the foremost Amer­ 
ican-born 
pioneer of the 
Sufi belief, a sect centered 
around mystics who have 
wandered the Middle East 
for the past 1000 years. 
According to Gavin Ar­ 
thur • of San Francisco, a 
m y s t i c who was a close 
friend of Lewis, the Sufi 
leader was r e v e r e d by 
hundreds of young Ameri­ 
cans. 
Lewis conducted classes 
in whirling Dervish danc­ 
ing, a specialty of Sufi wor­ 
ship, at his country home at 
910 Railroad Avenue in No­ 
vato. Arthur said the dances 
are done “ in the belief that 
you can w h i r l and dance 
your way into an ectasy” 
and are accompanied by 
chanting the name of God in 
an Oriental language fa­ 
vored by the dancer. 
M e m o r i a l service is 
scheduled for 11 a.m. to­ 
morrow in the Garden of 
Inayat at Lewis’s Novato 
home. Arthur said the body 
would be buried at Lama 
Mountain, near Taos, N.M., 
and a shrine to him would 
be built there by the Rama 
Foundation. 
Lewis’s body was in the 
San 
Francisco 
morgue, 
where followers kept watch 
to see that the coroner did 
not perform an autopsy. It 
is the Sufi belief that for 
surgeons to cut into the 
body would be to deprive 
Lewis of Baraka (“God’s 
grace.”) 
Mourners obtained a tem­ 
porary 
restraining 
order 
from a superior court judge 
in San Francisco to halt the 
autopsy. Judge Francis Mc­ 
Carty set a hearing for Fri­ 
day on whether the order 
should be made permanent. 
According to Arthur, Lew­ 
is was considered second in 
importance 
among 
Sufis 
only to the 1 e a d e r of the 
sect, Vilayat Khan Murshid 
of Paris. Murshid, who was 
in Los Angeles yesterday, 
will attend the Novato rites 
tomorrow. 
Lewis’s successor in the 


Activist Prof 
Gets Warning 


STANFORD (UPI) — A 
Stanford University faculty 
member faces disciplinary 
action for participating in a 
demonstration against Am­ 
b a s s a d o r Henry Cabot 
Lodge, the school said Mon­ 
day. 
President Richard Lyman 
did not identify the teacher, 
in line with university poli­ 
cy. 
English 
professor 
H. 
Bruce Franklin notified the 
press, however, that he was 
the faculty member Lyman 
referred to. 
Lodge, ambassador to the 
United Nations, was prev­ 
ented by booing from mak­ 
ing a 
s p e e c h at the 
university concerning the 
peace-keeping organization. 
Because of the booing, 10 
students 
also 
have 
been 
charged 
with 
breaking 
university regulations. 


Safe Peeled Open, 
$825 Cash Taken 


Approximatley $825 in cash 
was stolen early Sunday from a 
safe at Mill Valley Auto Parts, 
360 Miller Avenue, Mill Valley 
Police reported. Officers said 
the building was entered by 
drilling holes in a rear door 
and said the firm’s safe had 
been peeled open. 
According to police, the 
theft was discovered about 
9:30 a.m. by William Las- 
sner, a machinist for the 
company. 


Sufi movement in America 
is expected to be Moinudeen 
Jablonski of Novato. 
As a horticulturist and 
follower of Mid-East and 
Oriental 
religions, 
Lewis 
traveled extensively abroad 
in the late 1950s and early 
60s, trying to bridge the gap 
between East and West by 
aiding foreign countries to 
overcome food shortages. 
He had been closely tied 
to the Friends of the World, 
an international organiza­ 
tion devoted to promoting 
world peace through the ex­ 
change of trees and seeds. 
In 19 6 1, after a visit 
to the Mid-East, he said, “I 
take the Cold War seriously 
because all the information 
I have is that the population 
is going up and agricultural 
production down in many 
lands. I think we can help to 
correct this situation.” 
Lewis was a member of a 
pioneer San Francisco fa­ 
mily. His father was Jacob 
Lewis, a vice president of 
Levi-Straus Co. His mother 
was Harriet Rothschild, a 
member of the international 
banking family. 
He leaves no immediate 
relative. 


EVELYN WILD 
Evelyn L. Wild, 57, of Pe- 
talum a, a medical records 
secretary, died today at a 
Santa Rosa hospital after a 
long illness. 
A native of Martinton, 
111., she moved to Redwood 
City as a child and graduat­ 
ed from San Jose College of 
Commerce. 
Mrs. Wildmoved to Petal­ 
uma in 1965 and had been 
employed for three years as 
a medical records secretary 
at the Community Hospital 
of Sonoma County. She was 
a member of the Sonoma 
County Employees Associa­ 
tion and the American As­ 
sociation of Medical Record 
Librarians. 
She is survived by two 
daughters, Patricia Fronce 
of Petaluma and Marie Mc­ 
Donald of N e w a r k ; her 
mother, Emma L. Wild of 
Palo Alto; a sister, Louise 
Parry of Palo Alto, and two 
brothers, Carl Wild of Oro- 
ville and Harold Wild of 
Portola Valley. 
Funeral will be at 11 a.m. 
Thursday at Sorensen Fu­ 
neral Home, Petaluma, with 
burial at Cypress. Hill Me­ 
morial Park. The family 
prefers that contributions 
be made to the Easter Seal 
Society or to the American 
Cancer Society. 


THOMAS ROSEVEAR 


Thomas H. Rosevear, 69, 
of 423 First Street, San Ra­ 
fael, died at his home yes­ 
terday after a long illness. 
A native of Lead, S.D., he 
had lived in Marin county 
for the past 44 years. He 
was a retired carpenter. 
He was a member of the 
Marin Rod and Gun Club. 
He is survived by a son, 
Edward 
T. 
Rosevear 
of 
Greenbrae; two sisters, Ann 
Myers of Napa and Essie 
M. Rowe of Santa Rosa; a 
brother, William L. Rose- 
v e a r of Napa and two 
grandchildren. 
Funeral will be at 2 p.m. 
Thursday at the Harry M. 
Williams Mortuary, San Ra­ 
fael. Private entombment 
will follow. 


SADIE BENNER 
Private funeral was held 
in San Francisco for Sadie 
Quita Benner, mother of 
Mrs. Alice B. Boyajian of 
Fairfax. 
Mrs. Benner died in a San 
Francisco hospital Friday 
after a long illness. She was 
73. 
A 
native of Nebraska, 
Mrs. Benner lived in San 
Francisco most of her life 
where she met her late hus­ 
band H arry W. Benner. 
Mrs. Benner owned and 
operated 
the Sears Fine 
Foods Restaurant at 439 
Powell Street in San Fran­ 
cisco since 1941. When she 
fell ill three years ago, she 
sold the restaurant to her 
daughter and son-in-law. 
In addition to her daugh­ 
ter, she is survived by two 
grandchildren, 
Alan 
Lee 
and Lisa Boyajian of Fair­ 
fax, and a sister Ollidean 
Smith of San Francisco. 
Her daughter would pre­ 
fer that memorials be sent 
to Mount Zion hospital Leu­ 
kemia Fund. 
B u r i a l was at Golden 
Gate National Cemetery. 


SELDEN 
McCASKEY 


Selden F. McCaskey, 62, 
senior auditor for American 
President 
Lines ' in 
San 
Francisco, died yesterday 
at his San Rafael home. 
His wife, M argaret, said 
he succumbed from a heart 
attack. 
McCaskey, of 118 Palm 
L a n e , was bom in New 
York City and had l i v e d 
mostly in San Rafael since 
1923. 
He also had worked for 
American President Lines 
in Japan before and after 
World War II and in New 
York. 
Survivors, in addition to 
his wife, are a son, Dr. Mi­ 
chael J. McCaskey of Be- 
thesda, Md., and two sis- 
t e r s , Mary Allen of Ross 
and Eleanor Mayo of Barn­ 
well, S.C. 
Funeral will be at 10:30 
a.m. Thursday at Keaton’s 
Mortuary, San Rafael. Pri­ 
vate burial will follow. 


SALVATORE 
AMOROSO 


Mass for Salvatore Amo­ 
roso of San Francisco, fath­ 
er of Frank Amoroso of San 
Rafael, will be said Thurs­ 
day at 9 a.m. at St. Mi- 
c h a e 1 ’ s Church in San 
Francisco. 
Amoroso, 
who 
helped 
found the Marvelous Marin 
Lodge of the Sons of Italy in 
the late 1940s, died Sunday 
at his home after a short 
illness. He was 72. 
Bom in Italy, he fought in 
the Italian army on the Aus­ 
trian front during World 
War I, then immigrated to 
San Francisco about 1920. 
He lived in Seattle from 
1927 u n t i l 1933, then re­ 
turned to San Francisco for 
the rest of his life. 
He worked as a janitor in 
a San Francisco department 
store for more than 30 years 
before retiring in 1964. 
A member of the Vitta 
Nuova Lodge of the Sons of 
Italy in San Francisco, he 
had served as president and * 
vice president of the group. 
Also surviving are his 
wife, Dora of San Francis­ 
co; two other sons, Mario 
Amoroso and Armand Amo­ 
roso, both of San Francisco; 
brothers and sisters in Ita­ 
ly ; and 10 grandchildren. 
RALPH 
LONGFELLOW 


Ralph Emerson Longfel­ 
low, 76, died yesterday at 
his home at 28 Fire Road, 
Woodacre. 
He had had many strokes 
and death was due appar­ 
ently to natural causes, the 
coroner’s office reported. 
Longfellow was born in 
Plymouth, Mass. He was a 
retired machinist and had 
lived in Marin County for 
the past three years. 
He is survived by a son, 
Fred Longfellow of San Ra­ 
fael and two grandchildren. 
Arrangements for a me­ 
morial service in Massa­ 
chusetts were pending today 
at the H arry M. Williams 
Mortuary, San Rafael. 


MRS. HANDLEY 
A Requiem Mass for Ce­ 
celia 
E. Hanley, 
former 
Marin County resident, was 
held Dec. 26 in St. Maries, 
Ida., according to her aunt, 
Kathryn Spharler of San 
Anselmo. 
Mrs. Hanley, 66, died Dec. 
23 at her Idaho home. 
She was bom in England 
and came to this country in 
1917. She had lived in Color­ 
ado and Montana prior to 
moving to Marin County in 
1947. 
She worked three years at 
Sunny Hills Orphanage in 
San Anselmo 
where she 
lived. She worked for the 
Young Women’s Christian 
Association in San Francis­ 
co for eight years. Then 
f r o m 
1958 to 1967 she 
worked for Guide Dogs for 
the Blind in San Rafael. She 
retired in May 1967 and 
moved to Idaho. 
She is survived by her 
husband Peter J. Hanle> 
and a brother, William Bic- 
kle both of St. Maries. 
Burial was in St. Maries 
cemetery. 


LILLIAN FLOTO 
Funeral for Lillian L. Flo- 
to of Phoenix, Ariz., a resi­ 
dent of Mill Valley until last 
year, was held Saturday in 
Phoenix. 
Mrs. Floto died Thursday 
in a Phoenix hospital after 
a long illness. She was 58. 
Bom in San Francisco, 
she moved to Mill Valley in 
1940, then to Phoenix in 
1970. She had lived at 23 
Mesa Avenue in Mill Valley. 
She was a former mem­ 
ber of the Mill Valley Wom­ 
en’s Golf Club. 
Surviving are her mother, 
Mrs. L. J. S c h e 11 of Mill 
Valley; a son, Sidney Floto 
III of S a s e b o , Japan; a 
daughter, Shelley Duran of 
Phoenix; 
a sister, Hazel 
Galleazzi of Greenbrae, and 
10 grandchildren. 


SPIRITA CROVO 
Requiem High Mass for 
Spirita Crovo, mother of 
Mario J. Crovo of Green­ 
brae, will be celebrated to­ 
morrow at 10:45 a.m. at the 
Corpus Christi Church in 
San Francisco. 
Mrs. Crovo, a native of 
Italy, died in Greenbrae 
Sunday at the age of 84. 
She leaves another son, 
Aldo J. C r o v o , a sister 
Anette Saccone and four 
great grandchildren James, 
Paul and John Crovo and 
Catherine Abbott. 
Burial will be at the Holy 
Cross 
Cemetery 
in 
San 
Francisco. 
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FLORIDA EVEN 
Mass of the Resurrection 
for Florida P. Even, a long­ 
time Marin County resident 
and apartment house owner, 
will be tomorrow at 9:30 
a.m. at St. R a p h a e l ’ s 
Church, San Rafael. 
Mrs. Evans, who lived at 
102 Du Bois Street, San Ra­ 
fael, was found dead Sunday 
at her home. She was 52. 
The coroner’s office said 
she apparently died of na­ 
tural causes. 
A native of Ottawa, Cana­ 
da, Mrs. Even moved to the 
United States prior to World 
War II. 
She later lived in France 
with her late h u s b a n d , 
Louis Even, a Ford Motor 
Company engineer. 
During the German occu­ 
pation, she and her husband 
became 
involved 
in the 
French Resistance move­ 
ment by evacuating the 
wounded and hiding resist­ 
ance f i g h t e r s from the 
Nazi’s. 
She escaped arrest by the 
Gestapo three times, once 
wearing, high 
heels 
and 
wading through snow — to 
avoid imprisonment or exe­ 
cution. 
When the Allies landed in 
France, she acted as an in­ 
terpreter, helped with the 
capture of spies and with 
the evacuation of wounded 
troops. 
She returned to the United 
States in 1945, settling in 
Marin County. In 1966 she 
opened the Mon Tresor gift 
shop in San Rafael. She la­ 
ter purchased the apart­ 
ment house located at 407 
First Street. 
She is survived by a sis­ 
ter, Maloina Stappert of Ot­ 
tawa. 
The Rosary will be recit­ 
ed tonight at 8 o’clock at 
Keaton’s Mortuary. Burial 
will be at Mount Olivet Ce­ 
metery. 


JOHN CRONIN 
Maj. John F. Cronin (Ret- 
Army), 51, of 223 Mirada 
Avenue, Rafael Meadows, 
died yesterday at a local 
hospital after a long illness. 
Cronin was a probation 
o f f i c e r with the Marin 
County Probation Depart­ 
ment from 1964 until last 
year when he had to retire 
because of illness. 
He enlisted in the Army 
in 1942, served in the Pacif­ 
ic during World War II and 
the Korean War and retired 
f r o m the Army at Fort 
Polk, La., in 1963. 
A native of Bayshore, 
N.Y., he was a graduate of 
St. 
Bonaventure 
College, 
Olean, N.Y. 
Surviving are his wife, 
Audrey, a son, Timothy, 
both of Rafael Meadows, 


and two daughters, Const­ 
ance Clements of Oakland 
and C l a u d i a Calhoon of 
Fayetteville, N.C. 
A Requiem Mass will be 
celebrated at 10 a.m. Thurs­ 
day at Blessed Sacrament 
Church, Santa Venetia. Pri­ 
vate burial will be at Wil- 
l i a m e t t e N a t i o n a l 
Cemetery, Ore. 
Rosary will be recited at 
8 p.m. tomorrow at the Red­ 
wood Chapel Funeral Home, 
Novato. 


DEATHS 


McCASKEY — In San Rafael, 
Jan. 18, 1971. Selden F. McCas­ 
key, husband of Margaret How­ 
ell McCaskey, father of Dr. 
Michael J. McCaskey of Be- 
thesda, Maryland, son of the 
late Mr. and Mrs. Charles I. 
McCaskey, brother of Mrs. Ed- 
w a r d 
Mayo 
of 
Barnwell, 
South Carolina, Mrs. John F. 
A l l e n , Ross, and the late 
Charles McCaskey Jr., uncle of 
numerous nieces and nephews. 
A native of New York. Age 62. 
Friends are invited to attend 
the funeral Thursday, Jan. 21, 
1971 at 1 0 : 3 0 a.m. at KEA­ 
TON’S MORTUARY, 
1022 E 
Street, San Rafael. Interment 
private. (1/19-20) 


ROSEVEAR — In San Ra­ 
fael, Jan. 18, 1971. Thomas H. 
Rosevear, beloved husband of 
the late Wanda Rosevear, lov­ 
ing father of Edward T. Rosev­ 
ear of G r e e n b r a e , loving 
brother of Mrs. Ann Myers of 
Napa, Mrs. Essie M. Rowe of 
Santa Rosa, William L. Rosev­ 
ear of Napa and the late Jack 
C. Rosevear, devoted grand­ 
father of Chris and Gary Ro­ 
sevear. A native of Lead, S. D., 
aged 69 years. A member of the 
Marin Rod and Gun Club. 
Friends are invited to attend 
the funeral Thursday, January 
21, 1971 at 2 p.m. at the HAR­ 
RY M. WILLIAMS MORTU­ 
ARY, San Rafael. Entombment 
private. (Parking Court on E 
Street) (1/19-20) 


IVANI — In Fairfax, Jan. 17, 
1971. 
Sabina 
Ivani, 
beloved 
wife of the late Gildo Ivani; 
devoted mother of Harold F. 
Ivani 
of 
Fairfax, Alfred 
I. 
Ivani of Greenbrae and the late 
Dr. Rinaldo C. Ivani and Ed­ 
mund L. Ivani, loving sister of 
Miss Cezira Cereghino of San 
Rafael, Victor Cereghino of Los 
Altos and Raymond Cereghino 
of Redwood City; also survi- 
vied by two grandchildren, four 
great-grandchildren and three 
nephews. 
A native of Italy, 
aged 92 years. 
Private family services were 
held Tuesday, Jan. 19, 1971, at 
St. Rita’s Church, Fairfax. En­ 
tombment Holy Cross Mauso­ 
leum, C o 1 m a . CHAPEL OF 
THE HILLS services (1/19) 


TOGNACCA — In San Rafael, 
Jan. 16, 1971. Silvio C. Tognac- 
ca, beloved husband of the late 
Della Tognacca, loving father 
of Phyllis Jones and brother of 
Mrs. 
Elizabeth 
Day, 
Santa 
Rosa; grandfather of Thomas 
W. Jones of New York, Gene R. 
Jones of Corte Madera, Mrs. 
Barbara Ridgway of Novato, 
Mrs. William Brady of San Ra­ 
fael, Mrs. Charlene Wells of 
Belmont; great-grandfather of 
nine great-grandchildren. A na­ 
tive of 
California, 
aged 
81 
years. 
Friends are invited to attend 
the funeral Wednesday Jan. 20, 
at 2 p.m. at the CHAPEL OF 
THE 
CHIMES, 
Santa 
Rosa. 
Friends may call at KEATON’S 
CHAPEL OF MARIN, 1801 No­ 
vato Boulevard, Novato, until 1 
p.m. 
Wednesday. 
Interment 
Chapel of the Chimes, Santa 
Rosa. Memorial contributions 
preferred to your favorite char­ 
ity. (1/18-19) 


EVEN — In San Rafael, Jan­ 
uary 17, 1971. Florida Berta 
E v e n , wife of the late Yres 
Even; aunt of Roger Herledan; 
a native of Canada, aged 58 
years. 
Friends are invited to attend 
the funeral Wednesday, Jan. 20, 
1971, at 9:15 a.m. from KEA­ 
TON’S MORTUARY, 1022 E. 
St., San Rafael; thence to St. 
Raphael’s Church, San Rafael, 
where a Mass of the Resurrec­ 
tion will be celebrated for the 
repose of her soul at 9:30 a.m. 
Interment, Mt. Olivet Ceme­ 
tery. Rosary service will be 
recited at 8:15 p.m. at the Kea­ 
ton Chapel, Tuesday, Jan. 19. 
(1/19) 


PHILCOX, — In San Francis­ 
co, January 16, 1971, Clara A. 
(Withers) Philcox, beloved wife 
of Sydney W. Philcox, daughter 
of Harold P. Withers Sr., and 
the late Ella Withers, step­ 
daughter of Edna Withers, sis­ 
ter of James J., and Harold B. 
Withers Jr., and Ella M. With­ 
ers, aunt of Robert, Sheila, 
Steven and Pamela Withers 
and Debbie and Clare Smith, 
sister-in-law of Freda Withers, 
Bernadette and Steven Smith; 
a native of San Rafael, aged 42 
years; a graduate of the San 
Rafael High School and Univ­ 
ersity of San Francisco. 
Friends are invited to attend 
the funeral Wednesday, Janu­ 
ary 20, at 10:10 a.m. from KEA- 
TON’s M O R T U A R Y , San 
Rafael, thence to St. Raphael’s 
Church where a Mass of the 
Resurrection will be offered for 
the repose of her soul at 10:30 
a.m. Interment Mt. Olivet Ce­ 
metery, San Rafael. 
Rosary 
services will be recited at 8 
p.m. at the KEATON CHAPEL, 
Tuesday January 19. (1/18-19) 
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Tómales Bay Belvedere Ponders V 
Ranch Is 


Divided 
General Plan Costs 


Division of the 22-acre To­ 
ri lales Bay Ranch into three 
parcels was approved yes­ 
terday by a 5-2 vote oFthe 
Marin 
County 
Planning 
Commission. 


The subdivision was re­ 
quested by Robert Hersey 
and Wendell 
Beebe, San 
Francisco architects. Com­ 
missioners Hugh Dougherty 
and John F. West v o t e d 
against the proposal. 


They argued for a 16-foot 
paved driveway instead of a 
gravel road ultimately ap­ 
proved. 


To 
prevent each parcel 
from being further subdi­ 
vided, Margaret B. Azevedo 
moved to set the density at 
one unit for each five acres. 
A hearing on this was set 
for March 1. 


The Azevedo motion also 
passed 5-2 with Dougherty 
and Walter F. Frietas dis­ 
senting. 


The property is located on 
Shoreline Highway on the 
east shore of Tomales Bay 
two miles north of Marshall 
between Clark Road and 
Blake’s Landing. 


The Marin County Plan­ 
ning Commission also: 


MAUCH 
SUBDIVISION 
— 
Approved a six-lot subdivision 
for Oliver Mauch at the corner 
of Vineyard Road and Wild 
Horse Valley Drive, West No­ 
vato. Each lot will have 15,400 
square feet or more. In Decem­ 
ber. the county r e j e c t e d 
Mauch s request for an eight-lot 
subdivision in the same loca­ 
tion. 
STREET 
ABANDONMENT 
— Denied Robert E. Wenburg’s 
request 
for county abandon­ 
ment of a pedestrian easement 
that bisects his property at the 
end of Ash Avenue in Kentfield. 
Commissioners 
recommended 
to the Marin County Board of 
Supervisors that the county ac­ 
cept the pedestrian easement 
for county maintenance. Resi­ 
dents along Terrace Avenue ob­ 
jected 
to 
the 
abandonment 
because they have been using 
the pathway for years. 
LAND DIVISION — Contin­ 
ued until next Monday a land 
division appeal by J. Thomas 
Caines, who has seven acres 
along North Dream Farm Road 
north of Inverness. He wants to 
divide the land into four par­ 
cels. 
CAR WASH —- Approved 6-to- 
1, with W alter F. Freitas dis­ 
senting, a car wash planned by 
William Briggs of Clean Mach­ 
ine Inc. on 1.4 acres adjacent to 
MacDonald's Restaurant north 
of Richardson Bay Bridge, but 
denied permission for installa­ 
tion of gasoline pumps. Frei­ 
tas's negative vote was aimed 
at the d e n i a l of the pumps 
which Briggs said were neces­ 
sary to make the car wash pro­ 
ject pay. 


Session Is 
Closed On 
City Boss 


The Tiburón City Council, 
at a special closed meeting 
called for another purpose, 
decided on Saturday to form 
a committee to screen about 
12 applicants for the post oi 
city manager. 
Mayor Denis T. Rice said 
the council, meeting behind 
closed doors Saturday, eli­ 
minated some of the appli- 
c a n t s but opted for the 
screening committee “be­ 
cause we couldn’t differen­ 
tiate any further” among 
the candidates. 
Although the meeting was 
called to discuss city mana­ 
ger applicants and not to 
decide whether to form a 
screening committee, Rice 
said he thought the meeting 
“ was all very proper” un­ 
der the R a l p h M. Brown 
Act. 
(The Brown Act limits 
special meetings to subjects 
for which the meetings are 
called and prohibits closed 
meetings except for these 
purposes: hiring or firing of 
employees, 
discussing 
charges against employees 
or discussing litigation. The 
act does not permit closed 
meetings to discuss proce­ 
dures.) 
Rice 
said Deputy City 
Atty. Richard H. Breiner 
told him the meeting did 
not violate the law. Howev­ 
er, Rice said, if a question 
about its legality arose the 
council would duplicate its 
action at Monday’s regular 
council meeting. 
Rice said the councilmen 
agreed to approach “profes- 
s i o n a 1 people in govern­ 
ment” in the Bay Area to 
see if they would serve on 
the 
screening committee, 
but declined to name pros­ 
pective 
committee 
mem­ 
bers. 
The new city manager 
will replace Lawrence D. 
Rose, who resigned in De- 
c e m b e r to become city 
- manager of Laguna Beach. 


Belvedere's city council 
and planning commission, 
meeting in joint session last 
night, were told that the 
city needs new' ^ planning 
tools but that a comprehen­ 
sive general plan might be 
too 
expensive 
a tool 
to 
create. 
The job, councilmen and 
planners were told, by a 
visiting consultant, might 
be better and less expen­ 
sively done by tackling the 
city’s 
planning 
problems 
one by one. 
Councilmen, while reach­ 
ing 
no 
overall 
decision, 
were receptive to the less 
costly alternative and called 
on the planning commission 
to meet with Councilman 
Allen Steinau and study the 
consultant’s 
suggestions 
prior to the next city coun­ 
cil meeting. 
Pointing out the need for 
new 
guidelines. 
Planning 
Director 
George 
Banning 
said that the present ordi­ 
nances are too permissive, 
allowing unattractive struc- 
t u r e s of great bulk and 
areas that could develop to 
very high densities. 
In addition to providing 
guidelines, however, a com­ 
prehensive plan would also 
make cities eligible for fed­ 
eral assistance grants. 
The Comprehensive Plan­ 
ning Assistance (701) Grant 
Program 
of 
California, 
which started in 1957, res­ 
tricts funding to projects 
and programs of intergov­ 
ernment 
and/or areawide 
significance. Single jurisd­ 
ictions will not be funded 
unless exceptionally innova­ 
tive, according to the coun­ 
cil’s report. 
Lawrence Livingston Jr., 
a San Francisco planning 
consultant retained by the 
planning commission, said 
that the pressure for a plan 
is very 
great, especially 
from the county. 
But he warned the council 
that developing a compre­ 
hensive plan could be ex­ 
pensive. The cost, he said, 
for a community of 5,000 
would be the same as for a 
community of 50,000. 


Livingston told the city 
council that unless it was 
prepared to spend $35,000 on 
the general plan and up to 
$15,000 on ordinance revi­ 
sions, it would be better to 
address 
special 
problems 
which could be incorporated 
later into a general plan. 


Livingston said that six 
studies addressed to special 
problems could be done to 
provide adequate ordinance 
revisions for the city and 
only cost $15,000. 


He recommended first a 
detailed inventory and surv­ 
ey of existing open lands, 
developed lands and under­ 
water l a n d s . His report 
would also include a study 
for the protection of open 
space and an analysis of 
present zoning ordinances, 
review 
of 
potential 
city 
boundaries, 
recommenda­ 
tions on new or revised de- 
v e l o p m e n t 
controls, 
recommendations on 
city 
boundaries and review of 
architectural site plans for 
single or multiple units. 


These six smaller studies 
once put together would be 
adequate for the city which, 
although 90 per cent devel- 
o p e d , may be faced with 
redevelopment in the fu­ 
ture, Livingston said. 
Livingston said that a de­ 
cided 
decline 
in 
quality 
over the past five years was 
evident in Belvedere. 
Of concern to the council 
was the possibility that land 
values would decrease if the 
present ordinances 
were 
tightened. 
Livingston said that this 
wotild not be the case foi 
most of the land which is 
zoned for s i n g l e family 
dwellings. 
The council agreed that 
there was a need for density 
control 
and 
architectural 
review’ as an essential part 
of any new ordinances. 
It moved that the plan­ 
ning commission meet with 
councilman Allen Steinau, 
to study the suggestions for 
the new city guidelines be­ 
fore the next city council 
meeting. 


Nixon Selects 
New Chief Of 
Small Business 
WASHINGTON (UPI)-Pres- 
ident 
Nixon 
has 
appointed 
former Rep. Thomas S. Kleppe, 
R-N.D., administrator of the 
Small Business Administration. 
Kleppe quit his House seat at 
Nixon’s urging and unsuccess­ 
fully challenged Sen. Quentin N. 
Burdick, D-N.D., in last fall’s 
election. Kleppe will succeed 
Hillary J. Sandoval who re­ 
signed Jan. 1, as SBA chief. 
Kleppe, 51, made a fortune as 
president of the Gold Seal Wax 
Co. He listed his personal worth 
last year as between $2 and $3 
million, making him one of the 
wealthiest men in Congress. 
Nixon also appointed: 
—Douglas W. Toms, former 
director of the National High­ 
way Safety 
Bureau, 
to be 
administrator of the National 
Highway Traffic Safety Admi­ 
nistration. The bureau was 
abolished by the 1970 Federal 
Highway Act. 
—Ralph R. Bartelmeyer as 
deputy federal highway admi­ 
nistrator. He previously was 
director of public roads, a 
position abolished by the same 
law. 


Sen. Percy Asking 
For Girl Page Rule 
WASHINGTON (UPI) -Sen. 
Charles H. Percy, R-Ill., says 
he will ask the Senate Rules 
Committee immediately after 
Congress convenes to allow the 
appointment of female Senate 
pages. 
Percy has appointed a girl 
page as have Sens. Jacob K. 
Javits, R-N.Y., and Fred R. 
Harris, D-Okla., but the ap­ 
pointments hinge on approval 
for a rules change by the 
committee. 


Three Newborn Babies 
Contract Viral Diarrhea 


Tuesday, January 19, 1971 
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Three newborn babies at 
Marin 
Generai 
Hospital 
were discovered early yes­ 
terday to have contracted 
what a spokesman called a 
viral diarrhea. 
Ray K. Bolinger, hospital 
administrator, said yester­ 
day the afflicted infants 
were discovered during the 
11 p.m. to 7 a.m. s h i f t . 
Twenty-two other babies in 
the 
hospital’s 
nursery- 
showed no signs of the ill­ 


ness, he said. 
He reported the three in 
good 
condition 
and 
said 
their illness may be caused 
by the unidentified virus 
that has struck both Mount 
Zion and the University of 
California hospital in San 
Francisco last month. 
Bolinger emphasized the 
cases do not represent an 
epidemic and that the virus 
cases reported at his hospi­ 
tal appear to be less severe 


than in San Francisco. 
Precautions were institut­ 
ed at the hospital when the 
cases first appeared in San 
Francisco, he said, adding 
additional precautions have 
been added. 
They include discharging 
mothers and well babies as 
soon as possible, limiting 
the number of visitors to 
the obstetrics ward to one 
per mother, keeping new 
boras with their mothers for 
24 hours, questioning visi­ 
tors and employees regard­ 
ing recent illnesses, keeping 
new- born babies, unable to 


stay with their mothers, in 
nurseries other than those 
where the diarrhea cases 
were reported, and isolating 
the infected babies. 
Attempts are being made 
to determine what the virus 
is, he said, as well as to 
determine if it is the same 
as has been r e p o r t e d 
throughout the Bay Area by 
both children and adults. 


The horns of the greater 
kudu, a type of antelope, may 
reach a length of more than 
five feet. 
Squeeze in a trip 
to Orange____ 
C o u n ty ^ ^ H 


Six flights a day from Oak­ 
land International Airport. 
Every day but Saturday when 
there are five. With Air 
California. You can take off 
as early as 7:00 in the 
morning. And come back 
late in the evening. So you 


can squeeze the whole trip 
into a day. And from Marin, 
Sonoma. Napa or Solano 
Counties, you won’t have to 
squeeze across the Golden 
Gate, or through San 
Francisco, or into a mouse 
maze at the airport. Oakland 
is just an easy bridge and a 
freeway from where you 


live. And you can park right 
across the street from the 
terminal. What’s more, we 
have some girls whose only 
job is to help you fly. 
When you’re ready, call 
the Fly Oakland Girl 
for reservations and infor­ 
mation. ENterprise 1-2422. 


FLY OAKLAND 


The Belvedere City Council Also: 


POLICE CHIEF — Met in 
closed session to study the qual­ 
ifications of the applicants for 
police chief. 
VARIANCE — Approved an 
application for variance from 
the provisions of city code to 
allow construction of a hillside 
elevator in the side yard at the 
home of Thomas M. Uhrey at 
190 Beach Road subject to ap­ 
proval of the color and on con­ 
dition 
that 
a 
professional 
survey of the area be taken and 
approved by the planning di­ 
rector. 
MOTORCYCLES 
— 
Heard 
from David Borden of the Bel­ 
vedere Committee for the Envi­ 
ronment on complaints about 
motorcycles and directed staff 
to look into statutes on noise 
control and enforcement. Bor­ 
den also requested enforcement 
of law on shooting of waterfowl 
on the shore, which he said had 
annoyed and frightened people 
nearby. 


Computer Cars Seen 
Under Development 


WASHINGTON (UPI) — 
The first attempts to run 
computer driven cars on au­ 
tomated highways may be 
made in the United States 
by the end of the 1970s, ac- 
c o r d i n g to Douglas A. 
Toms, director of the Na­ 
tional Highway Traffic Saf­ 
ety Administration. 
“I t h i n k we will have 
either magnetic or radio 
beam or metallic strips of 
something 
that 
you 
can 
zero-in on and your solid 
state computer system in 
your car w o u l d have the 
ability . . . not only to slow it 
d o wn , but speed it up . . .’’ 
Tom said in an interview. 


Vocal Ensemble 
To Join Group 
The Redwood High School 
vocal ensemble will join the 
Marin Chapter of the Amer­ 
ican Recorder Society at 
the chapter’s January meet­ 
ing, 8 p.m. Friday in the 
music room of Vallecito Ju­ 
nior 
High 
School, 
Terra 
Linda. 
Music for voices, recor­ 
ders and percussion instru­ 
ments will be performed, 
according to Irene Barthel 
of Forest Knolls, chapter se­ 
cretary. 


APARTMENT — Heard from 
the City Mgr. William L. Cav­ 
alli that the cost to refurbish 
the apartm ent used by the pol­ 
ice chief was estim ated at $2.- 
150 for living quarters and an 
additional $1,000 for kitchen 
and bathrooms. He would get 
additional bids belore the next 
meeting. 
SEWER — Accepted the bid 
of Ferrer Co. for $1.950 for sew­ 
er rerouting and abandonment 
of sewer main from Corinthian 
allowing for connection with 
nursery school when completed. 


Open Space 
To Be Discussed 


A 
formula 
to 
regulate 
open space with building 
size along Corte Madera 
Creek will be considered today 
by the Larkspur City Council. 
The formula was request­ 
ed from the city’s staff dur­ 
ing the council’s meeting 
last week and follows plan­ 
ning commission refusal to 
consider creekside develop­ 
ment until an open space 
policy is discussed. 
Meeting at 7:30 p.m. at 
city hall, the council will 
first hold a closed session to 
interview applicants for a 
vacant position on the city’s 
park and recreation com­ 
mission. 


With credit! 
lood as yours 
^■n't you be able 
to write a check? 
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Now ... Gives Your 
FALSE TEETH 
More Biting Power 
J u st sp rin k lin g FASTEETH* on 
y o u r d e n tu r e s d oes all t h i s : (1) 
Helps hold both uppers and lowers 
firmer longer: (21 Holds them more 
com fortablv: (3) Helps vou eat more 
naturally. FASTEETH D enture Ad­ 
hesive Powder Is not acid. There’s 
no gum m y, gooey, pasty taste. D en­ 
tures th at fit are essential to health. 
S ee y o u r d e n tis t r e g u la r ly . G et 
FASTEETH at all drug counters. 


REMODELING? 
NEW 
CONSTRUCTION? 
R esidential, Commercial 
& Industrial 
— 
Kitchen, 
Bathrooms. 
Free Estimates — Bonded 
AL ALLEN & SON’S 
General Building 
Contractor 
PHONE 


If you're like some people, you carry thou­ 
sands of dollars worth of credit in your wallet. 
And like most people, maybe zero 
dollars worth of cash. 
Which won't help much in a store that 
doesn't know who you are and doesn't 
accept charge cards. Or if you get a big den­ 
tist bill in the mail and have a small balance 
in your checking account. 
But if one of your cards is a Security 
Pacific Bank Master Charge Card, the com­ 
bined 'check and charge card, it can help. 
It's the only bank charge card in 
California that also offers a Check Guarantee 


SAN RAFAEL PODIATRY GROUP 


Takes Pleasure In Announcing 


The Opening of its Mill Valley Office 
33 Reed Blvd. 
(Formerly N.J. Schlesinger, D.P.M.) 


For A p p o in tm en ts 
Call 388-0650 er 454-4114 


Card and a Ready ReservAccount. 
It tells the m erchant he won't get 
stuck with your check because we guaran­ 
tee your personalized checks in face amounts 
up to $100. 
For a dentist bill, or any big bill, use the 
Ready ReservAccount. Just write a check, 
even if it is more than your balance, and we'll 
automatically deposit the money to help 
cover it. 
The new Master C harge/C heck 
G uarantee C ard/R eady ReservAccount. 
From now on, your checks will always 
be as good as your credit. 


SECURITY PACIFIC BANK 


San Rafael: 1242 Fifth Avenue 
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FRESHYÖUNG CORNFED PORKERS 
Fancy Loin 
Boneless Club 


Fresh Eastern 
Fresh Eastern 


ALL LEAN 
CENTER 
CUTS.... 


4 TO 5 LBS. 
AVERAGE! 


LEAN 
TENDER 
CUBES 
MEAT 
SPECIALS 
WEDNESDAY 
THRU 
SUNDAY 


Eastern Smoked 
Boneless 
SEASONED 
TO 
PERFECTION 


FULLY COOKED - READY TO EAT - 3 TO 12 LBS 


Ground 
Boneless Beef 


Flavorful 


Extra Thick 
A Wintertime Treat 
So Delicious 
Oroafid 
All Center Cut 
Ground 
MEAT 
SPECIALS 
WEDNESDAY 
THRU 
SUNDAY 


U.S.D.A. 
CHOICE 
U.S.D.A. 
PRIME I 


U.S.D.A. 
CHOICE! 
U.S.D.A. 
PRIME! 


U.S.D.A. 
CHOICE! 
U.S.D.A. 
PRIME! 


U.S.D.A. 
CHOICE! 
U.S.D.A. 
PRIME! 
Incomparable 


Fresh Fish and Poultry! 
Sparkling Fresh Produce! 


Finest 
Eastern 
Pork! 
SPECIALS 
WEDNESDAY 
THROUGH 
SUNDAY 
DRUGS 
Cranberry 
Cocktail Juice 


48 OZ/ 
69C 


TOILET TISSUE 


MD, 4 ROLL P A C K .............. *. 


VICKS 44 
COUGH SYRUP 
V /a 
o z 
GLEEM 
TOOTHPASTE 5 oz. SIZE 
ST. JOSEPH'S 
CHILD A SPIR IN .......... 
S & W BEANS 


KIDNEY &GARBONZO 
303 T IN .................. 


PEANUTS 
GROCERY SPECIALS WEDNESDAY THRU TUES 


PLANTER'S DRY ROASTED 
13 OZ. J A R ............... 
Fabric Softener 


DOWNY 
33 OZ. 
DEAL SIZE 


SPECIALS WED. THRU SUN 
LAWRYS ALL VARIETIES 
8 OZ. S IZ E ............. 
FRESH FROZEN 


DATE SPECIAL 


DEL MONTE 
303 TIN . . 


CALIFORNIA 
10 OZ. PITTED 
CALIFORNIA 
12 OZ. PITS IN 


SHADY OAKS 
STEMS 'N 'PIECES 
4 OZ. T IN ........ 


FRESH CALIF 
GROWN, LB. 
EXTRA FANCY, LARGE SWEET 
JUICY NAVELS........................ 


i f EXTRA FANCY, LARGE, SWEET 
I I JUICY TEXAS RUBY RED....... 


A LA KIEV 


7 OZ. EACH 
CORDON BLUE 
7 OZ. EACH 
BELL'S FRENCHIES 
4 OZ. T IN ........ 


From T-he Sea 
PETRALE ROLLS 
A ENGLISH KIPPERS 


STUFFED SOLE WITH 
0 
l Q 
CRAB AND SHRIMP 
lb. ¿ ■ t J U 
IMPORTED 


rom The Dairy-Deli 
Specially Selected Frozen Foods 
specially 
r 
KRÀFT------- 
Select-A-Size Cheese 


MILD, SHARP, NEW YORK SHARP, MED­ 
IUM, 
MONTEREY 
JACK, 
MOZZARELLA, 
SWISS, MUENSTER, LONGHORN, CARA­ 
WAY 


EXTRA FANCY, LARGE SWEET, 
NEW CROP, FLORIDA GOLDEN BANTAM 
a a VEGETABLES— 


GIANT PEAS • FRENCH FRIED POTATOES 
PETITE PEAS • MIXED VEGETABLES 
CHOPPED OR LEAF SPINACH * CUT CORN 
FRENCH OR REG. CUT BEANS 
VEGETABLES DELICIEUX 
PEAS &.CARR0TS 
P " 


SANTA ROSA 
LARGE, AA, DOZEN 
EXTRA FANCY 
FIRM SLICING 


VALLEY OF THE MOON 
CUBED, P O U N D____ 
lb. I 
FRESH FROM UTAH 
FISH SPECIALS SUBJECT TO WEATHER - 
MEDIUM SIZE 


RATH 
SLICED, 1 LB 
KOLD KIST 
28 OZ. PKG 


ARMANINO 
4 OZ. PKG. . 
SLICED DAÑOLA 
IMPORTED 4 OZ. 
Unbleached 
White Flour 5-lb....... 


Whole Wheat Flour 
STONE GROUND 5 lb 
Brown Rice 
TUTTLE PLAIN, PINT 


TUTTLE PINEAPPLE, 
. 
FRUIT SALAD, 
CHIVE 


p in t 


SWISS CHEESE 
KRAFT 
AGED 
NATURAL 
FULL OF FLAVOR 
12 OZ. 
HEART OF THE SWISS CHUNK 
BONNIE HUBBARD 
10 OZ. PKG........ 


M A X W E U HOUSE 
10 OZ. J A R ........ 
Fine Wines & Liquors 
SEBASTIANI WINES OF SONOMA 


MOUNTAIN BURGUNDY 
CHABLIS, ROSE 


1 
# A 
5th 
Va GAL, 


FOREMOST PREMIUM 
HALF G ALLO N ....... 
Mai son Gourmet Delicatessen 
SAURKRAUT POLISH SAUSAGE 


ROPE OR RING 


REG. 1.49 
V 
V 


SPECIALS 
WEDNESDAY 
THROUGH 
SUNDAY 


BURGUNDY 
CHABLIS 
ROSE 


iPETRINTS COUPON] 
NI'S CO UPON 
PETRINI'S COUPON 
FRESH 
FOLGERS 
COFFEE 
GREEN HUNGARIAN 
CHENIN BLANC 
GAMAY BEAUJOLAIS 


BARBERA 
CABARNET 
SAUVIGNON 
PINOT NOIR 5th • 


"V o part o f our day's 
activity surpasses in 
importance than that 
directed toward pro­ 
per planning fo r to­ 
morrow. 
_ 
^ 


DEL MONTE 
303 Tin__ 


IMPORTED IN THE BOTTLE 
Triggery Scotch 


LIGHT & CLEAN 
86 Proof 
51 


2-LB. TIN 
ALL GRINDS 
I 
GOOD WED., JAN. 20 THRU SUN., JAN 24 
1 PER FAMILY 


RINDLESS 
JACK CHEESE 


DEL MONTE I f ; K flt 
303 Tin 
w r v 
w# 
GOOD WED., JAN. 20 THRU SUN., JAN. 24 
1 PER FAMILY _______ 


GROCERY 
SPECIALS 
WEDSESDAY 
THRU TUESDAY 


GOOD WED., JAN. 20 THRU SUN., JAN 24 
1 PER FAMILY 


$500,000 Development Gets 
Novato School District's Nod 


Bid For 54-Unit Plan 
At Sunny Hills Denied 


The Novato U n i f i e d 
School District board last 
night 
agreed 
to 
proceed 
with further development at 
San Marin High School, es­ 
timated to cost $500,000. 
Supt. James G. Bunker 
said the district is consider 
ing 
construction 
of 
two 
buildir's, one for art and 
homemaking and the other 
for music, which also would 
;>erve as a 
multipurpose 
room. 
The buildings would be fi­ 
nanced with available bond 
funds, authorized at 5 per 
cent, Bunner said. Trustees 
called for a report on con­ 
st ructio’ and bond costs at 
rheir ne t meeting, Feb. 1. 
Bunker reported elemen­ 
tary 
school facilities ap­ 
peared 
adequate 
for 
the 
next several years, but ju­ 


nior high schools may need 
portable classrooms in the 
next two or three years. 
The Novato U n i f i e d 
School District board also: 


VANDALISM — Received a 
r e p o r t from Eugene F. De 
Brecht, 
assistant 
superinten­ 
dent of business services, that 
vandalism and theft costs last 
year totaled $22,409 with $5,692 
recovered. 
In 
1969 the costs 
were $23,521 and $11,467 was 
recovered 
ELECTION — Set April 20 
for election of school trustees. 
Terms of Ronald D Schenck, 
Dan H. Barber and Leonor A. 
Dougherty will expire, and the 
seat left vacant by the resigna­ 
tion of Irving D. Chapman Jr. 
will be filled. 
TEACHERS 
— 
Hired 
two 
full-time teachers, Robert Ad­ 
ams at Sinaloa Junior High 
School and Arlene Flynn, Vlea 
dow 
Park School; 
and three 
half-time teachers. Barry Brav- 
erinan, 
San 
Itainon 
School; 


Eleanor Cox. Rancho School, 
and Teresa Dorland, West No­ 
vato School > 
STATE FUNDS — Heard that 
the state has approved $14,300 
for a district vocational educa­ 
tion 
counseling 
project 
and 
$12,300 
for 
an 
elementary 
school guidance project. 


GOALS COMMITTEE — Ap- 
pointed students Mickie Con­ 
way, B e r n a r d Hebert and 
Candy Matson, adult student 
Wandy Willey, 
and 
teachers 
Carl Duda and Jam es Vander- 
beets to the districts education 
goals committee. 
SUMMER SCHOOL — Ap 
p r o v e d summer school pro­ 
gram, June 21-July 23 at Lu 
Sutto 
and Pacheco schools for 
elementary pupils, at June 21- 
July 30 at Novato High School 
for j u n i o r and senior high 
school students. 
CONSERVATION 
P R O - 
GRAM — Approved secondary 
courses for 
1971-72 with six 
courses to be dropped and 18 
new courses to be offered. 


An application to rezone 
the l a n d s of Sunny Hills 
Children's Services for 54 
one-and two-bedroom apart­ 
ment units was unanimous­ 
ly d e n i e d by the San 
Anselmo Planning Commis­ 
sion last night. 
The Sunny Hills property 
is under lease to the Red­ 
wood S h o p p i n g Center 
which has considered sub­ 
leasing to developer David 
Lewis for private apart­ 
ments, Mrs. Mullins said. 
. The denial was based on a 
report concerning the future 
development of properties 
on Sonoma Avenue and Sun­ 
ny Hills Drive on which the 
private school is located, 
commission secretary Cath­ 
erine Mullins reported. 
The 
commission 
consi­ 
dered the proposed density 
too great for the valley un- 


der present planning and 
called for a 51-unit plan, 
Mrs. Mullins said. 
The commission reelected 
Philip S. Heinecke as com­ 
mission c h a i r m a n and 
Ragnvald Bernt Jr. as vice 
chairman. 
The commission also de­ 
nied two applications for 
variance because of no ev- 
i d e n c e of demonstrable 
hardship, Mrs. Mullins said. 
These 
applications 
were 
made by Betty Kaplun of 19 
Carolina 
Avenue for off- 
street parking, and an ap­ 
plication by Peter J. Daw­ 
son of 60 Magnolia Avenue 
for the location of three 
parking spaces at his home. 


DANISH WOOL RYA RUGS 


M a n y Rugs to choose from in all sizes and 


colors. 


★ ALL SALES 
ARE FINAL • • 
Items subject to 
stock on hand 


Last year about 159 mil­ 
lion watches were 
made 
throughout the world. 


Bonk 
Terms 
Bank- 
Am ericard 
M aster 
^Charge 
S cAKdinX v iNS D esigns 


921 C STREET (Between 3rd A 4th) SAN RAFAEL — 453-4722 


INVENTORY 
CLEARANCE 


OPEN WEDNESDAY TILL 9 P.M. 
HOURS: DAILY 10 A.M. TO 5:30 P.M. - SUNDAY 12 TO 5 


DINING ROOM FURNITURE 


Tables, Chairs, 
Buffets, Hutches, Serving 


Carts, Bars and Stools. 


LIVING ROOM FURNITURE 


Upholstered Chairs, Sofas, Coffee Tables, 


End Tables, Corner Tables, 
Desks, W a l l 


Units, 
Nest 
of 
Tables, 
Rocking 
Chairs. 


BEDROOM FURNITURE 


Dressers - 
Double, Triple and 
Highboy. 


N ig h t Stands, H ea d b oa rd s, Dressing Tables. 


LEAKING TANKER — The Oregon Standard, a Standard 
Oil Co. tanker ram med in the side by a sister ship 
yesterday, floats in San Francisco Bay as oil from her 


lloating slimy substance is seen 
in the picture on the left and in 
the background are tanker trucks 


Massive Oil Slick^ 
Threat To Coastline 


which were pumping the bunker 
fuel from the water. 


Equipment Theft 


Acetylene 
and 
oxygen 
tanks and cutting torches 
valued at $278 were taken 
between 4:30 p.m. Friday 
and 8a.m . yesterday from a 
construction site on San Ra­ 
fael's Quail Hill, according 
to Alfred William Martin of 
Y T itfta o ll 
P l u m h i n a 


Continued from page 1 


city hardest hit by the oil, 
reacted with dismay to the 
accident. Mayor Alexander 
Imlay said he is calling for 
a meeting at noon on Thurs­ 
day in Sausalito city hall to 
discuss the disaster and in­ 
viting Standard Oil repre­ 
sentatives and state and 
local officials. 
And City Mgr. .Albert St. 
Cyr said he felt the compa­ 
nies should set up trained 
crews to deal w ith emergen­ 
cies like 
Monday’s spill. 
Planning Director H. Eric 
Borgwardt called the acci­ 
dent “a tragedy and a trav­ 
esty: a tragedy because the 
death of shore birds, fish 
and sea lions will be monu­ 
mental, despite all human 
efforts to save them. It is a 
travesty because all of that 
oil was intended for refine­ 
ries to manufacture gaso­ 
line to further pollute the 
State Senator Peter H. 
Behr, R-San Rafael, called 
for a permanent and com­ 
pulsory harbor advisory ra­ 
dar c o n t r o l system to 
monitor all ships and traffic 
in San Francisco Bay. Behr 
said any ships entering the 
harbor should be compelled 
to 
have 
the 
inexpensive 
equipment 
necessary 
to 
transm it and receive infor­ 
mation from a shore control 
point. 
Behr said financing of the 
system, which is used in 
foreign 
harbors 
such 
as 
Hamburg, 
Rotterdam and 
Tokyo, but nowhere in the 
United States, 
should be 
shared by the maritime in­ 
dustry and the state and 
federal government. 


TV, Radio Are 
Taken From Store 


A television and 
radio 
valued at $350. stolen during 
an early morning burglary 
Friday of Mathiasen’s Tele­ 
vision Service in San Ansel­ 
mo, have been recovered, 
police said today. 
Officers said the items 
were found Friday at 5 p.m. 
in an auto p a r k e d at 29 
Rowland Court, San Ansel­ 
mo. 


Officials today remained 
uncertain as to why a 24- 
hour harbor advisory radar 
system, being used in the 
Bay 
on an experimental 
basis by the Coast Guard, 
failed to prevent the ram ­ 
ming of the oil-filled Ari­ 
zona Standard by her sister 
ship. 
Lt. Gilbert Shaw of the 
Coast Guard said personnel 
manning the system had 
had contact with the oil- 
filled Arizona Standard, in­ 
bound in the Bay, until the 
collision. But he said efforts 
to 
recontact 
the 
Oregon 
Standard, heading out the 
Golden Gate, were made 
unsuccessfully 
on 
several 
occasions prior to the 1:45 
a.m. crash. Lt. Shaw said 
the Oregon Standard had 
contacted the Coast Guard 
as 
it left the Richmond 
Longwharf. 
The Arizona, which re­ 
mained in the middle of the 
Bay with a 40-foot gash in 
its hull for most of yester­ 
day, was m o v e d back to 
Richmond last night about 9 
p.m. 


Tree Fall Cuts 
Power, Cable TV 
In So. Marin 


A d o w n e d tree was 
blamed today for a power 
failure that cut electrical 
service to some 1,500 Straw- 
berry residents and cable 
television 
service 
to 700 
customers 
in 
Tamalpais 
Valley Sunday. 
Harold Colombo of Pacif­ 
ic Gas and Electric Co. said 
a tree fell across a 12,000- 
volt line on Reed C i r c l e 
near Ricardo Road at 10 
a.m., leaving most of the 
Strawberry Peninsula and 
parts of Tiburon and Mill 
Valley without electricity. 
The outage also cut power 
to Cable TV of M a r i n ’ s 
transformer, disrupting ca­ 
ble television service to 700 
Tamalpais Valley homes. 
Both cable television and 
power service was restored 
to all areas by noon, both 
firms reported. 


ruptured tanks covers the bay. Coast Guard o f f i c i a l s 
estimated the oil spill, the worst in the bay's history, as 
between 500,000 and 1,000,000 gallons. 


iIndependent-Journal photos by Bob Hax 


8 jjtròrprtròrnt-iournal. 


Bay following the collision of two 
tankers washed into Sausalito’s 
shoreline yesterday. More of the 


OIL HITS SAUSALITO — Work­ 
men scrub rocks (left photo) after 
oil dumped into San Francisco 


i 
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Social Studies Has 
Site For 
Tam Board Excited 
P ^ p Unit 
Is Studied 
Experimental 
programs 
in social studies proved so 
fascinating to Tamalpais 
High School District trus­ 
tees last night that they set 
a special meeting for 8 p.m. 
M o n d a y in Room 201 of 
Redwood High School to 
hear more about them. 
The trustees spent 90 min­ 
utes at their regular meet­ 
ing last night l e a r n i n g 
about the pilot studies, ac- 


Marin Still 
Socked In 
By Fog 


OIL-SOAKED BIRD GETS CLEANING 
Gentle hands of a volunteer at 
the Richardson Bay sanctuary of 
the Audubon Society today mas­ 
saged a w e s t e r n grebe with 
cleaning oil. The bird was one of 


thousands of wildlife victims of 
yesterday’s oil dump disaster. 
(See also photos on opposite page 
and on page 1.) 


(Independent-Journal photo by Jim Kean) 


Withholding 


Introduced 
By Bagley 


l-J Special Report 
SACRAMENTO — Legis­ 
lature 
imposing 
payroll 
withholding of state income 
taxes was introduced today 
by Assemblyman William 
T. Bagley, R-San Rafael. 
Since imposition of with­ 
holding next Jan. 1 would 
stick taxpayers with paying 
more than 15 months taxes 
in three months, Governor 
Ronald Reagan has insisted 
on some relief for the tax­ 
payer. 
In the Bagley bill, taxpay­ 
ers will be freed from three 
months taxes, about $550 
million. 
This money would other­ 
wise have amounted to a 
windfall to the state coming 
a fiscal year earlier than 
under the old system. 
Bagley noted that Gover­ 
nor Ronald Reagan now 
supports withholding, and 
that Democrats in the legis­ 
lature also have advocated 
such a system. Reagan last 
year opposed withholding 
unless it were part of an 
overall tax reform. 
In y e a r s prior to 1970, 
however, Reagan adamant­ 
ly opposed any considera­ 
tion of w i t h h o l d i n g , 
arguing, 
“taxes 
should 
hurt,” 
Bagley said that withhold­ 
ing would raise about $150 
million in increased reven­ 
ue and could take the place 
of an increase in taxes. 
Approximately $55 million 
of this increased revenue 
would result from improved 
compliance in tax collec­ 
tion, he said. Withholding 
would catch taxpayers who 
now evade payment by not 
filing returns or by leaving 
the state after earning in­ 
come here, Bagley said. 
Another advantage would 
be that tax payments would 
be current with each year’s 
economic 
growth 
rather 
than the subsequent year. 
Bagley said this would raise 
the remainder of the $150 
million. 
Withholding also would 
solve the state’s cash flow 
problem, thus eliminating 
costly inter-fund borrowing, 
Bagley said. 
“We cannot continue to 
lose millions of dollars each 
year by stubbornly refusing 
to change an outmoded sys­ 
tem of tax collection,” Bag­ 
ley said. 


Citizens' Protests 
Block Duplex Plan 


The Ronhert Park City 
Council last night denied a 
rezoning request for duplex­ 
es after neighbors staged a 
strong protest. 
Earl Anderson had re­ 
quested a zone change to 
permit duplexes on five lots 
at the end of Santa Barbara 
Court. 
Planners had recommend­ 
ed approval of the request, 
saying the duplexes would 
serve as a good buffer be­ 


tween the s i n g l e family 
homes and apartments at 
the rear of the properties. 
The neighbors, however, 
presented a united front and 
told the council the duplexes 
would be inappropriate. Led 
by Dr. William O. Cord of 
Sonoma State College, the 
residents said the increased 
traffic flow on the cul de 
sac would cause a traffic 
problem and present a dan­ 
ger for children. 


The Rohnert Park City Council Also: 


F U N D S 
— 
H e a r d 
a 
report that the federal govern­ 
ment is $132,000 behind in pay- 
m e n t s for the waste water 
treatment plant and agreed to 
ask Rep. Don H. Clausen, R- 
First District, for assistance in 
getting the committed funds. 
The council agreed to transfer 
$25,000 from other funds to pay 
the 
contractor until 
federal 
payments are received. 
REZONING — Granted the 
rezoning of 40 acres west of 
Highway 101 for a family type 
m o b i l e home park and ap- 
proved a use permit to develo- 
Iding. 
MEETING — Tentatively set 
per Hugh Codding 


a joint meeting with the Cotati 
City Council for next month in 


Rohnert Park at a time yet to 
be set. The councils will dis­ 
cuss a merger of police depart­ 
ments 
and 
a 
p r o p o s e d 
residential development on 58 
acres south of East Cotati Av-' 
enue. 


POLICE CAR — Heard Publ­ 
ic Safety Director Robert Den­ 
nett report a patrol car was 
damaged in an accident and 
needed to be replaced. Since 
funds were not available for an 
outright purchase, Dennett of­ 
fered to buy the car from his 
personal funds and then receive 
a car allowance of $85 per 
month from the city. The coun­ 
cil said it would consider his 
offer. 


Dense fog will continue in 
Marin and the rest of the 
Bay Area tonight and to­ 
morrow morning, according 
to the National Weather 
Service. 
The combination of tule 
fog from the Central Valley 
region and dense ocean fog 
from the Pacific shut down 
all Bay Area airports over­ 
night. The Federal Aviation 
Agency control tower at San 
Francisco 
International 
Airport said the last of the 
closed-in commercial air­ 
ports was reopened to both 
landings and takeoffs at 
9:35 a.m. today. 
Gnoss Field, the Marin 
County airport at Novato, 
“never really opened” since 
Sunday, airport staff mem­ 
bers said today. As of 11 
a.m., the fog hung 100 feet 
above the runway, barring 
flight. Hamilton Air Force 
Base was operating under 
bad-weather conditions. 
Meteorologists explained 
that the blinding fog is the 
result of a combination of 
calm air, high ground and 
air moisture from recent 
rains, and warm tempera­ 
tures. The calm air is the 
result of a huge ridge of 
high-pressure air extending 
along the 
Pacific Coast 
from Canada to Southern 
California. 


SausalitO Man 
Fined For Pot 


Bernardo Sanchez, 27, of 
Sausalito, was fined $250 
yesterday in Marin Super­ 
ior Court for possession of 
marijuana. 
J u d g e E. W a r r e n 
McGuire also placed him on 
probation for two years. 
Sanchez was arrested in 
December 1969 in a car with 
a man who reportedly hit 
the manager of the San Ra­ 
fael Disco Store with a gun 
butt. 


cording to Edward J. Neu- 
meier, 
administrative 
assistant. 
Teachers explained that 
the experimental program 
stresses the learning pro­ 
cess rather than acquiring a 
mass of facts. One speaker 
explained the need for stu­ 
dents to use critical think­ 
ing “rather than try to 
cover Cro-Magnon Man to I- 
M a g n i n Woman in one 
year.”: 


The 
Tamalpais 
High 
School District board also: 


EXTRA PAY — Approved 
policy for extra pay to teachers 
as coaches, advisors, or adult 
program teachers, as presented 
by District Supt. Wilbur D. 
Hawkins. 
HIRINGS — After debate, ap­ 
proved hiring Lawrence Boxer 
as a consultant for San Andreas 
High School at $56.63 per day to 
a maximum of $5,493.12. He 
will r e p l a c e teacher Jerry 
Lucy, who is on sabbatical 
leave. Boxer is an attorney, but 
lacks 
teaching 
credentials. 
Hired Donald G. Zile as a tem- 
S 
>rary 
teacher 
at Redwood 
igh School, and approved hir­ 
ing James O’Connor and Tru­ 
man Wharton for the interim 
continuation school at Redwood 
High at $8.50 per hour. 
ELECTION — Adopted a re­ 
solution formally setting April 
20 for election to fill two trustee 
seats. Terms of Frank L. Miller 
and Bette Wallace are expiring. 
NEW COURSE — Approved 
addition of a Swahili course to 
the list of subjects for the 1971 
spring semester. 
GIFTS — Accepted the dona­ 
tion of a 12-issue subscription 
to the Bay Guardian, for Sir 
Francis Drake High School. 
Donors were Mr. and Mrs. Joel 
Goldstein. 
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Green Will Leave 
Ross School Board 
Novato Sanitary District 
directors last night author­ 
ized appraisal of a site for a 
new Olive Street pump sta­ 
tion, one of the projects ap­ 
proved by voters in the $5.5 
million bond election last 
month. 
Dist. Mgr. Charles A. Jo­ 
seph said the district is 
seeking a site along rail­ 
road Avenue, 250 feet north 
of Olive Street, and north of 
the current pump station at 
the 
southeast 
corner of 
Olive and Railroad. 
' Directors authorized ap­ 
praisal and a title report at 
a cost not to exceed $300, he 
said. 
Novato Sanitary District 
directors also: 
ANNEXATIONS 
— Au­ 
thorized application to the 
Marin County Local Agency 
Formation Commission to 
annex 7.75 acres owned by 
Esquire Homes along Cen­ 
ter Road, opposite Hune 
C o u r t , and set a public 
hearing at 6 p.m. Feb. 8 at 
the North Marin County 
Water District office on an­ 
nexation of 1.23 acres at 
Feliz Road and Simmons 
Lane. 
REPAIRS — Authorized 
repair work on a portable 
sludge centrifuge machine 
at a cost not to exceed $1,- 
500. 


The motto of California is 
“Eureka,” Greek for “I Have 
Found It.” 


Ross School District Trus­ 
tee A. Crawford Greene an­ 
nounced last night that he 
will not seek reelection in 
the trustee elections April 
20. 
Greene said he felt eight 
years on the board were en­ 
ough, according to Thomas 
A. Anderson, district super­ 
intendent. Greene made his 


announcement as the trus­ 
tees formally set the elec­ 
tion date and acted on other 
legal requirements for the 
election, at last night’s re­ 
gular meeting. 
The other trustee whose 
term expires, Dr. Justin L. 
Williams, had previously 
announced that he woulc 
run again. 


The Ross School District Boord also: 


GIFT — Accepted from Mar­ 
in General Hospital a poly­ 
graph unit, originally costing 
$10,000, but now valued by the 


Strict Airline 
Pollution Plan 
Is Being Urged 


SACRAMENTO (UPI)-A re- 
solution asking the federal 
government to permit Califor­ 
nia to enact stricter air 
pollution control standards for 
aircraft than prescribed by the 
1970 Clean Air Act approved by 
Congress was introduced Mon­ 
day in the State Senate. 
Author of the measure, Sen. 
Arlen 
F. 
Gregorio, 
D-San 
Mateo, said local air pollution 
control districts would be 
responsible for enforcing the 
stricter standards. 
He said all aircraft—not only 
planes flying within California 
borders—would be required to 
meet the tougher standards. 


hospital at $100, for use in Rost 
School science classes. 
BOUNDARIES — Instruct« 
Anderson to meet with San Ra 
fael schools Supt. John F. Plan* 
to discuss transfer of lots bi 
sected by San Rafael and Ros 
city limits. Children from the 
lots 
involved have attende< 
Ross school under inter-distric 
transfer agreements. 
CLOSED SESSION — Diss 
cussed in closed session bu 
took no action on two letter 
criticizing a teacher. No forma 
charge was made. 
HIRINGS — Hired Anthon; 
Salin, Anne Glasscock, Davie 
Glasscock and Thomas Huss; 
as playground supervisors at $'< 
per hour; Linda Ray as a work 
study aide in cooperation witl 
College of Marin at $1.75 pe 
hour, and approved spendin; 
up to $1,000 for a mathematic 
consultant, not yet selected. 
MILEAGE — Instructed Ar 
derson to determine whethe 
other county agencies are pa> 
ing more than 10 cents per mil- 
in travel expenses. 
ECOLOGY — Heard consu. 
tant Dan Campbell report o 
“Earth Workshop” plans to us 
Phoenix Lake, Marin Art anc 
Garden Center and the Ros 
Common as outdoor classroom 
for nature studies. 


Negotiators Are Trying 
To Avert Retail Strike 
Negotiators today were 
trying to avert a possible 
retail clerks’ strike in Mar­ 
in and six other Bay Area 
counties. 
The clerks’ union contract 
w i t h all Bay Area super­ 
market chains and many of 
the larger independent mar­ 
kets expired Dec. 31, but 
was e x t e n d e d through 
Thursday, market owners 
said today. 
Bernard Segoni, president 
of United Markets in San 
Rafael, added that he un­ 
derstood the clerks’ unions 
planned to hold a general 
meeting Sunday to review 
progress of contract talks. 
He saw little possibility of 
any actual walkout before 
Monday. 
John Bacon of the West­ 
ern Food Council’s offices 
in Walnut Creek is chief 
negotiator for the markets’ 
management. Officials of 
the seven locals involved, 
i n c l u d i n g 
Youngclaus, secretary-trea- 
surer of Local 1119 in San 
Rafael apparently all were 
busy at the conference table 


in the East Bay today. None 
could be reached for com­ 
ment. 
Segoni said he understood 
that the clerks were asking 
for a package raise of about 
$2.25 to $2.50 per hour on a 
one-year 
contract, 
plus 
concessions 
on 
seniority 
and other working rules. 
“The money part’s not 
much of a problem,” Segoni 
said, but he expressed con­ 
cern over some of the non­ 
wage demands. 


Closed Study Set 
On Seashore 
Shoreline Unified School 
District trustees will dis­ 
cuss the financial effect of 
the Point Reyes National 
Seashore on the district at 8 
p.m. Thursday at the dis­ 
trict administration office 
in Tomales. 
Supt. Charles A. McCully 
said the district loses as­ 
sessed valuation and reven­ 
ue when private land is sold 
to the seashore and taken 
off tax rolls. 


fabulous floors by 


ß a f a e ln 


)PEN WEDNESDAY 
4IGHTS till • 


lOOR COVERING 
|7KITCHEN CARPET 
• UNOLEUM • VINYLS 
• CONTRACT CARPET 


FREE ESTIMATES 
121 JACOUY ST. « I FRANCISCO 
4M -345A 
CLYDE JONES - RON LEACH 
SAN RAF A ll 


D ominic's 


WEDDINGS 


in a memorable 
setting overlooking 
the canal 
Doxnmrs 


507 Francisco Blvd., Sea Rafael 


Hometown 
NEWS 


on 
KTIM 


FAIRFAX 
Gale Schneider 


NOVATO 
Betty Machado 


MILL VALLEY 
Virginia Spalding 


9 - 9:30 Mornings 
Men. - Tues. - Wed. 
1510 AM 
100.9 PM 


Sun Protection 


in the 
decorative manner 


★ Shades 
★ Shutters 
★ Weed Fabrics 
★ Awnings 
estimata* a tlssis r s 


★ Drapery 
★ Blinds 


Ç k a fa Cjf ÏKarin 
ir fk t I r M t 
1917 firm 
2070 Fourth Street| 
San Rtf ml, 453-151S 
1217 Grant Avanu« 
Novato, 892 9542 


California F urniture 
JANUARY SAU! 
OPEN WEDNESDAY NIGHT UNTIL 9 P.M. 


Reg. 
Simmons Studio Couch 


Sloops T w o ...........................................................119.95 
Sofa Bed, Double Size 


Quilted, Blue & White, Foam Cushions, 
Castors, Arm C aps..............................................249.95 
Sofa Bed 


Maple Wing Wood Trim, Gold Tweed, 
Double Size, Foam Cushions......................... 359.00 
9 Pcs. Comer Unit 


2 Mattress, 2 Box Springs, 2 Coverlets, 
Quilted, 2 Bolsters, Corner T a b le ................. 229.95 
Box Spring, Mattress 


Hotel Style, Quilted Single Size Only . . . . . . Set 
Simmons Fashion Rest 


Box Spring & Mattress Quilted Double 
Size O n ly .................................................................... Set 
Serta Ortho-Lux 


Box Spring & Mattress, Queen S iz e ...................Set 
Serta American King Set 


1 Mattress, 2 Box S prings....................................... Set 


MAPLE & MODERN 


“¡J, Mediterranean,Transitional 
88 


1 9 9 oo 


2 g goo 


1 9 9 0 0 


5 9 « 


8800 


*1 6 9 ” 


1 7 9 00 


DINETTE 


& Modem Sofas 


6 j/ k M 


Virtue 42" Round Tdilu 


Assorted Colors, Plastic Top, 2 Leaves 
Extend to 64" — 6 C hairs................................ 139.95 
Virtue 42" Octagon Tubles 


Pecan Plastic Top, 2 Leaves 
Extends to 64" - 6 
C hairs...............................149.95 
Maple Oval Table 


Plastic Top - 42" x 54" Extends to 72" - 
4 C hairs.................................................................199.95 
Maple Hutch 36" 


Plastic T o p ............................................................ 129.95 


90" Sofa 


Linen print, quilted, loose pillow 
seat and back, foam, arm caps, 
Sctochgard........................................ Reg. $299.95 


Sofa & Love Seat 


Olive/Gold Stripe, Loose Pillow Seat & 
Back, Dacron W rap Cushions, Arm Caps, 
Scotchgard, Casters......................................... $499.00 
Transitional Crescent Sofa 


Gold Velvet, Loose Pillow Seat and 
Back, Foam, Arm Caps, Sctochgard . 
Mediterranean Safa 


Quilted Red Print, Wood Trim, Loose 
Pillow Seat & Back, Dacron Wrap 
Cushions, Arm C aps............................ 


$349.00 


$249.00 
Safa & Love Seat 


Vectra, Charcoal Brown, White Stripe 
Loose Pillow Seat & Back, Dacron W rap 
Cushions, Casters.............................................. $499.00 
Modem Tufted Sofa 


O live/Gold Tweed, Foam Cushions, Arm 
Caps, Casters, Scotchgard............................. $279.00 
Transitional Sofa 


Vectra, Beige, Loose Pillow Seat & Back, 
Foam, Casters.....................................................$299.00 


$349«# 


$ 2 9 9 °« 


$19900 


$ 3 9 9 0 0 


$ 1 9 9 * 5 


$2490° 


1 2 9 04 


1 6 9 ” 
99*5 


Mediterranean Tables 


S C O T S 
A # M 
lach 


Octagon, square, commodes 
or cocktail 
tables, plastic 
tops 


FROM OUR MAPLE SHOP 
Wing Sofn 
SAlE 


Quilted, Beige, With Olive/Gold/Brown 
R e a 
A m 4 B 4 | A e 
Print, Foam Cushions, Arm Caps, 
* r 1 U 
U 
' 3 
Scotchgard.........................................................$259.00 
■ m m 
Wing Sofn 
t 


Wood Trim, Herculon Gold Cover, Foam 
Cushion, Box Pleat Flounce..........................$299.00 
dm 
i f 
Pillow Arm, Wood Trim Sofa 


Quilted Nylon Covers, Beige, Olive, 
£ 
A i A A A 
Orange Print, Arm Caps, Foam Cushions, 
U 
U 
Scotchgard........................................................ $359.00 
d » m m 
Wing Chair & Ottoman 
$1 OQ00 


Gold Tweed, Foam Cushions, Arm C aps.. . $169 00 
■ 
M 
Swivel Rockers 
. 


Some With Wood Trim, Assorted Colors, 
* r 
~ 
Vectra Foam Cushions, Arm C aps.................$119.95 
* m 


LIMITED 
QUAMTIES 
ALL SALES FINAL 


All Items Subject 
To Prior Sole c 


Over 50 Years In Marin 
IAL.I FORNIA 
URNITURE 


Third b H Streets, San Rafael 
Phone 453-2622 
Open Wed. Nights Til 9 


Visit Our Sleep Center 
Home Of Serta, Simmons 
And Sealy. 


C on ven ien t Terms to 2 years. 30/ 
60/00 days same as cash or use 
your Master Charge curd. M any 
unadi crtiscd specials throughout 
the store. Sliojt and see for yourself. 
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'Underground' 
Rumor Denied 
Advice To 
Aerospace 
Industry 


SACRAMENTO (U PI) -The 
aerospace industry could help 
prevent wide-scale unemploy­ 
ment by developing its own 
plans for converting to peace­ 
time businesses, a legislative 
report on California’s economy 
recommended yesterday. 
Assemblyman John L. Bur­ 
ton, D-San Francisco, chairman 
of the Joint Committee on 
Economic Conversion, estimat­ 
ed more than 100,000 aerospace 
workers currently are on the 
California unemployment and 
welfare rolls. 
“ I believe that the corpora­ 
tions have a responsibility to us 
to have a converrion plan on 
the books,” Burton told news­ 
men as he released a two-year, 
$35,000 study on converting the 
California economy to peace- 
oriented industries. 
Burton said the study com­ 
mittee received little coopera­ 
tion from the aerospace indus­ 
try. He said no representatives 
of the industry would agree to 
appear at a meeting with the 
committee Tuesday to discuss 
the recommendations. Indus­ 
tries asked to participate were 
North 
American-Rockwell, 
Ix>ckheed and MacDonald-Dou- 
glas, he said. 
Burton accused the aerospace 
industry of taking an “ostrich, 
head-in-the-sand sort of ap­ 
proach” to unemployment. 
“They just thought it would 
go away and it didn’t go 
away,” said Burton. 
He 
said 
aerospace 
firms 
should develop peace-oriented 
plans for continuing employ­ 
ment. The plans could include 
home or ship building, he said. 
Burton suggested federal tax 
penalties or incentives could be 
used 
to 
help 
force 
the j 
corporations to develop alterna- i 
tives to aerospace employment. 
He said proposed solutions, 
such as more big contracts for 
projects like the SST, were 
“ just postponing the day of 
reckoning." 
Burton also said the state 
could create an Office of Envi­ 
ronmental Technology, employ­ 
ing aerospace workers to find 
scientific solutions to pollution, 
education and other problems. 
He added that the state 
Should boost its unemployment 
insurance benefits to help the 
unemployed aerospace workers. 


¡Political Change 
for The Better 
Seen At Harvard 


, CAMBRIDGE, Mass. (U PI)- 
The political atmosphere at 
Harvard University is changing 
and that is a good sign, says 
outgoing president Nathan M. 
Pusey in his farewell report. 
Pusey, who steps down June 
30 as head of the nation’s oldest 
and richest university to head 
the Andrew W. Mellon Founda­ 
tion, said Sunday he thought the 
changing attitudes would be 
helpful to his recently named 
successor, Dean Derek C. Bok 
of the Harvard Law School. 
Pusey said the last academic 
year was the first in his 17-year 
term that the university operat­ 
ed in the red and had to dig 
uito its $1 billion endowment. 


Carlucci Reveals 
QEO Indian Plan 


WASHINGTON (UPI)-Frank 
Carlucci, acting director of the 
Office of Economic Opportuni­ 
ty, said today the agency will 
not regionalize the administra­ 
tion of its Indian program. 
. “ This decision is consistent 
with President Nixon’s policy,” 
Carlucci said. “It reflects the 
wishes of Indian leaders who 
have clearly indicated they 
want to deal directly with 
Washington 
on 
OEO 
pro­ 
grams.” 
In the past two months, an 
agency task force studied the 
advisability of decentralization 
to the regional offices and 
recommended 
the 
program 
remain under control of nation­ 
al headquarters here. 


Mrs. Brown To 
Napa Tax Post 


. SACRAMENTO (U PI)-M rs. 
Elisabeth L. Brown of Napa I 
today was appointed as a state j 
inheritance tax appraiser* for! 
Napa County by State Control-1 
ler Houston I. Flournoy. 
j 


Mrs. Brown was picked after] 


completing qualifying examina-1 
tions. She succeeded H. Robert] 
Martin, also of Napa, who died] 
last September. 
| 
She assisted various Napa] 


County inheritance tax apprais­ 
ers in the past and was 
previously associated with a 
wholesale petroleum distribul 
tion business. 


SAN FRANCISCO (U PI)- 
Earl Raab, the Jewish Commu­ 
nity Relations Council’s execu­ 
tive director, denies that as 
many as 250 of his religion 


have formed underground’rifle 
squads in the San Francisco 
area. 


Such 
reports, 
he 
added 
Sunday, are a “figment of the 
imagination.” 
“ I suppose such people might 
exist, but nobody out here in 
the Bay Area has ever seen 
hide nor hair of them,” he said. 


Irving Calderon, national co­ 
ordinator of the Jewish Defense 
league, had been quoted from 
New York as saying 250 dues- 
paying members are learning 
rifle shooting and karate in this 
area. 


Francis Scott Key wrote the 
Star-Spangled Banner the night 
of Sept. 13, 1814. 


Alioto Friends Plan 
Birthday Dinner 
SAN FRANCISCO (UPI) - 
Friends of Mayor Joseph Alioto 
has announced plans for a $20 a 
plate dinner for the mayor to 
celebrate his birthday. 
The affair will be held Feb. 
12 at the Fairmont Hotel. Alioto 
is 55. 


Tenants Escape 
Old Hotel Fire 


SAN FRANCISCO (U PI)-A 
three-alarm firebroke out in an 
old hotel in downtown San 
Francisco 
today, 
causing 
$18,000 damages. 
The Bus Stop Hotel’s 45 to 50 
occupants all escaped unhurt, 


firemen 
said. 
Some 
were 
evacuated after the flames 
broke out in a rear room on the 
third floor about :55 a.m. 
Firemen said they had not 
immediately determined the 
cause. 


Congress made the Star- 
Spangled Banner the National 
Anthem in 1931. 


Demos' TV Appeol 
WASHINGTON (U PI) - De- 
mocratic National Chairman 
Lawrence F. O’Brien has 
renewed his plea to the three 
major networks plus the Public 
Broadcasting Service to grant 
free time to his party to 
respond to major presidential 
TV appearances. 
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SENECA 
APPLE 
BARREL 
APPLE SAUCE 


M- 


\ ß 


200 
COUNT 
2-PLY 


PERSONAL 
SIZE 
BAR 
GENTLE 
MILD 


@/j 
1 - n v » A T M .O O M T issu e 


TWO 
ROLL 
PACK 
2-PLY 


r r • 
\ 
c 
■ r' k i 
s 
# 
- 


25 OUNCE JAR 


LONGS LOW 
SALE PRICE 


CHIFFON ■ 
FACIAL TISSUE 
■4>88i 


IVORY SOAP 
4:23 


DELSEY 
BATHROOM TISSUE 


LONGS 
LOW 
SALE 
PRICE 


LO NGS 
A 
LOW 
J 


SALE 
4 


PRICE 4:100 


Downtown Novato Centér 


1707 Grant Avenue 
NOVATO 


Red Hill Shop 


880 Sir Francis 
SAN AN 


6 OZ. BOX 
VILLAGE 
INN 
RICE 
M IXES 


MANY FAVORITES 


H Jrrprt/ 


• V IL L A G E 


INNL. 
flavored rices 


U s 


50 OUNCE BOX 
CALGONITE 


FOR SPOTLESS 
AUTOMATIC 
DISHWASHING 


spotless 
automatic 
dishwashing 


LONGS 
LOW 
SALE 
PRICE 
u 
■ 
s 


14 OZ. SIZE CONTAINER 


NEW! EXTRA 
STRENGTH 
COMET 
CLEANSER 


'WITH SUPER CHLORINOL 


NEW 
I U3Ê 
STORE HOURS: DAILY 9:30- 


SPECIALS EFFECTIVE Tÿi 


LO NG S LOW 
SALE PRICE 2127 


6 OUNCE 


CAN 


V 
/ 


^ H P U L U E X 
B S B Ìcat OR 
■ ■ DOG 
FLIA COLLARS 
» 8 1 


ajMlvgt MANY 
■ § 1 1 'VARIETIES 
9 - LIVES 
CAT TUNA 
■2:231 


• J 


LONGS LOW 
SALE PRICE 
LO N G S LOW 
SALE PRICE 


ORCHID 
BRAND 
11 OUNCE 
CAN 
MANDARIN 
ORANGE 
SEGMENTS 
4:88* 


LONGS LOW 
SALE PRICE 


9' X12' 
ALL PURPOSE 


QUALITY 


214 X 250' 
ADDING 
MACHINE 
ROLLS 


PAPER 
MATE 
I 


BUY 
SEVERAL 


UTILITY COVER o n d ^ H 
DROP CLOTH 


LONGS LOW 
SALE PRICE 


LONGS 
LOW 
SALE 
PRICE 2:25 


lu T 
SFOOIS 
STAH 
m 
MERCERIZEDl 
SEWING 
THREAD 
LONGS LOW 
SALE PRICE 


2|39 


KNIT 
COTTON 
LINED 
BLUETTES 
GLOVES 
1.19 


"NINETY EIGHT" 
BALL 
POINT 
ASSORTED COLORS 
PEN 


LONGS LOW 
SALE PRICE 59 


16 OZ. 
SIZE 
ALL 
PURPOSE 


REFRIGERATOR 
CONTAINER £ 


MINI 
MIRACLE 
LINT 
BRUSH ’S “ 


• BUY SEVERAL FOR CAR & HOME 
LONGS LOW 
SALE PRICE 1.37 


ROSEBROOK 
G IN 


DISTILLED 
LONDON DRY 


• 5 LB. BAG 
^»SWIFT 
BONE 
MEAL 


■ 
9 
9 
; 


BROWNSTONE 
■st r a ig h t 
■b o u r b o n 
■ w h is k e y 


raindrainH 
■ 7 7 e 


8 FT. LENGTH 
PERFORATED 
PLASTIC 


STOPS WASHOUTS 


2 YEAR OLD 
ASPARAGUS 
ARTICHOKES99 


86 
PROOF 3.59 
5th 


GLEN 
FINNAN 
SCOTCH 


86 PROOF 


NO 
AGE4.795th 


ONE GALLON 


PLASTIC 


* 


WATER 


BLACK 
MOUNTAIN 
DISTILLED 
\ 
/ 
WATER 
NO DEPOSIT 


EL MARKO 
PERMANENT MARKER 
BY FLAIR 


WATERPROOF • SMEARPROOF 


NO MARKER ODOR 


ZIPPERS 
ASST. COLORS 
7" TO 22" 
BUY SEVERAL 


LONGS LOW 
SALE PRICE 29 


ASST. COLORS 
72" X 90" 


TWIN OR FULL 


SIZE BED 


& I 


THERMAL 
BLANKETS 


MANY 
C 
USEFUL : 
PURPOSES 
• CLEANING 
• PAINTING 
DISPOS-A- j 
GLOVE 


THE ALL-PURPOSE 
HOUSE HOLD 
GLOVE 
3.44 


LONGS LOW 
I SALE PRICE! 49c 


TERRY 
KITCHEN 
TOWELS 
1 6 "X 27" 


ASSORTED STYLES 
3:99 


ORTHO 
BUG- 
GETA 
PELLETS 
TWIN PACK 
2-21/2 LB. 
BOXES 1.39 


■■ 
INSTANT 
■ 
planting 
SEED TAPE 
PETUNIAS, MARIGOLD 
PANSY, OTHER 
» 9 * 


" E g U 
I DORMANT I 
I 
w 
I 


16 OUNCE ■ 
BOTTLE I 
ORTHO 1 
DORMANT ; 


LONGS LOW 
SALE PRICE 


I v V ■ 
CONTROLS INSECTS 


PLANT DISEASES! 


SPRAY ; * 
11.19 


ROCKY 
FALLS 
STRAIGHT 
BOURBON 
80 PROOF 
3.39 


LOUIS 
FONTAINE 
FRENCH 
BRANDY 
IMPORTED 


5th 
80.4 
PROOF3.395th 
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Man Bound Over oi™^0 r^isco^'who Parent Session 
r s 
t i t J * 
rrancisco, 
who 
and Dr Koger smith, head 
in Burglary Case “ “ 
“ *<> »ppear for a preli- On Drua Problem Of Marin Open House will 
' 
. . 
?_e * rJ A 
! " ? • ? 
r w „ . J L 
be the speakers, said Jo. 


Jr ., Kentfield psychiatrist 
and Dr. Roger Smith, head 


Antonio Garcia, 31, of San 


Francisco, has been bound 
over 
to 
Marin 
Superior 


Court on two charges of 
burglary. 
A bench warrant has been 


issued for his codefendant, 


charges in Marin Municipal 
Court. 
Garcia is to be arraigned 


tomorrow. 
The two are accused of 


burglarizing two Kentfield 
residences Jan. 8. 


How parents 
can deal 


with their children’s drug 
problems w ill be discussed 
at a public meeting at 12:15 
p.m. tomorrow of the San 
Rafael Lions Club at the 
San Rafael Elks Lodge. 
Dr. W illiam M. Lamers 


seph A. Gereghty, program 
chairman. 
“ They w ill lay it on the 


line in layman’s words what 
parents should do if their 
children have a narcotics 
problem,” Gereghty said. 


Holstein Cows 
Win Top Honors 


Holstein cows of three Pe­ 
taluma ranchers have been 
cited by the Holstein-Frie- 
sian Association of America 
for exceptional milk and 
butterfat production. 
Five cows belonging to 


Sleepy 
Hollow 
Certified 


M ilk Company, two Hol- 
steins of George F. Mertens 
Jr . and one belonging to 
Charles W. Spaletta were 
noted for their production, 
the association said. 
Each 
animal 
produced 


more than 20,000 pounds of 
milk' and butterfat in 1970, 
the association said. 


Tuesday, January 19,1971 
JnD m m bfitl-lonrw il. 11 


Car Theft 


Someone stole his 1963 


model station wagon be­ 
tween 7:30 and 11 p.m. Fri­ 
day from his carport at 841 
Montecillo Road, San Ra­ 
fael, John Fuller Ross re­ 
ported to police yesterday. 


Y80DY SAVES” 
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A 


Thousands<d Tliinos 
______________ 
• 
i*"' * 


WHERE EVERYBODY SAVES 


26 OZ. BOX 


SAFE FOR 
PERMANENT 
PRESS 


915 ounce' 


SIZE I 


NABISCO 


OREO CREAM 
SANDWICH 


12 OZ. 


SNOWY BLEACH 


OR 
I 41/2OZ. 


jinçj Center 
Northgote Shopping Center 


Drake Blvd. 
442 Los Gallinai Ave. 
SELMO 
SAN RAFAEL 


9:30-SUNDAY 10TO 7 
LU SUNDAY., JAN. 24 


LONGS LOW 
I SALE PRICE! 53 


I CHIP'S 
a h o yH 


I YOUR CHOKE 


MR. 
BUBBLE 
Bubbles Kids Clean 
FUN BATH 


GIANT 
9 SIZE 


• PLAIN 
• ALMOND 


39 


LONGS 10W 
SAU PRICE 


iHERSHEY I 
CHOCOLAT! BARS H 
» 9 * 1 


LONGS LOW 
SAU PRICE 


HEAD & SHOULDERS 
■ 
l o t io n ! 
■ SHAMPOOI 


FOR DANDRUFF 


CONTROL 


LONGS LOW 
SALE PRICE 


12 OZ. 


TUSSY 
WIND 8. WEATHER 
HAND & BODY LOTION 


LONGS 
LOW 
PRICE 


REG. 
$ 
2.00 NOW1 0 0 


11 OZ. SPRAY CAN 
GILLETTE'S 
THE 
DRY LOOK 
HAIR CONTROL FOR 
MEN 


LONGS LOW 
SALE PRICE 


20 OZ. BOTTLE 
LAVORIS 
MOUTHWASH 
AND GARGLE 
FOR CLEANER 


FRESHER BREATH 


REPLACEMENT BLADES 


REMINGTON 
REPLACEMENT 
BLADES 


FOR MOST 


REMINGTON SHAVERS 


ORALB 
TOOTHBRUSH 
40#s OR 60's 


I LONGS LOW I 
I SALE PRICE I 


2 : 8 8 * 


Rn li 111 


LONGS LOW 
SALE PRICE 


T & J NEW! 
son 
COSMETIC 
PUFFS 


LONGS LOW 
SAU PRICE 


MISS BRECK 
HAIR SPRAY 


13 OUNCE SIZE 


REGULAR • HARD TO HOLD 
UNSCENTED 


• SOFT 
• ABSORBENT 


LONGS LOW 
SALE PRICE 39 


3 OUNCE SIZE 


NATURALLY 
FEMININE 
POWDER 
SPRAY 


99* 


P&SSH 6.00 VALUE I 
DOROTHY I 


H| GRAY 
I 
^■CELLOGEN 
HORMONE CREAM 
» 3 .5 0 


NOW AT SPECIAL 
SAVINGS 


LONGS LOW 
SALE PRICE 


ANACIN 


FAST PA IN PFUEFtmax) 
HIAOACMI COiOB 'BOOT AC MC WtUHAlGIA 


BOTTLE 
OF 
100 


LONGS LOW 
SALE PRICE 


PACK OF 2 -8 8 


ANACIN g 
TABLETS I 


1.09 


DRISTAN 


12 hournstal 
decongwtant capsules 


ALI 04V.Alt NIGHf 
T M Itt .ifr tint' '*Om 
MASAI i: O v w s I |>3N out IO 
COMMON COIOI AMO MAT HV•• 


IO C A P t U U S 


1.25 VALUE-TUSSY 


WIND & WEATHER 


HAND & BODYI 


LOTION 
6-OUNCE BOTTLE 


PACK 
OF 
10 


LONGS LOW 
SALE PRICE 


DRISTAN 
COLD CAPSULES 


» 
8 
1 


LONGS LOW 
SALE PRICE 
LONGS LOW 
SALE PRICE 


SYLVANIA 
AGIB 


BOX OF 12 
FLASH 
BULBS 
99* 


LONGS LOW 
SALE PRICE 


____ J 


IWESTCLOXi 
"MASCOT"! 
40-H0UR | 
alarmI 
CLOCK 


LUMINOUS 


ILONGS LOW I 
I SALE PRICE j 


12 


07 -i 
K 
rW l 


? 6 * 
2.99 


DATLITE 
OR 
TTPE 
, \ X 
X 
A 
m 
M 
W 
H 


K0DACHR0MEII 
COLOR MOVIE FILM 


LONGS LOW 
SALE PRICE 1.99 


135 MMBx- 
120 EXP. 
WUUUj 
FOR PRINTS •; /V'>'X 
OR SLIDES liilif ill 


k o d a -^H H 
Ic h r o m em ^ H 
»COLOR FILM 


H 
I . 4 9 


LONGS LOW 
SALE PRICE 


SYLVANIA 
BLUE 
DOT 
FLASH CUBES 
PKG. OF THREE - 12 FLASHES 


8 8 c 


1 .0 0 
VALUE 


iDESERT FLOWER 


ANTI-PERSPIRANT 


DEODORANTS 


2-0UNCE CREAM 


ON SALE AT 
LONGS 
0 


LONGS LOW 
SALE PRICE 


¡COLOR ENLARGEMENT 
WITH FRAME 
5X7 SIZE 


49* 


8X10 SIZE 
1.39 


f r o m y o u r 
COLOR 
n e g a t iv e 


LONGS LOW 
SALE PRICE 


Iray-o-vacI 
TRANSISTOR 
BATTERY 
9-VOLTSIZE 


C 
39 


ASSORTED 
SUNGLASSES 
• LADIES 
• MEN'S 
• CHILDS 
• LARGE 
-SELECTION 


■TRIM! 
BRAND 
FINGER 
NAIL CUPPER 


BUY SEVERAL 


LONGS LOW 
SALE PRICE 19 


L'OREAL 
■ HAIR ■■ 
■ c o lo r BÜ 
H 
- C O N T R O L LE R A I 


COLOR ACTION ASSURES 
■ 
perfect resu ltsM 


■ 2.25B 


t 


t o i 


«•AM 


tin high I 


nMiem te v M * 


HIRAM WALKERS 
TEN HIGH I 


straight io u r b o n I 
w h is k e y ! 
■4.291 
86 I 
PROOF 
5th 


OLDCROf 
(KP 
rtr * A. 


ürISÍñü 


OLD CROW¡ 
■ STRAIGHT 
I 
m BOURBON 
J 


III WHISKEY 
I 


JIM BEAM 


KENTUCKY STRAIGHT 
BOURBON WHISKEY! 


86 
PROOF5.39 
5th 
86 
PROOF5.39 
5th 


ANCIENT AGE 
|B0URB0N 
I WHISKEY 


ROYAL GATE 


GIN 


• EXCELLENT MIXER 


11.98 Vi GAL 
80 
PROOF 
3.49 5th 


Long-Range 
T ransit 
Look Is Set 


I-J Special Report 


SAN 
FRANCISCO 
- 


Long-range transit plans of 
the Golden Gate Bridge Dis­ 
trict will be the subject to a 
panel discussion sponsored 
by the Sierra Club at 7:45 
p.m. tomorrow at the First, 
Unitarian Church, Franklin 
Street and Geary Boule­ 
vard. 


Panelists w ill be Alvin 
Duskin, 
San 
Francisco 
dress manufacturer; Mar­ 
garet Azevedo of Tiburon, 
chairman of the citizens ad­ 
visory panel for the transit 
plans; William Liskamm, 
partner of the urban plan­ 
ning firm that worked on 
the plans, and Robert Con- 
radt of San Rafael, a con­ 
sultant 
in 
transportation 
planning. 
Representatives 
of 
the 
bridge district and Kaiser 
Engineers, which worked 
out the engineering for the 
transit plans were not invit­ 
ed to participate in the dis­ 
cussion, 
according 
to 
a 
bridge district spokesman. 
The Sierra Club said that 
the discussion will not du­ 
plicate the hearings on the 
p l a n s being held by the 
bridge district, but instead 
w ill “ focus on the basic is­ 
sues behind the study it­ 
self.” Its list of such issues 
included the issue of wheth­ 
er transit can be developed 
without helping to speed 
growth and development. 


Fill For Bike 
Path Will Be 
Eyed By BCDC 


I-J Special Report 


SAN FRANCISCO — Mar­ 
in County’s application for 
a permit to fill 2,700 square 
feet of Richardson Bay for a 
bicycle path will be heard, 
and possibly voted on, by 
the Bay Conservation and 
Development 
Commission 
at 2 p.m. Thursday in Room 
1194 of the State Building, 
455 Golden Gate Avenue. 
The BCDC staff objected 
earlier this month that the 
fill could be used by North­ 
western Pacific Railroad if 
the railroad canceled its 
lease with the county for the 
narrow strip. The objection 
apparently 
was 
met 
by 
county 
supervisors 
when 
they pledged to resume con­ 
demnation 
proceedings 
against the railroad if ibp 
lease were canceled. 
Also on the a g e n d a is 
further hearing on draft 
amendments to the bay plan 
to allow filling for bay-or­ 
iented commercial recrea­ 
tion and public assembly on 
publicly-owned parts of the 
bay. This provision now is 
limited to privately-owned 
parts of the bay. 


120 Days' Jail 
For Burglary 


Stanley Wade Weaver, 20, 
of San Rafael was sentenced 
yesterday in Marin Super­ 
ior C o u r t to 120 days in 
Marin County Ja il for bur­ 
glarizing 
Marin 
Terra 
School in Almonte last Octo^ 
ber. 
J u d g e E . W a r r j T p 
McGuire also placed Weav­ 
er on probation for two 
years and gave him credit 
for time already spent in 
jail. 
Weaver was arrested aft­ 
er deputies found him at the 
school carrying a projector 
down a hall. A window of 
the 
s c h o o l 
had 
been 
smashed, deputies said. 


Three Marinites On 
Oregon Honor Roll 


Three students from Mar­ 
in and Southern Sonoma 
were included on the honor 
roll for the fall term at Ore­ 
gon State University. 
They were Jeffrey S. Lew­ 
is of 205 Richardson Drive, 
M ill Valley, who attained a 
straight A average in engi­ 
neering; Gary Joe Sexton of 
341 Wilson Street, Petalu­ 
ma; and Gloria Jean Bums 
of 121 Birch Way, San Ra­ 
fael. 


Germon Class 


A 
n ew 
intermediate 
class in German sponsored 
by the College of M arla h?s 
N-oii sei ui- 
acr-orrHüYg to 
tnicbv Marl fra b fV ’kcr, 
Ik cKk j *vkil ifitt-t 
fC- ir» i!;*v * m *» 
! *~r:n 7 
1° i. ; . at Ebo 
j A»ia...*2 i-., 
KV» V 
ik **» l'i 
1 »'■»•.'f'-’J . 


FINE FOODS 


STORE 
HOURS: 


DAILY 
8:30 TO 8 
SATURDAY 
8:30 TO 7 
SUNDAY 
9 TO 6 


PRICES EFFECTIVE AT KENTFIELD STORE ONLY WED. THRU 
TUES. JAN. 20 - JAN. 26. MEAT AND PRODUCE THRU SAT. JAN. 23 


735 COLLEGE AVE. - KENTFIELD 
(Kentwoodlands Shopping Center) 


San Francisco - 3201 Divisidero St. 
San Francisco - 1360 Polk Street 
FRESH FRYERS 


CORNED BEEF 
o q c 


BOTTOM ROUND, OUR OWN MILD CURE ...............................LB. 
O 
M 
SLICED BACON 
7 q < 


CUT EXTRA THICK............................................................................LB. 
M 
W 


■ FRESH CRAB NO W IN SEASON ■ 
SHRIMP MEAT 
* 2.49 
FRESH ROCK COD . 79* 


CHATEAU jusda? ■ 
BRIAND 
«© 


BAKE, BROIL OR BARBECUE..........................LB. 1 
9 9 
NEW YORK 1 
STEAK 
JuSS? 1 
a 
1 
K 
M 
I X 
( c h o ic e ) 
i 
A FAMILY FAVORITE................ /TrTTrrT^. LB. U 
199 


SIRLOIN tfsfei? ■ 
STEAK 
w® 


BONELESS, PAN BROIL OR FRY....................... LB. 1 
5 9 
COU LOTTE 
1 
STEAK 
Ä 
1 
^ 
1 t 
M 
I 
\ 
(C H p lC E J 
1 


A SMALL TENDER STEAK......... r r T r T r r . LB. 1 
199 


FILET 
MIGNON 
/ 


STEAKS OR ROAST.................................... LB. Æ l^Ê 
6 9 
BEEF 
tûsDAî 1 
KABOBS «s® 1 


TENDER LEAN CUBES...................................LB. 
1I59 
FRESH BABY BEEF LIVER 


BEST FOR HEALTH............................................. 
LB. 
GROUND CHUCK 


LEAN AND JUICY............................................................................ LB. 
79c 
79' 


REMEMBER 


IF EVER A PURCHASE OF BYRNE'S MEAT FAILS TO 
PLEASE WE WILL REFUND YOUR MONEY PROMPTLY. 


KRAFT CHEESE 


Swiss, Sharp Cheddar, Mild Ched- 
dar, Extra Sharp Cheddar, Med. 
f j p p 
Cheddar, Monterey Jack, Muenster, 
Brick, Long Horn, New York Sharp, 
D l f f * 
Random Weights. 
■ I W 
e 
BUTTER 


BERKELEY FARMS, LB. CUBES................. 
HAWAIIAN PUNCH 


46 OUNCE T IN ......................................... 
SUNFLOWER SEEDS 


FISHER, 7 OZ. T IN ................................... 
OREO COOKIES 


N.B.C. CHOCOLATE, 15 OZ. PKG......... 
TOMATO JUICE 


GLORIETTA, 6 OZ.................... 


W I N K 
k for * Q C 
CANADA DRY, 12 OZ. TIN . . O 
J 
# 
KOTEX 


SANITARY NAPKINS, 
QQC 
REG. OR SUPER, 40's................................. TT 
CHILI 


CON CARNE, DENNISONS 
f t 0 
C 
WITH BEANS, 40 OZ.................................. O 
# 
CAT FOOD 


FRISKIES..................................... 


pack 


81* 
35' 
39' 
45' 
49' 


SWANSONS 
TV DINNERS 


Macaroni & Cheese, Beans and 
Franks, Macaroni & Beef 
3 99' 


W 
/ d ORANGE JUICE 
4 for 89c 
79 
69 


6 O z............................. 
APPLE PIE 


MRS. SMITH............................................. 
ICE CREAM 


BERKELEY FARMS PREMIUM, V2 GAL. . 


HEALTH & BEAUTY 
7 $1 


ROMAN M EAL MEAT LOAF M IX 
59c 
SUE BEE HONEY 12 oz...........................................59c 
RAGU' SPAGHETTI SAUCE................................39c 
K0LD KIST SIRLOIN TIP S ...................................59c 


MUSHROOMS 
EXTRA FANCY, HOT HOUSE 


LB.69c 


AVOCADOS 


F U E R T y G ^ O S I Z E 
H 
e 


EACH19 


...U S ISi 
Jpr- . 
\V2p 
¿ti 
Ils \ 
t'iji ? . > 
' 
iM iÉSP/ 
' ' 


ORANGES 


EXTRA FANCY, JUICY 
L59 


TOOTHPASTE 


Crest Reg. 1 .0 9 ......................SPECIAL 


TOOTHBRUSHES 


Pepsodent Reg. 6 9 c 
SPECIAL 


CONTAC 


Reg. 1 .69 .............................SPECIAL 


LISTERINE 


Reg. 1.59.............................SPECIAL 


89' 
49' 
1.09 
1.19 


c 


GRAPEFRUIT O OQc 
CARROTS 
Qc 
TANGELOS O J Q c 


FANCY PINK....................................W 
Jm rn 
CUP TOP, READY FOR U S E...................... # LB. 
JU M B O ................................................A 
■ W 


This !• e cM p M ed 0 «• All items with this u h jr m er checkstand • •. We reserve the right te cerrect printed errers . . . Ne specinls seid te children er deelers . .. One ceupon per fentily. 


LIQUOR SPECIALS 


BYRNE'S Tam” SALE 


SAVE 10% BY THE CASE 
? 
VODKA 
Sths 
Quarts 
*3.29 *4.19 
GIN 
Sths 
Quarts 
*3.29 *4.19 
SCOTCH 


Graan Label 
86 Proof, Fifths 
*4.39 


■a 
le eu 
LIGHT OR 
Roncardi Rum0ARK f,fth 3.99 


Now Italian Designers Show Shorts 


By BRENDA W. ROTZOLL 


ROME (UPI)—Roberto Ca- 
pucci took the new “soft look” 
to such extremes in the Italian 
high fashion collections today 
he sometimes softened 
the 
sides of his evening gowns right 
out of existence. 
Capucci showed a series of 
long and flowing gowns formed 
of four wide soft pleats, two in 
front and two in back. The only 
place they touched at the sides 
was where wide hemp belts 
held them together. 
Crepe, chiffon, rough linen 
and hemp were his principal 
materials. The hemp was 
woven into soft ropes or stiff 
wide webbing belts, with rope 
trimming 
lightweight 
dress 
panels or coiling into head- 
hugging hats. 
ANOTHER 
FAVORITE 
trim was whip-stitching — 


where the yarn is sewn over 
the edge of the fabric so 
that it shows — which he 
used to edge the hems of 
street dresses or mold the 
slim bodices of gowns with 
full, unpressed pleat skirts. 
The stitching was in the 
same s h a d e as the dress 
fabric. 
Colors ranged from sand 
beige to bright fuchsia, with 
emphasis on orange, lavender, 
pink and blue shades. 
As 
always, Capucci loved to put 
several shades of the same 
color into one garment. 
Capucci showed nothing but 
dresses—no suits, no trousers 
and no shorts. 
Other Italian designers are 
taking their stand on shorts for 
summer’s big fashion news. 
You see them everywhere, 
along with the new shorter skirt 
length—just below the knee— 


and the soft look of puffed 
sleeves and pleated skirts. 
American-born Evan Rich­ 
ards, know in the trade as 
Tiziani, had shorts for sports 
and evening. He said he was 
not making them for city wear, 
but acknowledged “Some wo­ 
men will wear them there.” 
He turned out button-below- 
the-knee knickers, flared Ja­ 
maica length shorts and just 
plain short shorts, in beige, 
black, white and the dark prints 
lie favors for summer. 
His dresses had pleated or 
gored skirts, or flared out in 
yards of soft crepe. Bodices 
were tightly molded. Sleeves 
came tight and slinky, or full 
and puffed in sheer fabrics. 
Tiziani borrowed floral de­ 
signs from Hungarian peasants 
to embroider on the hems of 
bright linen evening gowns. He 
stressed a demure look in 


evening 
gowns 
with 
long 
sleeves and ruffled pinafores, 
or plaid taffeta skirts with 
blouses which had long, puffed 
sleeves. The models wore 
bunches 
of 
small 
artificial 
flowers tucked in their hair. 


SAILORS INSPIRED the 
suits, dresses, shorts and 
berets in the Fontana sis­ 
ters 
collection, 
designed 
this year by Swedish-born 
Jurgen Michaelsen. The late 
Christian Dior gave 
Mi­ 
chaelsen 
the 
professional 
name “ Yom” because Dior 
could not pronounce Jurgen. 
The 
Fontana 
collection 
ranged from 
bright 
yellow 
shorts suits, to silk plain shorts 
which converted to dresses by 
adding 
button-on 
skirts, 
to 
evening 
gowns 
whose 
only 
bodice was a huge embroidered 
white collar. 


THE FONTANA SISTERS took 
the high seas of fashion this week 
with a sailor suit inspired collec­ 
tion ranging from shorts for the 
city to evening wear whose sailor 
collar was all there was above 
the 
waist. 
In 
the 
collection, 


shown in Rome at the couturier 
showings for spring were these 
sailor suits — left, with pleated 
skirt and, right, with straight 
skirt. The suit at left has polka 
dots in brown and white trim on 
it. 


DISTINCTIVE fashion state- 
lent by Germana Marucelli, this 
aftan-like evening dress in a 
ark floral print upholstery mate- 
ial is exotically accessorized at 
eck and waist with a bib and 
a H 
ftfA t*AW 
n o ♦ i i m i wool and 


Dresses stopped just below 
the knee at Fontana. Deep, 
bright brown ran second to 
yellow as favorite color, and 
often was used as polka dots on 
white silk. An orchid colored 
evening gown with pleated 
chiffon 
skirt 
featured 
an 
artificial white orchid on its 
belt. 


Germana Marucelli and Gre- 
goriana bucked the trend to 
skirts just below the knee. They 
both preferred slender skirts to 
near the ankle, but slit them up 
front or back for freedom of 
movement and softer look. 


Marucelli, who once showed 
metal breastplates,this season 
made an evening gown with 
bandeau bra of wooden beads, 
and a sheer kaftan worn over 
bra and skirt. The kaftan was 
edged with more of those 
wooden beads. 


rawhide stripes. Both Germana 
and Gregoiana Marucelii, whose 
summer 
collections 
are 
just 
being shown in Rome, favored 
gowns with slim skirts and hem­ 
lines just below the knee. 


(UPI Cablepbotos from Rome) 
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Mrs. Lamoreaux Heads 
Agency's Auxiliary 


PATRICIA ARCHBOLD of San 
Rafael has been named nurse 
stroke coordinator in Marin for 
the Regional Medical Program 
and will work from the Marin 
County Heart Association office 
to oversee in-service education in 


Because she feels 
that 
“each individual has a com­ 
mitment to dedicate himself 
to the improvement of the 
quality of life,” Sonia La­ 
moreaux 
volunteered 
to 
work at Planned Parent­ 
hood of Marin. 
She has been a volunteer 
for three years, and is now 
the president of the Planned 
Parenthood Auxiliary. 
“ I believe Americans vol­ 
untarily and openly must 
face the fact that many of 
our tensions and failures 
are due to the spiraling po­ 
pulation growth. Daily, one 
is confronted with the ef­ 
fects of too many people. 
Planned Parenthood of Mar­ 
in is confronting this very 
real crisis with its unique 
programs,” she says. 
The auxiliary, which sup­ 
ports the p r o g r a m s of 
Planned Parenthood Asso­ 
ciation with volunteers and 
financial help, is open to 
anyone concerned with the 
problems of overpopulation. 
The auxiliary sponsors a 
community lecture series at 
the College of Marin and a 
spring stitchery fair. 
Mrs. Philip A. Lamoreaux 
is a graduate of Chico State 
College, and is currently in 
the 
masters 
program at 
Dominican 
College. 
She 
taught 
elementary 
school 
for five years. Her husband 
is a securities analyst and 


they have a daughter, Julie, 
who is a seventh grader at 
San Domenico School for 
Girls. 
Other officers are Mmes. 
Jerold Green, vice presi­ 
dent; 
Robert 
Braghetta, 
corresponding 
secretary; 
Warren Peterson, recording 
secretary; Alfred Thomas, 
treasurer; 
Frank 
Ribbel 
and Robert Murphy, volun­ 
teer 
chairmen; 
Richard 
Tair, education chairman; 
Theodore Martin, publicity; 
Webster Otis, fund raising 
and B. Mason Flemming, 
nominating chairman. 


the Marin facilities caring for 
stroke patients. She also will 
work on planning and family 
counseling for patients, develop 
curriculum and teach workshops 
and classes. Here she instructs 
persons caring for stroke pa­ 
tients. 
Patricia Archbold Named 
Stroke Educator In Marin 


MRS. PHILLIP A. LAMO­ 
REAUX 


The 
Regional 
Medical 
Program, a federally fund­ 
ed program to close the gap 
between new research find­ 
ings and the practicing phy­ 
sician, has begun to aid 
stroke patients in Marin 
County. 
Established 
to 
prevent 
and improve the care of 
heart, cancer, stroke and 
diabetes victims, the pro­ 
gram is regionalized by dis- 
t r i c t s . Marin County is 
included in District 1 which 
also covers the Bay Area 
north to the Oregon border. 
Nurse stroke coordinator 
for Marin is Patricia Arch- 
bold, who makes her head- 
q u a r t e r s at the Marin 
County Heart Association 
office in San Rafael. 
In her role as nurse coor­ 
dinator for the Marin Medi­ 
cal P r o g r a m , she will 
oversee in-service 
educa­ 
tion in facilities caring for 
stroke patients, discharge 
planning, and family coun­ 
seling for patients, in addi­ 
tion 
to 
c u r r i c u l u m 
development, and teaching 


for workshops, classes and 
continuing education. 
Miss Archbold received 
the M.S. degree at the Univ­ 
ersity of California. She 
served as team leader in 
1966 and 1967 at Columbia 
Presbyterian Medical Cen­ 
ter and as instructor of long 
term nursing at Columbia 
University in New York. 
Currently, 
patients 
at 
Marin General Hospital and 
Kaiser Hospital are partici­ 
pating in the stroke pro­ 
gram. 
Rehabilitation 
of 
stroke patients will also be 
conducted from the Marin 
County Heart Association 
under the direction of Miss 
Archbold. 
The stroke program is 
also involved in research 
which will help physicians 
to make predictive state­ 
ments 
about 
a 
patient’s 
course 
and 
rehabilitation 
potential 
by 
examining 
symptom clusters. 
Stroke r e m a i n s third 
ranking cause of death in 
the U n i t e d States after 
heart attacks and cancer, 


accounting for the lives of 
nearly 
200,000 Americans 
each year. But statistical 
evidence shows that the 
stroke rate is moving down. 
The trend downward is 
due in part to a growing 
assortment of surgical and 
medical tools designed to 
prevent strokes, according 
to the Heart Association in­ 
cluded are the surgical re­ 
moval of blockades in the 
major arteries of the neck, 
medicines which — after a 
heart attack or stroke — 
help prevent the formation 
of blood clots, and drugs 
that control high blood pres­ 
sure. 
With increasing means of 
rehabilitation many persons 
who suffer n o n -1 e t h a 1 
strokes are being returned 
to live useful lives. 
The stroke program in 
Marin 
is 
patterned 
by 
guidelines set by a stroke 
committee of professional 
and lay persons in the coun­ 
ty. The physician in charge 
is Dr. Ripley Hunter. 


go cruising 
with 
COLE OF CALIFORNIA 


in a swimsuit that's frankly pretty. It's the 


suit you'll love to live in on southern b each ­ 


es now, in an d around the pool next summer. 


O f soft floral cotton, C o le 's a ll-girl suit 


is beautifully constructed for fit and fla t­ 


tery. In tones of blue an d violet to match 


your eyes a n d the skies. In sizes 12 to 18. 
22.00 
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HELEN HELP US! 


•y HELEN BOTTO. 


Sometimes The Child Must Be 
More Adult Than The Parent 
DEAR HELEN: 
I’m writing this letter in 
my room. Mom is in the 
kitchen, but it’s like no one 
was here. We’re not speak­ 
ing again. 
Daddy died in 1968 and 
that left Mom, my brother 
and me. Things have been 
going wrong ever since. 
Mom admits she uses us 
kids as a sort of whipping 
post on whom to let out her 
tensions. She yells when we 
overlook 
the 
least little 
thing. 
Like tonight, she 
came home from work and 
found two d i s h e s in the 
sink. I’d cleaned the rest of 
the house, but all she saw 
was the kitchen, and she 
started 
using 
four-letter 
words. So I used them back, 
which I hardly ever do, and 
she slapped me and said I 
w asjust like the rest of my 
generation — no good hip- 
pie-junkies, etc., etc. So I 
screamed “ Shut up!” and 
she said “ Don’t come out 
of yopr room until you can 
apologize,” 
and 
I 
don’t 
think I’m the one, as she 
s t a r t e d it — if she can 
sv&Sftr bow about me? 
M j'brother has run away 
tmofe iince Dad died, and 
ies are terrible. He 
"school and has been to 
juvenile hall several times. 
He tells Mom to her face 
that he hates her, and that 
shocked me. .. But tonight I 
said the same thing, and 
now I’m miserable, because 
I really love her, if she’d let 
me. 
You see, I remember the 
good t i m e s — and some­ 
times they’re still good. 
Mom g i v e s us great pre­ 
sents, but I’d trade them all 
to be f r i e n d s with her 
again. 
M R is my question, He­ 
len. We’re not so poor that 
sbJC&SUldn’t afford to send 
me^wway to b o a r d i n g 
scbbol, and my grades are 
good so i‘d do well there. 
I’ve always refused before 
as -I thought Mom needed 
me, . especially with my 
a 
er having troubles. But 
ie it’s best if I go. lyiy 
np^as won’t stand much 
m • r e , and maybe hers 
I 
Id be better too, if she 
n’t have two kids to wor- 
rSTAbout. — D.J. 


DEAR 
D.: Boarding 
school — for both you and 
y ® . brother — might be a 
sohrtion. But don t leave in 


You already know what 
causes your mother’s tan­ 
trums. 
Worry, 
overwork 
and loneliness have all but 
closed communication lines 


Avoid Danger Of 
Carbon Monoxide 
NEW YORK (UPI)—Carbon 
monoxide, 
a 
highly 
toxic, 
odorless gas, causes preventa­ 
ble deaths each winter. Health 
authorities say it’s in the coal 
gas coming through defective 
flues and in the exhaust fumes 
which can seep into closed 
autos. 
To avoid such tragedies: 
Keep car windows slightly open 
to permit gas fumes coming 
from the exhaust to escape. 
Also: Check heating equipment, 
making sure pipes and stacks 
are cleaned and maintained, 
permitting discharge of dange­ 
rous gases from heating units. 
Carbon monoxide gas can cause 
headache, dizziness, nausea and 
drowsiness in small amounts 
and death in high concentra­ 
tion. 
~ 


at your house, but you can 
open them if you remember 
three little words: “ Don’t 
fight back.” 
Sometimes the child must 
be more “ adult” than the 
parent. It’s so easy to fight 
hurt with greater hurt, then 
retire to your room feeling 
miserable and mistreated 
“ because she started it.” 
It’s a lot harder anticipat­ 
ing a mood and heading it 
off with special kindnesses, 
when you feel anything but 
kind. Try it for two weeks. 
Then — perhaps you can 
make a d e c i s i o n about 
going away to school with­ 
out feeling that it is an es­ 
cape. I hope so. — H. 


DEAR HELEN: 
There’s a lot of flak about 
female 
beauty 
pageants. 
How come the guys don’t 
picket for “ equal opportuni­ 
ties.” I never heard of a 
teen-age Mr. America show, 
on national television. — 
BUTCH 
DEAR BUTCH: 
And you probably never 
w i l l . 
Ah , 
discrimina­ 
tion. . . . — H. 


DEAR HELEN: 
I’m eight months preg­ 
nant. The father keeps say­ 
ing h e ’ ll marry me, but 
something always happens 
to make him put it off. Now 
he says we have to wait till 
he gets a good job. I think 
he just doesn’t want to pay 
for my bills. He already 
owes me $200 he borrowed 
last year. If I don’t marry 
him, I may n e v e r get it 
back, and I’ll have a father­ 
less baby my folks will have 
to adopt. (They want to). 
Should I keep hoping? — 
TERRY 
DEAR TERRY: 
Better to lose $200 and 
have a fatherless baby than 
gain a husband who may 
never be a man. — H. 


This column is dedicated 
to family living, so if you’re 
having kid trouble or just 
plain trouble, let Helen help 
you. Address Helen Bottel 
in care of the Independent- 
Journal. 


A Bumper 
Year For 
Anniversary 


New York (MW) — Color 
the year silver. That’s the 
traditional theme of 25th 
wedding anniversaries. And 
this year a record number 
of American couples will be 
celebrating theirs. 
In 1946 some 2.3 million 
couples 
marched up the 
a i s l e to take their vows, 
making the marriage rate 
jump 37 per cent over that 
of the previous year. That 
number still hasn’t been 
topped, although 1969 came 
close. This year an estimat­ 
ed two million of the post­ 
war b r i d e s and bride­ 
grooms, now mostly in their 
40s will observe silver an­ 
niversaries. It also means 
that countless friends and 
relatives will have to find 
gifts to commemorate the 
occasion. 
According 
to 
tradition, 
the first wedding anniver­ 
sary is celebrated with pap­ 
er, the fifth with wood, the 
10th with tin or aluminum, 
the fifteenth with crystal 
and the 25th with silver. 


MARIN DATEBOOK 
ON THE AGENDA 


Slides Of Noted Paintings Set 
As Art Authority's A.M. Program 


TONIGHT: 


GAUCHO INFLUENCE 
Black, brown and white braid trim this off-white two-piece 
suit designed by Umberto Manzo for Davidow. The colors are 
repeated in the silk print blouse. 
(New York Couture Council photo) 
Charlotte Fry To Be 
Bride Of T. R. Pierce 


Charlotte Edith Fry and 
Roger Thomas Pierce, both 
of San Rafael, are planning 
a wedding in May at the 
Church of the Redeemer in 
Glenwood. 


Slides of paintings from 
the galleries of Western Eu­ 
rope and the United States 
will be shown by Dr. Ri­ 
chard McClanathan Friday 
at the A.M. lecture at 10:30 
a.m. 
at 
the 
Tamalpais 
Theater in San Anselmo. 
The series of lectures is 
sponsored by the Family 
Service League of Marin. 


Dr. McClanathan, author 
of “ A Pageant of Medieval 
Art and Life,” “ The Ameri­ 
can Tradition in the Arts” 
and “ Images of the Univ­ 
erse; Leonardo da Vinci, the 
Artist and Scientist,” will 
talk on modern art. 
Recently appointed edu­ 
cational consultant to the 
National Gallery in Wash­ 
ington, D.C., he received 
the Ph.D. from Harvard 
University, 
was 
awarded 
the Prix de Rome, served 
on the staff of the Boston 
Museum of the Boston Mu­ 
seum of Fine Arts and while 
there originated the first 
television show to be tele­ 
cast from any museum, ti­ 
tled “ Open House at the 
Museum” . Later he served 
as director of the Museum 
of Art in U t i c a and was 
selected to become curator 
of the art exhibit at the 
American National Exhibi­ 
tion in Moscow. He also 
made two tours of art cen­ 
ters in West Germany, Den- 
m a r k , 
P o l a n d a n d 
Yugoslavia as a representa­ 
tive of the U.S. State De­ 
partment. 
On television Dr. McCla­ 
nathan has appeared both 
on the educational channels 
and on the major networks 
in “ specials” on art. His 
articles appear in most of 
the important art publica­ 
tions, and he is a consultant 
on art to Xerox Corporation, 
Time-Life, IBM, U.S. Ply­ 
wood-Champion 
Paper 
Corp., R.H. Macy and Com­ 
pany and Massachusetts In­ 
stitute of Technology. 


A DINNER dance will be 
held Saturday by the Marin 
Catholic 
Booster’s 
Club 
starting with cocktails at 
6:30 p.m. at the school. Jim 
Mahoney is chairman of the 
annual dinner which will be 
served at 8:30 p.m. 


Mrs. Beverly Stone is re­ 
servations chairman. 


A PHEASANT dinner for 
200 wiU mark St. Hilary’s 
Church’s 20th anniversary 
on Saturday. 
Champagne 
cocktails will be served at 7 
p.m. and pheasant and wild 
rice entree at 7:30 p.m. at 
the Tiburon church’s Lydon 
Hall. 
Fred and George Mante- 


d r. McClanathan 


gani are chairmen. A limit­ 
ed number of tickets are 
available at St. Hilary’s 
School. 


PETALUMA 
WHIRLERS 
Square Dance workshop, 8 
p.m., Kenilworth Recreation 
Center. 
FAMILY PLANNING Clinic, 
Marin County Dept, of Public 
He a l t h, 6:45 to 9 p.m., 920 
Grand Ave., San Rafael. 


HAMILTON SLIM Jets TOPS 
Club, 7 p.m., Girl Scout Hut, 
Morgan Dr., Rafael Village. 
YOGA CLASS, Mill Valley 
Outdoor Art Club, 7 p.m., be­ 
ginning, 8 p.m., advanced. 
TAMALPAIS TEMPLE 129, 
Pythian Sisters, 8 p.m., Odd 
Fellows Temple, San Rafael. 
J U N I O R LOCH Lomond 
Y a c h t Club, 7:30 p.m., club­ 
house. 
MUIR 
WOODS 
Auxiliary, 
VFW, 1 and 8 p.m., Odd Fel­ 
lows Hall, Mill Valley. 
SEQUOIA COURT 79, Order 
of Amaranth, 8 p.m., Masonic 
Temple, San Rafael. 
GAMMA OMICRON Chapter 
of Beta S i g m a Phi, 8 p.m., 
home of Mrs. Beverly Teston, 
198 Westover Circle, Hamilton 
AFB. 
PRECEPTOR ALPHA Lamb­ 
da, Chapter of Beta Sigma Phi, 
8 p.m., home of Mrs. Douglas 
McVae, 629 Blackberry Ln., 
San Rafael. Mrs. Orin Baptist, 
speaker. 
TAMALPAIS 
WEAVERS 
Guild, 7:45 p.m., Terra Linda 
High School faculty room, San 
Rafael. Jan Wagstaff, speaker. 
XI ALPHA Xi, Chapter of 
Beta Sigma Phi, 8 p.m., home 
of Mrs. George K i p g e n , 25 
Strwberry Circle, Mill Valley. 
Mrs. Kipgen and Mrs. H. w. 
Meyerinck Jr., speakers. “Ice­ 
land and Religions Around The 
World,” topic. 
JAYCETTES, 
7:30 
p.m., 
home of Mrs. Frank Barker, 
Petaluma. 
CHICKEN LITTLE Chapter 
of the Children’s Home Society, 
8 p.m., home of Mrs. Frank 
Castelli, Petaluma. 
SYLVAN CIRCLE 115, United 
Ancient Order of Druid’s, 8 
p.m., Druid’s Hall, Novato. 
Mrs. Irwin Cameron, grand 
arch druidess, visit. 


ing Station, 9 a.m., Masonic 
Temple, San Rafael. 
CANCER DRESSING Sta­ 
tion, Petaluma Branch, 9:30 
a.m.. Masonic Hall, Petaluma. 
FAMILY PLANNING clinic, 
Marin County Dept, of Public 
He a l t h , 6:45 to 9 p.m., 920 
Grand Ave., San Rafael. 
FEATHER 
UTE8 
TOPS 
Club, 7 p.m., Service Club, 
Hamilton Air Force Base. 
PETALUMA TOPS Club, 7 
p.m., Bernard Eldredge School, 
207 Maria Dr., Petaluma. 
SQUAWS AND Paws Square 
Dance Club, 8 p.m., Lu Sutton 
School, Novato. 
SPANISH CLASS, Outdoor 
Art Club, 10 a.m. to noon, Club­ 
house, Mill Valley. 
FAIRFAX PARLOR 225, Na­ 
tive Daughters of the Golden 
West, 8 p.m., American Legion 


THE JUNIOR League of 


San Francisco, Inc. is spon- 
soring an a l l - d a y drug 
TomOITOWI 
abuse conference on Satur­ 
day from 9 a.m. to 3:30 p.m. 
at the Unitarian Church in 
San Francisco. Five speak­ 
ers — Dr. Barry S.M. Ea­ 
rner, Dr. Reese T. Jones, 
Dr. David E. Smith, Wil­ 
liam G. Livingston, Roger 
C. Smith — will spend the 
morning presenting the var­ 
ious problem areas, the aft­ 
ernoon 
v i e w i n g 
t h e 
treatments. 


TIBURON 
PENINSULA 


Club will hold its fifth an­ 
nual domino tournament on 
Saturday. Social hour is 
7:30 p.m. and play starts at 
8 p.m. for trophies and priz­ 
es. 


PLANNED 
PARENTHOOD 
Assn., 10 a.m. to noon, 710 C 
St., San Rafael. 
NOVATO STUMP Jumpers 
S q u a r e Dance Club, 8 p.m., 
IDESI Hall, Novato. 
TOPS C L U B , 7:30 p.m., 
church library, 1104 Fifth Ave., 
San Rafael. 
SAN RAFAEL Cancer Dress- 


Hall, Larkspur. 
LEOLA SEWING Club, noon, 
Masonic Temple. San Rafael. 
SOROPTIMIST 
CLUB 
of 
Marin, noon, Pepperwood res­ 
taurant, San Anselmo. 
VASECTOMY 
EDUCATION 
and Referral Program, 8 p.m., 
Planned Parenthood, 710 C St., 
San Rafael. By appointment. 
MARIN ROD and Gun Club 
Auxiliary, 
noon, 
clubhouse. 
Point San Quentin. Public, de­ 
sert, luncheon and cards. 
SAUSALITO 
YACHT Club 
Women’s Auxiliary, 10 a.m., 
clubhouse. 
SAN 
ANSELMO Women’s 
Tennis Club, 10 a.m., Pepper- 
wood restaurant, San Anselmo. 
MARIN COUNTY Retired Of­ 
ficers Wives Clubs, 12:30 p.m., 
West End Villa restaurant, San 
Rafael. Mrs. Leland Bright, 
speaker. 
Student 
Exchange 
Program, Terra Linda High 
School, topic. 
h i 
MARIN COUNTY Chapter of 
Delta Gamma Alumnae, noon, 
home of Mrs. James Graddy, 4 
Riviera PI., San Rafael. Lun­ 
cheon. Mrs. Milton Cerf, reser­ 
vations. 
GOLDEN GATE 
Chapter, 
Clipped Wings, Inc., 8 p.m., 225 
San Marcos Ave., San Francis­ 
co. Champagne dessert for new 
members. 


Chicken Dishes 


To 
enjoy 
your 
favorite 


chicken dish frequently, buy 
several chickens at a time and 
freeze like parts together. That 
way, if your family loves fried 
chicken drumsticks, for exam­ 
ple, but never touch the backs, 
you can be choosy about what 
part of the bird you need for 
individual recipes. 


The couple’s engagement 
has been announced by her 
parents, Mr. and Mrs. Wil­ 
liam A. Fry of San Rafael. 


CHARLOTTE FRY 


Charlotte is a graduate of 
San Rafael High School and 
the College of Marin and is 
employed by Lester Gors- 
line Associates in Tiburon. 
She is the sister of Richard 
E. Hewitt of Hawaii, Mrs. 
Gilbert Dixon of Hunting­ 
ton Beach, Mrs. Richard 
Melcher of Fremont and 
Douglas Fry of Alameda. 


Roger is the son of Mrs. 
Columbus Pierce of San Ra­ 
fael and the late Mr. Pierce. 
Charles Pierce, Mrs. Shiela 
Benz and Mrs. Joe Long are 
his sisters. He is a Marin 
Catholic High School grad­ 
uate and attended the Col­ 
lege of Marin. He is a real 
estate broker with Pierce 
Realty in San Rafael. 


Warming Room 
The use of color can change 
the apparent temperature of a 
room. A northern exposure may 
make a room seem chilly be­ 
cause it never gets direct sun­ 
light. By painting the room a 
H 
sunny, tropical orange, it will 
seem warmer and more com­ 
fortable. 


T H E B E T T E R H A L F 
B y B o b B a r n e s 


"Any kid whose ambition is to shine Spiro 
Agnew 's shoes can't be all b ad." 


Lose 
As Much As 


7 Pounds 


y Indies 
_ in 
7 Visits 


^ F R E E TRIAL VISIT 
NO OBLIGATION 
Call 457-2224 
at low os $1.00 por visit 
APHRODITE HEALTH SPA 
1299 Fourth at C St., San Rafael 


IF YOU 
WERE BORN 
JAN. 20- 
FEB. 18 
YOUR 
SIGN IS 


A q u a r iu s 


Aquarians arc friendly, generous 
and unpredictable. You crave 
independence and will break any 
chains that threaten your free­ 
dom. You adore surprises, and 
what is totally new and “unex­ 
pected.” 


Famous Aquarians: Paul New­ 
man, Jackie Robinson, M ia 
Farrow. 


If you really want to be knocked 
for a loop, come in and see our 
new Zodiac Jewelry-unlimited 
imagination went into its crea­ 
tion. Original designs by a lead­ 
ing artist-astrologer, beautifully 
executed by' ANSON in an ex­ 
citing series of Tie Tacs, Cuff 
Links, Charms, Bracelets and 
Necklaces. From $2.95.Take a 
look at your Signl 


Zodiac Jewelry in 14 k gold from $18 


Q amaaA C C aÛÛoaa-4 S w U 


FOURTH AT B STREET, SAN RAFAEL, CALIFORNIA 
454-4474 
30 DAY CALLAN CHARGE, MASTER CHARGE, 
BANKAMERICARD & CHARGE KEY 


Our 41st Year 


i V 
f} 


BENNETT'S BOARDWALK 
Radio Program 
MONDAY THRU FRIDAY 
8:30A.M.-9:00AM. ? 
15TO 
1 0 0 9 


i i K" CLOTH 


• 5 0 % Polyester/50% Cotton • No-Iron • 
Some Plains a Discontinued patterns of one 
of the most famous name fabrics. The manu­ 
facturer will not let us use the name but you 
will recognize it at once. 4$ " wide. 
REG. 2.29 Yd. 


SPORTSWEAR 


# 100% Cottons 
e Synthetic Suitings 
e Printed Voiles 
• Polyester/Cotton Blends 
45" wide 
REG. 1.49 to 2.50 Yd.......69c 
YD. 


JERSEY PRINTS 


100% Arnel 
Triacetate- 
45" wide. 


Reg. 2.50 yd.......99 
ZIPPERS 


Assorted colors and lengths from 
7 " to 24". REG. to 79c EA. (15c Each) 
FOR*1 


■836 FOURTH ST. - SAN RAFAEL 
|jjjB 
PHONE 456-6805 


H H B | f r e e Parking • Hours: Daily 9:30 to 5:30 
H H H 
Sunday 12:00 to 5:00 
prgg 


Church Crash Pad 
Rebuilding 
Must Build Showers 


By GEORGE NEVIN 
Bridge Is 
Discussed 


Ánti-Commune Ordinance 
Advances In First Round 


It will cost the Methodist 
Church of Mill Valley $1,085 
to continue housing tran­ 
sient youths at its informal 
hostel. 
That’s the estimated price 
of installing showers at the 
church-operated crash pad, 
the Mill Valley City Council 
was told last n i g h t . The 
showers are required by 
state law. 
The council, after a some­ 
times tense, hour-long dis­ 
cussion with Rev. George P 
Carter, decided to have the 
church submit plans for the 
work if the crash pad is to 
continue. Rev. Carter said 
the 
church’s 
governing 
board will decide its course 
of action tonight. 
The council earlier had 
decided, over Carter’s ob­ 
jections, that the city build­ 
ing inspector was correct in 
applying 
dormitory 
stan­ 
dards to the pad. 
The minister had contend­ 
ed that sheltering homeless 
persons always has been a 
function of the church and 
that doing so at the church 
did not constitute a dormi­ 
tory use. 
The council did agree, 
however, to waive a re­ 
quirement that the number 
of occupants at the pad be 
limited to 13. Carter said 
that the usual limit was 17, 
although on occasion 20 per­ 
sons had slept on the pad’s 
slab floor. 


Terra Linda 
Art Group 
Sets Events 


A new board of directors 
and a list of scheduled ev­ 
ents have been announced 
by the Terra Linda Art As­ 
sociation. 
Tomorrow at 8 p.m. in the 
gallery 
at 4170 Redwood 
Highway, San Rafael, the 
association will present a 
panel discussion and cri­ 
tique on the subject of art 
jurying. Experienced jury 
members will analyze and 
appraise painting brought 
in by members. 
An exhibit of sales and 
rental 
paintings 
titled 
“Land and Sea” will be on 
display daily in the gallery 
through Feb. 6. 
The association’s annual 
Irish Coffee has been sched­ 
uled for March 20 at the 
Holiday Inn. Art works don­ 
ated by members for the 
association’s event will be 
auctioned from 8 to 10 p.m. 
Proceeds will be used to 
finance the gallery’s yearly 
expenses. 
Association 
officers 
re­ 
cently elected for 1971 are: 
Jack Wasley, president; Be 
Cresap, 
vice-president; 
Laureeta Hastings, treasur­ 
er; Bernice Brown, secre­ 
tary; Kathy Stark, gallery 
chairman; P. A. Walters, 
gallery maintenance; Marie 
Aregger, show chairman; 
Bettyjo 
Norton, 
program 
chairman; 
Lane 
Weiss, 
publicity chairman. 


Injuries Minor 
In Auto Crash 
A 44-year-old San Rafael man 
was treated sunday at Marin 
General Hospital for cuts on his 
lips and mouth sustained in a 
San Anselmo auto accident. 
Police said today William 
Christian of 1422 Lincoln 
Avenue was eastbound on 
Red Hill Avenue when his 
vehicle veered into the ce­ 
ment at Gene’s Chevron 
Station, 101 Red Hill Aven­ 
ue. The 2:28 a.m. accident 
is under investigation. 


College Office To 
Sacramento Sought 
SACRAMENTO 
(UPI)-The 
headquarters of the state 
college board of trustees would 
be moved from Los Angeles to 
Sacramento under a bill intro­ 
duced Monday by Sen. Howard 
Way, R-Eexter. 
Way said the trustees “should 
be 
close 
to 
the 
seat 
of 
government.” 
He 
said 
the 
Senate passed the same propo­ 
sal In 1969 but the Assembly 
killed it. 


At one point the mostly 
quiet discussion grew tense 
as Councilman Edward J. 
Boessenecker accused Cart­ 
er and the church of “con­ 
sistently trying to evade the 
city ordinance” in failing to 
get official permission to 
operate the hostel. 
“I personally resent some 
of the r e m a r k s you’ve 
made,” he told the minis­ 
ter, referring to a question 
Carter had raised on wheth­ 
er the council would voice 
other objections to the pad 
if the shower requirement 
were met. 
“It’s unfair to imply that 
the council wants the pad 
gone,” Boessenecker said. 
He reminded Carter that he 
previously had voiced ap­ 
proval of the pad concept. 
The minister did not re­ 
ply, but Paul E. Rosenthal, 
a city planning commis­ 
sioner, came to his defense 
and accused the council of 
“throwing the book at the 
church.” 
Applying these (dormito­ 
ry) 
requirements 
to 
the 
crash pad is grossly un­ 
fair,” he told Mayor George 
E. Wickham. “This is a dis­ 
grace, and it makes you 
people look very, very bad. 
It’s a misuse of the powers 
of government.” He was ap­ 
plauded for perhaps 20 se­ 
conds 
by 
the 
s p a r s e 
audience 
until 
Wickham 
gaveled for silence. 
In the end, the council 
agreed to require that the 
building be brought up to 
code for a dormitory use 
and told C a r t e r that the 
modifications would have to 
be made if the pad is to 
continue. 


Is three months of incon­ 
venience worth $25,000 to 
Mill Valley? 


That question must be an­ 
swered by the Mill Valley 
City C o u n c i l before the 
Camino Alto Bridge over 
Arroyo Corte Madera del 
Presidio is rebuilt, council- 
men learned last night. 
City Engineer Stanley M. 
Bala said that keeping the 
old bridge open to traffic 
while a new f o u r - l a n e 
b r i d g e is built will add 
about $25,000 to the cost of 
the Camino Alto widening 
project. 
Bala said an alternative 
suggested by the council, 
building a t e m p o r a r y 
bridge alongside the perma­ 
nent structure, would cost 
even more. The cheapest so­ 
lution, he said, would be to 
reroute traffic along Syca­ 
more Avenue and La Goma 
Street to Miller Avenue. 
Councilmen 
at 
first 
seemed ready to authorize 
Bala to close the bridge but 
agreed to delay after Robert 
H. 
Andresen 
complained 
that “we’re making a deci­ 
sion on three months worth 
of inconvenience at 1:30 in 
the morning.” 
Councilman Jean S. Bar­ 
nard said she favored the 
closing but only if the city 
would post a sign informing 
motorists that the detour 
was saving the city $25,000. 
The council will make its 
decision at an adjourned 
meeting Monday at 7:30 
p.m. at the library's board 
room. Also to be discussed 
that night are sewer bonds 
and taxation. 


An 
anti-commune ordi­ 
nance, amended to allow 
foster 
children 
and 
ex­ 
change students, was ap­ 
proved on first reading last 
night by the Mill V a l l e y 
City Council. 
If adopted, the ordinance 
would define “family” as 
used in the city zoning ordi­ 
nance as any number of re­ 
lated persons but no more 
than five unrelated indivi­ 
duals. 
Exempted from the defi­ 
nition would be exchange 
students and foster chil­ 
dren. The ordinance w'ould 


apply only to single-family 
residential areas. 
The ordinance is similar 
to one enacted by Palo Alto 
and recently upheld in U.S. 
District Court in San Fran­ 
cisco, where a judge ruled 
it was constitutional. 
The council instructed its 
planning 
commission 
to 
hold a hearing on the pro­ 
posed ordinance and make 
a recommendation to the 
council. 
The council could hold se­ 
cond reading and adopt the 
ordinance Feb. 1. 


The Mill Valley City Council also: 


PARKING — Heard Doris Bas­ 
sett complain about lack of 
parking for residents of lower 
Lovell Avenue. 


SEWER — Awarded a $3,740 
contract to Earl Gilson Con­ 
struction for sewer line re­ 
placement 
at 
Hillside 
and 
Oakdale avenues. 


DENSITY 
— 
Adopted 
an 
emergency ordinance prohibit­ 
ing the subdivision of a lot 
containing 
a 
nonconforming 
use if the resultant lot split 
would increase density beyond 
that allowed by the general 
plan. 
TRANS-MARIN — Approved 
a tentative subdivision map for 
a 68-unit townhouse develop­ 
ment at Sycamore Avenue and 
La Goma Street. Trans-Marin 
Development Co. is the appli­ 
cant. 
THOROUGHFARE — Asked 
Marin County to allocate $125.- 


Secor To Speak 
Orthopedic 
surgeon 
Charles M. Secor of Green- 
brae will speak at a meet­ 
ing of the California Nurses 
Association’s District 28 at 
8 p.m. Thursday at Marin 
General Hospital. 
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000 under the Urban Thorough­ 
fare Program to be used in the 
Camino Alto project. 
LIGHTS — Declined to act on 
a proposed ordinance regulat­ 
ing lighting on private proper­ 
ty. 
M E E T I N G — Set an ad- 
ioumed 
meeting Monday at 
7:30 p.m. in the library board 
room to discuss sewer bonds 
and double taxation in a recent­ 
ly annexed area. 
LEASE — Instructed City 
Mgr. William H. Cunningham 
to investigate leasing the city- 
o w n e d bus depot for $350 a 
month. 
STUDY — Appropriated $250 
to hire the planning firm of 
S e d w a y and Cook to study 
street lighting on Camino Alto 
and Miller Avenue. 


Override On 
Aid Veto Urged 


SACRAMENTO (UPI) - As- 
semblyman Charles Warren, 
the newly chosen chairman of 
the Assembly Judiciary Com­ 
mittee, today urged override of 
Gov. Ronald Reagan’s veto of a 
$1.8 million grant to the 
California Rural Legal Assis­ 
tance. 
In a telegram to federal 
Antipoverty Director Frank 
Carlucci, Warren, D-Los An­ 
geles, described the CRIA as 
“the premier legal services 
program for the poor in 
California and, perhaps, the 
nation.” 
Reagan last month vetoed the 
federal grant because he said 
the 
CRLA violated 
federal 
regulations and failed to meet 
the civil legal needs of the 
poor. Carlucci will decide 
whether to uphold or override 
the veto. 


Campaign Statement 
Bill Is Introduced 
SACRAMENTO (UPI)-A bill 
requiring verification of prima­ 
ry and general election cam­ 
paign statements was submit­ 
ted Monday by Assemblyman 
Ken MacDonald, D-Ojai. 
The statements would be 
required to declare that “due 
care” had been used in 
reporting the identity of all 
campaign contributors. 
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Youth Arraigned 
On Pot Possession 
Paul Edward Le Clair, 19, 
of San Anselmo, was ar­ 
raigned yesterday in Marin 
Superior Court on a charge 


of possessing marijuana. 
He is to enter a plea Feb. 
1. 
Le Clair was arrested 
Sept. 26 near San Anselnro’s 
Memorial Park. 
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FABRICS 


WATCH FOR THF. FASHION SCOOP OF Tltfe 
SEASON-COMING SOON TUES. FEB. 16tb. 


* * '• *** 
Marin's Finest Fashion Fabric Store „ . 
THE! MAU 
A T N O R T H Q A T E 


AMPLE FREE PARKING ■ OPEN WEDNESDAY A FRIDAY TO 9:30 PM 
CHANDLERS’ CHARGE ■ MASTER CHARGE ■ BANKAMERICARD 
ALSO IN DOWNTOWN S. M. ■ STONESTOWN, S. f. 


NOW SHOP m m 
12 NOON TO 5:00 AT ALL 8 SUBURBAN BIG 
DOWNTOWN 4.F. 
CLOSED SM tH S 


Wm%'«mm 
it's the Big E 
mèi % 
à 
J f o r the Big Annuql| 


January white 


■■ -:v: >:■ 


I 


no-iron sheets in a typically 
large Big ^selection 


Everyone knows this is the time to really 
• Double, compare $ 8 ............4,99 
save on bed linen, and the Big E is ready 
with this special purchase of Wamsutta 
• Queen, compare $11 ..........7.99 
and Fieldcrest permanent press sheets . . . 
in discontinued flower-bright patterns. 
• King, compare $ 1 4 ............9.99 
Wamsutta Petit Jardin in pink, blue or 
gold, and two bright patterns from Field- • Regular cases, comp. 4.50 3.59 Pr* 
crest. Flat or fitted bottoms. (Plain white 
Fieldcrest sheets at comparable savings.) 
• King cases, comp. 5.50 . -3.99 P*» 
Not all colors all sizes. Charge it. 
Linens and Domestics: All 9 Big E’s 


Twin 
compare $7 


IS*!» 


Jjk- 


y a 


* 
* 


a huge assortm ent off thirsty 
towels of rich cotton terry 


Prints, solids, elaborate jacquards, and beautiful embroideries, in a wide 
spectrum of bath-brightening colors . . . all gathered together in the 
kind of rich assortment you've come to expect from the Big E. These are 
towels from our regular stock . . . also manufacturer's closeouts. Come 
in, choose an armload at white sale savings, then say "charge it." 


(Also: supersize beach, bath towels, thick cotton jacquard weave. .3.99) 


Linens and Domestics: All 9 Big E’s 
IP 
I bath, 
™ 
compart 2.75 » 
Hand, compare 1.75.. 1.29 «» 
Washcloth, comp. 75* 59* 
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Three Quentin 
Inmates Flee 


Three San Quentin in­ 
mates, including two con­ 
victed murderers, walked 
away from a minimum se­ 
curity barracks between 6 
and 10 p.m. yesterday. 
One of the trio, James S. 
Harvard, 40, a burglar from 
Los Angeles, apparently fi­ 
nanced the escape by loot­ 
ing the till at the p r i s o n 
h o b b y shop where he 
worked, 
said 
Associate 
Warden James W.L. Park. 
He said $62 was missing. 
Escaping with Harvard 
were Charles G. Jolley, 32, 
from Yuba C o u n t y and 
Ralph R. Ruiz, 35, from San 
Mateo County, each serving 
a life sentence for murder. 
Park said. 
The t h r e e had only to 
scale a low fence to escape 
from the barracks outside 
the prison wall, Park said. 
They were tracked in the 
direction of the Greenbrae 
interchange to Highway 101, 
he said. 


Park said the escapes 
were puzzling because Har­ 
vard was due for a parole 
hearing in March and the 
other two had a l r e a d y 
served about 10 years each 
and could have expected 
parole in two to four years. 
Ruiz had been in the bar­ 
racks for only a month, the 
associate warden said. Jol­ 
ley, although held in mini­ 
mum s e c u r i t y for 18 
months, had been in the 
barracks only two or three 
weeks. Harvard had been 
kept in minimum custody 
for threeyears. Park said. 
The prison attitude, Park 
said, was that men with as 
much time invested as they 
had did not have much to 
gain by running away. 
The prison alerted all pol­ 
ice agencies to the escape 
and ordered a search of the 
area, but. Park said, “We 
assume they are long gone 
from the county by now.” 


Restaurant Plans 
Advance In Novato 


The 
Novato 
Planning 
Commission last night ap­ 
proved plans for construc­ 
tion of a restaurant at the 
northwest corner of Novato 
Boulevard 
and 
Seventh 
Street, near Novato Creek. 
Commissioners also ap­ 
proved a master plan for 


Fuss Over 
Land Value 
Delays Sale 


The Tamalpais Communi­ 
ty Services District and the 
Mill Valley School District, 
in disagreement over the 
worth of a 5.13-acre parcel 
of 
school-owned 
land in 
Tamalpais 
Valley, 
have 
postponed until next week a 
meeting to discuss sale of 
the property. 


| 
An 
appraisal 
commis- 
t sioned by the school district 
i sets the value of the lands 
at $85,000, while a services 
(district appraisal values the 
1 land at $55,000. 


1 
In an effort- to reach a 
compromise, 
representa­ 
tives of the boards have 
agreed to postpone a nego­ 
tiating session, originally 
scheduled for last night, un­ 
til after the school board 
opens bids on another piece 
of property next Monday. 
If bids for that parcel, the 
1.68-acre Harvard Avenue 
site, are substantially lower 
than the appraisal of $33,- 
360, negotiators will have a 
better idea of fair market 
value for the Tamalpais 
Valley land, according to 
Glenn Lanbacher, president 
of 
the 
services 
district 
board. 
Negotiators 
will 
meet 
next week, although no date 
has been set. 


Death Penalty 
Plan In Senate 
SACRAMENTO (UPI) -A 
bill requiring a mandatory 
death 
penalty 
for 
anyone 
convicted of first-degree mur­ 
der in connection with the 
slaying of a policeman was 
introduced Monday by Sen. H. 
L. Richardson. 
“It is essential that every 
potential criminal understand 
that society will not tolerate the 
willful, premeditated murder of 
any law enforcement officer 
acting on behalf of the people 
of California,” the Arcadia 
Republican said. 
An identical measure was 
defeated last year. In his state- 
of-the-state message last week, 
Gov. Ronald Reagan called for 
the first-degree murder penalty 
for police slayers. 


Innocent Plea To 
Pot Possession 


James Michael Hush, 20, 
of Boulder Creek, Santa 
Cruz County, pleaded inno­ 
cent yesterday in Marin 
Municipal Court to a charge 
of possessing marijuana. 
Preliminary hearing was 
set for Feb. 9. 
Hush was arrested last 
Friday by Mill Valley police 
who said he was driving 
erratically near Tamalpais 
High School. A search of the 
ear revealed a bag of sus­ 
pected pot, police said. 


development of the 1.27 acre 
site by Hoytt Enterprises 
Inc. 
Although the parcel 
is 
small, it was considered 
significant 
because it is 
next to the Novato branch of 
the Marin County Library 
now under construction and 
in the area where the city 
plans to preserve Novato 
Creek in its natural state. 
Planned for the site is a 
Sambo’s restaurant, a pan­ 
cake restaurant operation. 
The 
Novato 
Planning 
Commission also: 


APARTMENTS — Approved 
precise plans submitted by 
C h a r l e s Kuhn for a 32-unit 
apartment development on the 
south side of Rowland Boule­ 
vard, east of South Novato Bou­ 
levard. 
AMBULANCE — Received 
word that Bay Cities Ambul­ 
ance Co. had withdrawn its ap­ 
plication to operate a 24-hour 
ambulance service as a home 
occupation at 1610 Hill Avenue. 
ADJOURNMENT 
— 
Ad­ 
journed until 8 p.m. Thursday 
at 
the 
Novato 
Community 
House for a public hearing on 
implementation of the down­ 
town plan, last in a series of 
hearings on the plan. 


Court Kills 
Anti-Hippie 
Ordinance 


SAN FRANCISCO (UPI)— 
The California Supreme Court 
has declared unconstitutional a 
Carmel city ordinance against 
sitting on public lawns because 
the law discriminates against 
hippies. 
The court voted 4-3 in favor 
of a petition from Ann Parr, a 
Carmel merchant who was 
arrested sitting on the grass in 
the city park during an 
assembly protesting the 1968 
ordinance. 
The court considered not only 
the the language 
of the 
ordinance but also an accom­ 
panying declaration of urgency 
which said the law was made 
necessary by “an extraordinary 
influx 
of 
undesirables 
and 
unsanitary visitors to the city.” 
Justice Stanley Mosk wrote 
the Monday 
opinion 
which 
stated the ordinance violated 
the 14th Amendment, which 
forbids statutes that “abridge: 
the privileges or immunities of: 
citizens.” 


Panels Form 
To Study 
Police Link 


The Belvedere City Coun­ 
cil announced last night 
that by Feb. 1, all seats will 
be filled on the citizens’ 
committee to study police 
consolidation with Tiburón. 
Mayor Edwin J. Drechsel 
said that Tiburon’s commit­ 
tee representatives will be 
chosen by Feb. 9. 
The citizens’ committee 
will include Mayor Edwin 
J. 
Drechsel, 
Councilman 
Thomas A. Price and three 
citizens of Belvedere. Tibu­ 
rón will be represented by 
Mayor Denis T. Rice, Coun­ 
cilman Anne L. Ellinwood 
and three Tiburón citizens. 
The committee is expect­ 
ed to meet on Feb. 18 to 
study the advantages of a 
merged police department, 
Mayor Drechsel said. The 
advantages of. the merger 
include a substantial saving 
of money, a single switch­ 
board and 24-hour telephone 
service. 
On March 18, the commit­ 
tee would be required to 
submit its first report to the 
two councils, the mayor 
said. 


Zoning Moratorium 
In Petaluma Areas 


The Petaluma City Coun­ 
cil last night placed a six- 
month moratorium on zone 
changes in six areas of the 
city until planning consul­ 
tants can review the com­ 
munity’s 
aging 
general 
plan. 


The council said that all 
applications for zoning or 
rezoning on file with the 
planning commission from 
those areas should be de- 
1 a y e d until the study is 
complete. * 


The six areas defined by 
planning director William 
C. McGivern as in critical 
need of study are the inter­ 
section of Highway 101 at 
Old 
Redwood 
Highway; 
North McDowell Boulevard, 
where mobile home parks 
have encroached in indus­ 
trial zones; North McDowell 
Boulevard adjacent to Luc- 
chesi Park; South McDo­ 
well 
Boulevard 
behind 
McDowell School where a 
hospital is proposed; Casa 
Grande Road and Lakeville 
Highway, 
and 
Caulfield 
Lane extension. 


McGivern 
said he 
be­ 
lieved the six areas were in 
critical need of in-depth stu­ 
dy. He sadi the consultants 
would be asked to look at 
the effect zone c h a n g e s 
would have on other proper­ 
ties in the immediate vicin­ 
ity. 
McGivern said that zone 
changes in other areas of 
the city which don’t need 
intensive study would be 
processed as usual so that 
all buildings in the city 
would not stop and the econ­ 
omy would not be endan­ 
gered. 
The council said the six- 
month period was only a 
general time goal, but could 
be either extended or shor­ 
tened depending upon the 
speed of the consultant’s re­ 
port. 
Mayor Helen Putnam ap­ 
pointed Councilmen Albert 
L. Battaglia Jr., Robert A. 
Brunner and Robert E. Daly 
to sit as a committee with 
staff members to screen 
consulting 
firms 
and to 
make a recommendation to 
the council. 


The Petaluma City Council Also: 


FIRE CALLS 


YESTERDAY: 
8:59 a.m., San Rafael — Mal­ 
function in fire alarm at Marin 
Hotel, 1111 Fourth Street. 
2:05 p.m., San R a f a e l — 
F a l s e alarm at Terra Linda 
High School. 
4:44 p.m., Strawberry — Fire 
in transformer of light stan­ 
dard at Strawberry Town and 
Country Village shopping cen­ 
ter; damage confined to trans­ 
former; Alto-Richardson Bay 
Fire Department responded. 


TODAY: 
3:37 a . m . , West Marin — 
Mattress fire at Swenson resid­ 
ence, Balboa Avenue. Damage 
only to mattress; cause unk­ 
nown. Firemen had no other 
information. 
Marin 
County 
Fire Department responded. 
7:13 a.m., San Rafael — Auto 
fire destroyed 1966 Buick regis­ 
tered to Mrs. Robert Parnow, 
60 Balboa Avenue. Cause unde­ 
termined. 


SOUTHERN SONOMA 
No fire calls. 


Bill To Sell 
Cal Expo Is 
Introduced 
' SACRAMENTO (UPI)-A bill 
ordering the state to sell the 
$34 million California Exposi­ 
tion was introduced Monday by 
Assemblyman Ken Cory, D- 
Garden Grove. 
Cory’s bill would allocate 
proceeds from the sale of Cal 
Expo facilities to the state’s 
general fund. Similar measures 
have failed in previous years. 
Cal Expo was opened four 
years ago as an 
all-year, 
operation. But it was unable to 
sustain itself financially and 
since has been reduced to only 
a few weeks during the 
summer for operations of the 
state fair. The state has been 
attempting to sell unusued 
portions of Cal Expo property. 


SALARIES — Approved sa­ 
lary increases for City Mgr. 
Robert H. Meyer, 6.3 per cent 
to bring his salary to $1,920 per 
month; City Engineer David A. 
Young, 7.2 per cent, to $1,694; 
City Clerk Lillian Nommsen, 
8.75 per cent, to $769, and City 
Atty. Edouard E. Robert, 5 per 
cent, to $873. Brunner opposed 
all the increases. 


Filings To Open 
For Board 
Of Education 


Filings for threee posi­ 
tions on the San R a f a e l 
Board of Education and six 
positions in the City of San 
Rafael will open at 8 a.m. 
Thursday and close at 5 
p.m. Feb. 11. 
The election will be held 
on April 20. 
Terms of school board 
chairman Herman L. Chil­ 
dress and Trustees Carl J. 
Brown and John C. Pfeiffer 
are expiring. Brown and 
Pfeiffer have said they will 
not run again. Childress is 
undecided. 
All incombents in San Ra­ 
fael city offices have said 
they 
will 
seek 
election. 
They are M a y o r C. Paul 
Bettini, Councilmen Fred 
E. Jensen and John A. Mis- 
kimen, City Clerk Marion 
A. Grady, City Treasurer 
Angelina J. Soldavini and 
City Atty. Fred J. Robbins 
Jr. 


Reinecke To Lead 
Panel On Economy 


SACRAMENTO (UPI)-Gov. 
Ronald Reagan Monday named 
Lt. Gov. Ed Reinecke to lead a 
state government effort to find 
jobs for the unemployed and 
methods to boost the lagging 
California economy. 
Reagan announced Reinecke 
would use the “influence and 
persuasive 
powers” 
of 
his 
position along with the aid of 
the Department of Commerce 
to “see what further actions 
can be taken to promote fuller 
employment 
and 
a 
more 
balanced economy.” 


The 5™ Dimension 
1st Lake Tahoe appearance! 


W ith T IM M IE ROGERS just for laughs. 


Thursday )an. 21 thru Jan. 23 only. 


Thursday, January 21, the 
world's hottest vocal 
group starts melting au­ 
diences twice nightly in 
Kings Castle's winter 
spectacular. The 5th Di­ 
mension holds forth at 
our 8 p.m. dinner show 


and the midnight cock­ 
tail show. Then a funny 
thing happens. Timmie 
Rogers! Six warm and 
wonderful,performances 
only. The glow will last 
through January 23. 


Exclusively at 
Kings Castle SKi-CasinoTahoe 


^ 
K IN G S C A ST L E — LA K £ TAHO E, N E V A D A - 1UR R L S L K V A H O N S : (413) 391 2444 
^ 


CEREMONY — Saw Mrs. 
Nommsen swear in newly ap­ 
pointed Councilman Daly, who 
will full the unexpired term of 
Philip L. Joerger, elected to the 
Sonoma County Board of Super­ 
visors. 
SCHOOLS — Heard a report 
from Petaluma Schools Supt. 
Lesly H. Meyer on building 
plans in the high school dis­ 
trict. 
REFUND — Granted a re­ 
fund of $21,000 to Arthur Con- 
diotti for the oversizing of 
sewer lines in the Casa Grande 
Subdivision. 
STUDY — Set a study session 
for tomorrow at 4:30 p.m. to 
review capital outlay requests 
and to consider a policy on 
annexations and financing cap­ 
ital improvements. 


Arrest Made 
On Two Counts 


Robert E. Pearce, 21, of 
209 English Street, Petalu­ 
ma, was arrested yesterday 
on suspicion of possession 
of narcotics paraphernalia 
and possession of a deadly 
weapon. 
Police said Pearce was 
stopped for a traffic viola­ 
tion at Fair and English 
streets and that a pipe used 
for smoking hashish and a 
club were found in the car. 
He was booked into the 
city jail for arraignment to­ 
day in Southern Sonoma 
Municipal Court. 


N O V A T O 
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Next: "O N A CLKAR D A Y " 


NOVATO 
OHEN 6:30 
tktaSit. 
ALUMA 
762-7242 
SHOW 
LAST TIMKS TO N IGH T 
"THK PRIVATE LIFE OF 
S H IR L O C K H O L M IS " 
at 7:05 
H O R N IT S N IS T " et 9:35 
T O M O R R O W 


SEAN CONNERY 


JAMESBOND 


in* 


THUNDERBALL 


11 YOU ONLY 
LIVE TW ICE11 


Salaries 
Bypassed 
By Council 


The San R a f a e l City 
Council quickly passed over 
an agenda item last night 
on discussion of pay for 
elected officers, and decid­ 
ed to take the matter up 
behind closed doors at 7 
p.m. Feb. 1. 
The legality of a closed 
meeting will be decided by 
City Atty. Fred C. Robbins 
Jr. — one of three officials 
whose salaries could be af­ 
fected by the discussion. 
Robbin’s post, as well as 
those of city treasurer and 
clerk, will be up for election 
April 20. State law requires 
that any salary * changes 
must be enacted before the 
election. 
The closed meeting will 
not be held, Mayor C. Paul 
Bettini said after the meet­ 
ing, if Robbins determines 
it would not meet the re­ 
quirements of the Ralph M. 
Brown Act. 
(The act permits govern­ 
ment b o d i e s to meet in 
closed session with their sa­ 
lary negotiating team prior 
to and during salary discus­ 
sions with employee organi­ 
zations, but does not permit 
such bodies to meet private­ 
ly to set salaries.) 
Robbins presently is paid 
$10,200. City Clerk Marion 
A. Grady and City Treasur­ 
er Angelina J. Soldavini are 
both paid $12,300. 


The San R a f a e l City 
Council also: 


LIGHTS — Agreed to pay $1,- 
044 a n n u a l energy costs for 
street lights on Civic Center 
Drive if the county pays the 
$3,836 installation cost for the 
eight lights. The council had 
earlier refused to pay both in­ 
stallation and energy costs. 
SIGNS — Set a public hear­ 
ing for Feb. 16 on a new sign 
ordinance. 
INSURANCE — Agreed tc 
pay an additional $4,395 for em­ 
ployee health insurance and an 
addition $1,288 for disability 
insurance to cover insurance 
increases for the remainder of 
fiscal 1970-71. 
DISTRICT — Declared its in­ 
tention to form, and approved a 
boundary map of an East San 
Rafael Drainage Assessment 
District 
for 
installation 
of 
storm drainage system and ul­ 
timate improvements to the 
levee along San Rafael Bay. 
ORDINANCES — Approved 
final adoption of ordinances al­ 
lowing mobile home parks in 
the city and revising and re­ 
classifying 
some 
businesses 
and fees for business licenses. 


10.9 Per Cent Hike 
In Marin's Budget 


Marin 
County’s 
total 
budget 
requirement 
rose 
10.93 per cent this year over 
last, but 39 other counties 
had bigger increases. 
Marin 
County 
Auditor- 
Controller Michael Mitchell 
said the figures on all 58 
counties were compiled by 
the state controller’s office. 
The state controller’s re­ 
port shows that the average 
increase in county budgets 
statewide 
was 21.48 per 
cent. 
Los Angeles County had 
the biggest increase in total 
Budget requirement with a 
jump of 27.58 per cent. Sis­ 
kiyou’s budget rose by 24.93 
per cent and San Mateo’s by 
24.56 per cent. 
At the other end, Amador 
County had a 21.24 per cent 
drop, and Sierra County a 
2.72 per cent drop. 
C o u n t y tax rates in 38 
counties are higher than 
Marin’s $2,575 per $100 as­ 
sessed valuation. Nineteen 
counties 
have lower tax 
rates. 
Highest in the state are 


Stanislaus with $4.60; Los 
Angeles, $4.08; and Kings 
County, $4.06. The lowest 
are Mariposa with $1.64; 
San Benito, 1.67; and Or­ 
ange County, $1.70. 
Among Bay Area coun­ 
ties, San Mateo’s $2.13 is 
the only one that is lower 
than Marin’s. The others 
are Alameda, $2.92; Contra 
Costa, $2.804; Napa, $2.97; 
and Sonoma, $3.32. 
Marin County is highest 
in the state in the percen­ 
tage of the county budget 
that is financed by property 
taxes. In Marin, 40.98 per 
cent of the b u d g e t is fi­ 
nanced by property taxes, 
and the rest by federal and 
state reimbursements and 
other miscellaneous reven­ 
ues. The statewide average 
is 33.27 per cent financed by 
property taxes. 
Tlie reason, for Marin’s 
high 
percentage, 
said 
Mitchell, is that it has one 
of the lowest per capita cost 
of welfare so that it gets 
less federal and state sub­ 
ventions. 


FINAL ™STE SALE 
BRAND NEW 
1970 CHEVY#S 


Last chance to take advantage of the 5-year 
50,000 mile General Motors W arranty not 
available on 1971 models. 


Examples: 
NEW 1970 NOVA COUPE 


O N LY $2175 
# 11 1270W223041 


3 - Camaro Coupes 
2 - Monte Carlos 


4- Impala Wagons 
2 - Caprice Coupes 


2 -Station Wagons 
2 -Chevelle Coupes 


... At Com parable Savings! 


SCHUMAN CHEVROLET 


7123 Redwood Hwy. Call 897-2191 
OPEN IVES. 
U A U A V A 
AND SUNDAY 
N O V A TO 


BLUMENFELD 


Î Hi ATRIS 


PR1SINTS 


CINEMA I 
Corto M a d e ra 
HURRY! LEAVING SOON 
9 24 -6 5 0 5 
Mon. Fri. 7:00 - 9:00 
Sat. & Sun. 
1:15-3:00-5:00-7:00-9:00 


RAFAEL 
San R afa e l 453-5441 
STARTS WED. 


"T h u n d e rb a ll" 
"Y o u O n ly Live T w ice" 
LAST TIME TONIGHT 
"The A risto cats" 
7 :0 0 -8 :5 5 


HHMOUNT W.TuPfi W UNÜ. 
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POULARD 
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1fHE 2 BIGGEST BONDS OF ALL 
1 
SEAN CONNERY is JAMES BOND 
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THUNDERBALL 
"YOU ONLY 
LIVE TWICE" 
? 
TAMALPAIS 


San A n se lm o 453-5442 


Mon. - Fri. 
"Out Of Towners" 7:00-10:30 
"Sherlock Holmes" 8:40 only 
i 
Sat. & Sun. 
"Sherlock" 1:00-4:50-8:40 
| 
"Townen" 3:10-7:00-10:50 


ONE OF THE YEAR'S 10 BEST FILMS 
BILLY WILDER’S 


TH E i n f i l l LITE 
OF SH ERLO CK H O LM ES 
A lso Jack Lem m on “THE OUT OF T O W N E R S " 


SEQUOIA 


M ill V a lle y 388-4862 
Mon. - Fri. 
"Take The Money" 7:00 10:10 
"Lovers" 8:25 
_L 
Sat. A Sun. 
_ 
"Take The Money" 
2:30-5:35-8:50 
"Lovers" 3:50-7:00-10:10 


“LOVERS AND OTHER 
STRANGERS“ 
, 
GIG YOUNG 
CRC 


; 1' V 
P 
V 
R 
P 
CL0RIS LFACHMAN 
COLOR 


7 / I f H b 
Alio Woody Allen "TAKE THE MONEY AND RUN" 
LARK 
L a rk sp u r 924-3 311 


3rd Hilarious Week 
M on.-Sat. 
7 :00 - 9:00 
Sun. 
5 : 0 0 - 7 : 0 0 -9 :0 0 


“★ ★ ★ ★ HIGHEST RATING 
A Mel Brooks Film 
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^ 
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Tues., W ed., Thurs. 
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M’mn H’mm Good! 
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MONTECITO 


Montecito Shopping Center 
Third St., Sen Rafael 
457-3883 


1 
Mon. - Sat. 7:00 - 9:00 
H 
Sun. 
1:00 - 3 >00-5:00-7:00-9:00 


" A rip-snorter. A triumph!** 
—Judith Crist, New York Magazine 
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ONE OF THE YEAR’S 10 BEST FILMS 
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THERE OUGHT TO BE A LAW 
THE FAMILY CIRCUS 


If You're Opponents Are 
Normal, Gauge Conversation 


ALMANAC 


By U.P. INTERNATIONAL 
Today is Tuesday, Jan. 19 
the 19th day of 1971. 
The moon is in its first 
quarter. 
The 
morning 
stars are Mars, Jupiter 
and Venus. The evening 
star is Saturn. 
Those bom on this day 
are under the sign of Capri­ 
corn. 
On this day in history: 
In 1861 Georgia seceded 
from the union. 
In 1938 units of General 
Franco’s 
Nationalist 
Air 
Force 
bombed 
Barcelona 
and Valencia in Spain, kill­ 
ing 700 civilians and wound­ 
ing hundreds more. 
In 1968 President Lyndon 
Johnson named Clark Clif­ 
ford secretary of defense to 
replace Robert McNamara. 
In 1969 two airliners were 
hijacked to Cuba, one. with 
171 persons aboard. 
A thought for today: Ir­ 
ish poet Oscar Wilde said, 
“ as long as war is regard­ 
ed as wicked, it will al­ 
ways have its fascination. 
When it is looked upon as 
vulgar it will cease to be 
popular.” 


Past President 
Of Hi-Y Club 
Russell Gardiner of Nova­ 
to High School, one of two 
w i n n e r s of Elks Lodge 
Youth leadership awards, is 
past president of the local 
Hi-Y Club. 
The 
Independent-Journal 
reported he was president, 
based on information prov­ 
ided by the lodge. 


WORD-A-DAY 


TUMBLEWEEDS 


MISS PEACH 


VIA A p»C| A 'f ' 
D A T Ç 


S E R V I C E 
SIÉ.M 
u cee - 


VOU CAME TO THE 
RIGHT PLACE. 
WE HAVE 
th ese t h r e e v e r y 
GOOP-LOOKING 


MOON MULLINS 
GCMimUG AWFUL 
WAM>ENEt>, FkEOklCK.' 
I LO£TMYCkit>\TCm> 
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LOLLY 


• • • 


■THey'VE JUST 
O O T T A t> o 
SOMETHING ABOUT 
AIR POLLUTION Í 


• • 


♦ 
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* 
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MANCY 


IT’S BETTER 
THAN BEING 
A SOUND 
SLEEPER 
LIKE OUR 
NEIGHBOR 


”— y 


Tai. teq U S. Eat Off«-—Ah rlghft 
ö 


o 
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When you’re p l a y i n g 
bridge against a trusting 
soul, give him something to 
believe. But remember that 
the truth is very precious. 
Be very sparing with it. 
Tell 
your opponents 
the 
truth if they are so cynical 
that this is the last thing 
they’ll believe. But if your 
opponents are normal hu­ 
m an beings, tell them what 
they would like to believe. 


South dealer 
Neither skic vulnerable 
NORTH 
A K J 4 
K Q 9 
O 109 8 5 
A K 104 
WEST 
EAST 
A 1098 6 2 
A A 7 3 
V 10 5 3 
O A J 6 2 
0 K4 
0 7 3 2 
A 9 6 5 
* 8 7 2 
SOUTH 
♦ 05 
V 87 4 
O A Q J 6 
* A Q J 3 
South 
West 
North 
East 
1 NT 
Pass 
3 NT 
All Pass 
Opening lead — 4 10 


10 OF SPADES 
West opened the ten of 
spades, a friendly opening 
lead. A heart opening would 
have been far less comfort­ 
able for South. 
Since East was a trusting 
soul, South played dummy’s 
king of spades at the first 
trick. East, happy to be­ 
lieve that his partner had 
led from a suit headed by Q- 
10-9, won with the ace of 
spades 
and returned the 
seven of spades. 
South produced the queen 
of spades to win the trick, 
led a club to the ten and 
returned the ten of dia­ 
monds for a finesse. South 
was now sure to win nine 
tricks and actually got a 
10th trick when it turned out 
that West had no entry to 
his long spades. 
SHOULD COUNT 
East knew that South had 
not even as good as the jack 
of hearts. It was most un­ 
likely that South was just as 
badly off in spades and had 
still decided to open with 
one no-trump. 
Moreover, 
East 
could 
count 9 high card points in 
his own hand, and 12 points 
in the dummy. Since South 
needed 16 points for his no- 
trump bid, West could have 
only 3 points at most. It was 
almost impossible to defeat 
the contract if West had the 
queen of spades. 
SECOND TRICK 
There was a reasonable 
chance If West had the ten 
of hearts and a high dia­ 
mond. East should therefore 
switch to a low heart at the 
second trick. 
West’s ten would drive out 
dummy’s queen, and West 
would get in with the king 
of diamonds in time to lead 
another heart and thus de­ 
feat the contract. 


Charity Robbed 


Office equipment valued 
at $1,275 was taken between 
5 p.m. Friday and 1 p.m. 
Saturday from the Marin 
County Branch of American 
Cancer Society at 18 Mary 
Street, San Rafael. 


DAILY QUESTION 
Partner opens with one 
spade, and the next player 
passes. 
You hold: 
A-K J 4 
V - K Q 9 
♦ - 10 98 5 
A- K 10 4. 
What do you say? 
A N S W E R : Bid 2 no- 
trump. 
This promises 13 to 15 
points with strength in each 
of the unbid suits. In this 
c a s e you have only 12 
points, and your diamonds 
are of doubtful strength. 
Nevertheless, the jump to 2 
no-trump 
best 
describes 
your hand. A more truthful 
response, 
like 
two 
dia­ 
monds, would paint a less 
accurate picture. 


WEE PALS 


VOUR LlPóTICK 16 A6KEW,) 
DEARIE/ 
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MÍcKÉ^ftCH 
askew 


( a - s k u t ) a dv. andado. 
TURNED TO ONE 6ID E; 
SLANTED; CROOKED 
/-r* 
f'jMilfcffvM*!! 


SHE’S 
DUMB ISN'T 
SHE SYBIL/ 


D A IL Y 
C R O S S W O R D 
ACROSS 
3. Seaport 
19. Fairly 
1. Oriental 
in South 
good 
nursemaid 
Yemen 
grade 
5. Bind 
4. Biddies 
20. Say 
10. Conceal 
5. Freshet 
further 
11. Actress, 
6. Soft 
21. Soft 
----- 
mineral 
drink 
Prentiss 
7. O.T. book 
22. Dia­ 
12. So be it 
8. Toward 
mond 
13. Preserved 
shelter 
girl 
in brine 
9. Cushions 
23. “Faerie 
14. Laughing 
13. Whole- 
Quecne" 
uncon­ 
hearted­ 
lady 
trollably 
ness 
24. Pen 
(2 wds.) 
15. Labor 
26.----- 
16. United 
17. Way­ 
bog 
17. Of a great 
farer’s 
29. Natur­ 
Peruvian 
stop­ 
ally 
empire 
over 
hornless 
21. In addition 
18. Bom 
33. Garment 
25. Kind of lace 
(Fr.) 
31. Level 
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27. Require­ 
ment 
28. Do a 
musical 
encore 
29 . ------ 
Farrow 
30. Popular 
comedian- 
actor 
(2 wds.) 
37. Too much 
38. Reprehen­ 
sible 
40. Misrepre­ 
sent 
41. Over again 
42. Hostile 
nation 
43. Take on 
cargo 


DOWN 
1. Surpriser’s 
interjection 
2. Miss 
Benzell 


Yr<.ti-rU*y’s An»wer 
32. Cross out 
33. Part of a 
sombrero 
34. Elliptical 
35. Songstress, 
Simone 
36. Toboggan 
39. Female 
sheep 
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; Battle Of The Environment: We Face Hard Choices 


„(This is the second in a five- 
part 
Drummond 
series. 
“ The Battle of the Environ­ 
ment.*' 
By Roscoe and 
| 
Geoffrey Drummond 


‘ 
WASHINGTON — If we 
« are going to survive the en­ 
vironmental crisis, we will 
have to greatly alter our 
way of life. 
Bigger and better: Cars, 
houses, 
office 
buildings, 
airplanes, superhighways — 
bigger population to have 
more 
consumers 
to 
buy 
more things. Bigger and 
better everything. That has 
been our national goal. 
But we are finding that 
bigger no longer means bet­ 
ter. It often means worse. 
THE CHOICE: Keep on 
taking all we can from na­ 
ture or decrease our mate­ 


rial desires and begin to 
pay our debt to nature be­ 
fore it is too late. 
Two massive myths must 
be cleared away if we are to 
do in time what needs to be 
done. 
One myth is that our tre­ 
mendous 
industrialization 
and burgeoning technology 
have primarily imperiled 
the balance of nature. 
Not true. 
Every economic benefit 
and convenience has had its 
price, and nature has been 
made to pay until it is now 
headed for bankruptcy. 
But neither industrializa­ 
tion itself nor technology it­ 
self has brought us into 
such dangerous disharmony 
with our environment. It is 
the erroneous choices we 
have made in continuously 
taking from nature and giv­ 


ing nature not much in re­ 
turn except poison, waste 
and filth. 
The second myth is that 
science and technology will 
shortly give us new gim­ 
micks to banish pollution, 
and then everything can go 
on as before. 
There is no such easy an­ 
swer. 
THE T R U T H is that 
science and technology can­ 
not rescue our polluted en­ 
vironment — and protect it 
in the future — unless we as 
a people are w i l l i n g to 
make the hard choice: Put 
respect for our environment 
at least equal to our zeal to 
gratify every material com­ 
fort. 
This is the center of deal­ 
ing with the environmental 
crisis. Very hard choices 
will have to be made by 


DAILY 


18 
3ttòepenòettt*#ountal 
S I I V I N G 
« I I 
O F 
M A R I N 
C O U N T Y 
Est. 1861 
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TODAY'S EDITORIAL 
Freedom Of Speech Vs. 
Forced Union Membership 


Is requiring a person to join a 
union before he can speak regularly 
via the public air waves a violation 
of the First Amendment guarantee 
of free speech? 
That interesting point has been 
raised by William F. Buckley Jr., 
editor-columnist-TV 
commentator 
who proudly calls himself a conser­ 
vative, in a suit filed in U.S. Dis­ 
trict Court in New York against the 
American Federation of Television 
and Radio Artists, AFL-CLIO. 
Buckley’s complaint goes beyond 
the First Amendment. It alleges 
that requiring him to join the union 
to put his “Firing Line” program 
on television also violates the Fifth 
and Ninth Amendments. 
NO MAN TO HIDE his fight un­ 
der a bushel, Buckley called a press 
conference to announce filing of the 
suit. At it, he said: 
“The requirement that an indivi­ 
dual pay dues to a private organiza­ 
tion in order to work is a modern 
wrrit of indenture; the requirement 
that he do the same in order to 
express an opinion over the public 
airways involves an act of coercion 
by a private organization operating 
under government sanction. 
“What is involved here is a fun­ 
damental civil and human right. 
And unless this country has lost 
hold of its reason, the Supreme 
Court will acknowledge, as I am 
confident it will, the right of the 
individual to exercise his rights as 
guaranteed under the First Amend­ 
ment, even if he declines to join a 
union. 


AFFAIRS OF STATE 


Closing Maritime Academy 
Poor Way To Reduce Budget 


every citizen — by producer 
and consumer, by govern­ 
ment and taxpayer. 
We have wanted ready 
power — light and heat at 
the flick of a switch. The 
price has been power plants 
that pollute air and water. 
We have wanted unlimit­ 
ed mobility. The price has 
been death-producing smog 
and often unbearable noise 
— on highways and in the 
air. 
We have wanted pesti- 
c i d e s to make our land 
more 
abundant, 
and 
the 
price has been the contami­ 
nation of wild life — even 
their death — and the dis­ 
ruption of life systems. 
Wre have wanted easier, 
more convenient packaging. 
The price has been a mon­ 
strosity of wastes across the 
landscape. 


We have w a n t e d easy 
wash days. The price has 
been detergents with phos­ 
phates that kill rivers and 
lakes. 
We 
have 
glorified 
an 
ever-expanding 
gross 
na­ 
tional product to the level of 
a nearly all-powerful deity 
from whom all blessings 
flow. When it goes dow'n we 
moan: when it goes up we 
g l o w . But now we have 
found that some things oth­ 
er than blessings flow from 
this deity. We have found 
that producing more things 
for more people produces 
poison we cannot escape, 
pollution we cannot control, 
and waste we cannot elimi­ 
nate. 
HISTORICALLY, 
the 
black soot bellowing into 
the sky from factory smo­ 
kestacks meant only good 


news — good jobs at good 
pay. Now it means some­ 
thing more. 
In 1948 in Donora, Pa., 
half of the town’s 14,000 peo­ 
ple fell ill from smog and 20 
died. London s “ killer fog” 
of 1952 caused 1,600 more 
deaths than normal. 
Cigarette smokers living 
in polluted cities have a 
much higher rate of lung 
cancer than in rural areas. 
Public officials are leery 
of that GNP sacred cow. 
They are just beginning to 
touch tenderly on the hard 
social and economic choices 
we w i l l have to make to 
escape the onrushing envi­ 
ronmental crisis. The first 
report of the President’s 
Council on Environmental 
Quality does no more than 
gingerly mention the rela­ 
tion of an e s c a l a t i n g 


“ Many of the people in this coun­ 
try labeled as ‘liberals’ eloquently 
object to any compromise of the 
individual 
rights 
of the 
citizen 
against the government — particu­ 
larly free speech and privacy. I 
think it is time they join me in 
demanding that the individual have 
a right to join or not join, to pay 
dues or not pay dues, to a private 
organization without surrendering 
his right to speak.” 
__ 
So far, we have heard of no rush 
by those who call themselves liber­ 
als to support Buckley, who calls 
himself a conservative, in his free 
speech demand. 


OF C O U R S E , not all who air 
their views via TV and radio have 
to pay dues to AFTRA. President 
Nixon, Vice President Agnew, Gov­ 
ernor Reagan do not. Neither do 
any of the multitude who spout the 
views of the so-called New Left. 
The difference is that Buckley 
gets paid for it. 
This brings up another point: 
Does the constitutional guarantee of 
free speech apply only to those who 
do not depend on speaking, writing 
and editing for a living? If it does, 
of course, we can have censorship 
by the government — or by a union 
— of everything that is published 
and sold. 
We shall watch with interest the 
progress of William S. Buckley’s 
suit through the federal courts. It 
raises a fundamental question of 
the constitutionality of compulsory 
union membership. 


Get the whitest shrouds in town!" 


W H AT OUR READERS SAY 


Why Does Council 
Deny Examination? 


They say you can’t “fight 
city hall’’ but I guess I am 
going to keep on trying. 
I don’t know the learned 
gentlemen on the Fairfax 
City Council as well as my 
husband does. I imagine my 
husband has managed to 
“step on a few toes” in the 
past when he was in Little 
League and on the parks & 
recreation committee. 
But what these gentlemen 
don’t seem to understand is 
that this is not a man argu­ 
ing for paint for the pavi­ 
lion or a new turf for the 
ballpark. This is a man who 
wants a job in order to sup­ 
port his family. 
He is not asking for any 
favors, hand-outs or special 
appointments. All he wants 
is a chance to take a civil 
service test for the perma­ 
nent job of the street dept., 
but this council seems to 
take pleasure in enforcing 
some 
insignificant 
rule 
which prevents him from 
taking this test. They frank­ 
ly admit the rule doesn’t 
really cover him, but insist 


REMEMBER 
W HEN? 


10 YEARS AGO 
Jan. 19, 1961 
Assembly Republicans in­ 
troduced a series of bills 
they said would cut $48.2 
millions of dollars from Cal­ 
ifornia’s tax take. 
Dr. Thomas Dooley, who 
gained fame for his medical 
work in the Laos jungles 
while himself a victim of 
cancer, died one day after 
his 34th birthday. 


20 YEARS AG O 
Jan. 19,1951 
The Califronia Division of 
Highways submitted to the 
legislature a report that the 
Richmond-San 
Rafael 
Bridge could be built for $54 
million, with the cost re­ 
tired by a revenue bond is­ 
sue. 
Novato Community, Inc., 
set up a public meeting for 
discussion of incorporating 
Novato as a city. 


rules are made to be en­ 
forced. 
Two of the councilmen re­ 
fuse to even talk to my hus­ 
band now. They are letting 
personalities 
effect 
their 
judgment. 
How 
do 
they 
know my husband can even 
pass their test? Why won’t 
they give him a chance? 
Fairfax 
RUTH SOLDAVINI 


Welfare Reduced, 
Raises Elsewhere 
On Page 6 you have (Jan. 
13) “$250,000 Tab for Fair 
Plans.” Is this part of “cut” 
in 
Medi-Cal-Medicare ne­ 
cessities we need? 
Also, is the 5-7Vz per cent 
raise Civic Center employ­ 
ees got, over $1,000 a month, 
as I understand it, also a 
part of “ moving” expenses, 
or can’t you run a series for 
euthanasis to poor so we are 
no expense to affluent, par­ 
ticularly those who worked 
until medical health stopped 
it? We needed help after 
doing it through a lifetime? 
A neighbor gives me their 
I-J as it isn’t in budget if 
welfare is needed to supple­ 
ment earned Social Securi­ 
ty- 
‘ Big shots” are worthy of 
raises — but why take some 
of it from indigent? 
I know a percentage cheat 
and finally prosecuted but 
why take it out on rest? 
JULIA GETTY ORTMAN 
Santa Venetia. 


Across-The-Board 
Raises Inflationary 


Budget time is still many 
weeks off, but it is none too 
soon to think about the big 
question of salary increas­ 
es, since salaries comprise 
the bulk of most budgets. 
For this reason, I told my 
colleagues on the Mill Val­ 
ley City Council at our last 
meeting that I am categori­ 
cally opposed to across-the- 
board. cost-of-living raises. 
Merit raises are different 
and should be considered, 
but 
the 
across-the-board 
percentage increases which 
all levels of government, 
school boards, and special 
districts have been handing 


GNP to escalating pollution. 
One who has spoken out is 
Maurice Mann, assistant di­ 
rector of the Office of Man­ 
agement and Budget in the 
White H o u s e . He asks 
whether we will be able to 
create the climate and the 
political means to resolve 
“the conflicts between envi­ 
ronment and other national 
objectives, 
particularly 
economic objectives.” 
“ Are we prepared to ac­ 
cept products which pollute 
less and also perform less 
well?” he asked. 
From this question others 
grow: 
Will wre accept automo­ 
biles that don’t run as well 
in order to keep them from 
polluting? They now cause 
50 per cent of all air pollu­ 
tion, and 90 per cent in the 
cities. 


Will we accept limits on 
electrical conveniences if 
extensive expansion of elec­ 
tric power dangerously in­ 
creases pollution? 
Will we accept a limit on 
child-bearing because more 
people means more pollu­ 
tion? 
Will we put a higher value 
on living in harmony with 
nature rather than produc­ 
ing for convenience when it 
means more pollution? 
If we will, we can make 
nature our ally instead of 
our enemy. Then we can 
win the Battle of the Envi­ 
ronment. If we won’t, we 
are headed toward losing it 
— for our children if not for 
ousel ves. 


(NEXT: What we must do 
to win the Battle of the En­ 
vironment.) 


WILLIAM S. WHITE 


Muskie's Middle East Trip 
Poses Unanswered Questions 


out for years are a prime 
cause of our never-ending 
inflation because they prev­ 
ent the working of the basic 
law of supply and demand 
in the market place. Prices 
are never given the slight­ 
est chance to adjust down­ 
ward. 
These cost-of-living raises 
are 
self-defeating, 
inas­ 
much as different jurisdic­ 
tions try to m a t c h , and 
usually exceed, each other, 
each one calling the other 
its “control” . Most inappro­ 
priate of all, these raises 
are given to people whose 
salaries are already at a 
level which insulates them 
a g a i n s t the pinch of in­ 
creased prices. 
To the recipient, this type 
of raise offers no gratifica­ 
tion or incentive but only a 
reminder that the economy 
is overheating. To the tax­ 
payer, it is requirement to 
grant to others what he, in 
most cases, is not getting 
himself. And he pays for it 
not only once, on his proper­ 
ty tax b i l l , but over and 
over again, as it becomes a 
factor in everyone’s costs. 
Our economy is so tightly 
knit that a relatively brief 
respite from this eternal vi­ 
cious circle would produce 
price 
adjustments 
down­ 
ward, I am convinced. 
JEAN S. BARNARD 
Mill Valley. 


M A N BITES DOG 


WASHINGTON 
— 
The 
verdict upon Sen. Edmund 
Muskie’s headlined trip to 
the Middle East must be 
that he went to the wrong 
place at the wrong time in 
the wrong way for a presi­ 
dential candidate. 
However 
understandable 
his motivation, which was a 
quite natural desire to get 
some exposure as a world- 
minded statesman, this is 
going to turn out to be the 
journey that was neither 
really necessary nor help­ 
ful. 


IN 
THE 
FIRST place, 
there has been an inescapa­ 
ble air of meddling in an 
infinitely delicate business 
that Muskie’s own govern­ 
ment is desperately trying 
to finesse or damp down. 
Again, as the undoubtedly 
front-running candidate for 
the 1972 Democratic presi­ 
dential nomination, the se­ 
nator has looked too eager 
h e r e — so much so that 
some of his not ill-disposed 
colleagues are going around 
asking each other: “Who is 
Ed afraid of? And why is he 
in so much of a hurry?” 


Finally, this whole ven­ 
ture is an un-Muskie kind of 
thing in the sense that one 
of his greatest assets was 
the impression he gave of 
refusing to use his elbows to 
climb upward. He has, until 
now, more or less been in 
the posture of a man wait­ 
ing for the nomination to 
come to him. The call upon 
the Israelis and the Egyp­ 
tians 
has 
damaged 
that 
impression; and it is diffi­ 
cult to find any counter-bal­ 
ancing gain for the Muskie 
campaign. 


IT IS UNDENIABLE that 
presidential aspirants have 
usually abstained from for­ 
eign ventures such as this, 
especially 
when 
matters 
have been as sensitive as 
they now are in the Middle 


East, unless invited by the 
White House to travel. 
They have so abstained on 
the time-tested truism that 
no politician ever had to 
apologize for staying out of 
a turmoil that was neither 
of his own making nor his 
own responsibility. 
Perhaps the oddest point 
of all about Muskie’s tour 
abroad is suggested by the 
question 
quoted 
above: 
“ Who is Ed a f r a i d of?” 
While the Senate is posi­ 
tively 
jumping 
with 
so- 
called Democratic presiden­ 
tial hopefuls, the reality in­ 
side, as so often happens, is 
very different from the ap­ 
pearance outside. 


THE “CANDIDACY” of 
Sen. George McGovern of 
South Dakota, for one ex­ 
ample, is taken seriously by 
practically nobody in the 
Senate except George Mc­ 
Govern. 
Much the 
same 
could be said of such other 
open or potential aspirants 
as Senators Fred Harris of 
Oklahoma and Birch Bayh 
of Indiana. 
Former 
Vice 
President 
Hubert Humphrey — now a 
newly 
returned 
senator 
from Minnesota — cannot 
be counted out absolutely, to 
be sure. But here, too, a 
Humphrey nomination is so 
unlikely as to require men­ 
tion only to touch all possi­ 
ble bases of speculation. 
No; what it comes down 
to is that Muskie’s one gen­ 
uine possible rival for the 
presidential designation is 
Sen. Edward Kennedy of 
Massachusetts, whose own 
quotient of ambition as for 
1972 (if any) is debatable 
from day to day. 
In a word, Muskie has 
nobody really to fear unless 
possibly Kennedy, but is 
nevertheless oddly and per­ 
sistently overstating in his 
own mind both the degree of 
probability of such a chal­ 
lenge and its true power, 
even if it came. 


WHAT OTHER EDITORS SAY 


More Federal Funds Not 
Answer To Crime Crisis 


(Reprinted from 
Vallejo Times-Herald) 


“It’s safe to let 18-year- 
olds vote. It’s letting them 
drive cars that’s danger­ 
ous.” 


Of the more than 50 bills 
signed 
by President 
Ri­ 
chard Nixon to start off the 
new y e a r , there is one 
which should be brought to 
the attention of those who 
continually 
crusade 
for 
more leniency by our judges 
and softer jail terms for 
those convicted of a felony. 
This is the crime-fighting 
legislation which, by mid- 
1972, will add another $10 
million a year to Califor­ 
nia’s already strained budg­ 
et. The legislation provides 
for a federal grant for state 
and local law enforcement 
programs. 
Up until President Nixon 
signed the bill into law, the 
program in effect was op- 
t i o n a 1 , with the federal 
grant paying 60 per cent 
and the state sharing the 
balance of 40 per cent. In 
California’s case, Governor 
Reagan passed this off to 
cities participating in the 
program because he said 
the state could not afforl to 
participate at such an ex­ 
pense. 
Now, however, it is com­ 
pulsory for the state to par- 
t i c i p a t e at the rate of 
picking up 6.25 per cent of 
the tab, which will add the 
additional $10 million to the 
budget. . . 
The point here is the fact 
that no m atter how much 


money 
is 
tunneled 
into 
Washington in taxes and 
t h e n is paid back to the 
states, the dollar shrinkage 
is so great that the taxpayer 
pays at least three times as 
much than if the m o n e y 
went directly to the state. 
Habitual 
law 
breakers 
know only one deterrent: a 
jail term. If we persist in 
making excuses for him 
rather than commit him to 
where he can’t break a law, 
it is easy to see how the 
added $10 million soon can 
become a $100 million and 
more. . . 


Country Parson 


I like to see a preacher 
just as eager to improve 
this w o r l d as to fill the 
next.” 


tional institutions —the Cal­ 
ifornia Maritime Academy 
at Vallejo. 
When there are proposals 
to reduce expenditures, the 
normal custom is to scream 
the loudest in the hopes of 
averting the cuts, rather 
than judging what has to go 
on the basis of logic and 
priorities. 
A sound case can be made 
for the Maritime Academy 
without 
resorting 
to 
the 
usual bromides. 
FOR M O R E 
than 40 
years, the state has operat­ 
ed this unique education in­ 
stitution. 
through 
good 
times and bad, for the pur­ 
pose of teaching young Cali- 
i o r n i a n s 
to 
become 
merchant marine officers. 
Because the demand is 
not so great as in other vo­ 
cations is no reason for the 
state to cut off instruction 
completely. 
In 
times 
of 
p e a c e and war both, the 
need for qualified merchant 
marine officers is steady 
enough to w a r r a n t the 
state’s participation in the 
program. 
It would make as much 
sense for the department of 
finance to recommend cut­ 
ting off, say, the colleges of 
law, medicine or engineer­ 
ing at the university and 
state colleges. In fact, it 
w o u l d even make more 
sense to abolish the college 
of law, as there seem to be 
too m a n y laws and too 
many lawyers now. 


By HENRY C. MacARTHUR 


SACRAMENTO (CNS) — 
When the crucial time for 
reduction of the state budg­ 
et arrives, there always is 
the question of where the ax 
will fall first. 
In 
such 
an 
instance, 
which has arrived with a 
bang this y e a r , the time 


C Y N IC 'S CORNER 


also has arrived for the ad­ 
ministration of Gov. Ronald 
Reagan to show it is acting 
in a statesmanlike manner. 
THE GOVERNORS de 
partment of finance has 
proposed abolishing one of 
California’s 
lesser 
known 
but highly important educa- 


By Interlandi 


Now I know why Scrooge hated Christmas. It’s the bills 
that come in January.”2 


I T 
REPORTER'S 
" J n o t e b o o k 


By FRANK FARRARA 


Committee Finds Counseling Gets 
Top Ranking In School Needs 


There are many school 
needs, mostly financial, but 
a committee of Novato resi­ 
dents has tackled the job of 
zeroing in on educational 
needs. 
They are members of the 
educational goals commit­ 
tee of the Novato Unified 
School District, who decid­ 
ed logically to determine 
the needs before setting the 
goals. 
A few w e e k s ago, stu­ 
dents, teachers and resi­ 
dents got together and came 
up with a long list of needs, 
and the committee com­ 
piled a tabulation showing 
how 
frequently 
certain 
needs were mentioned. 
AT THE TOP of the list, 
surprisingly enough, with 25 
mentions, was “improved 
counseling and guidance for 
all students.” 
This indicates that coun­ 
seling, considered icing on 
the cake in days gone by, 
has come into its own as an 
educational factor. 
The second most men­ 
tioned need was “smaller 
class size,” a need which 
has been echoed throughout 
the state and was expected 
to have a top ranking. 
O t h e r needs in the top 
five were: 
“More consistent and en­ 
lightening 
methods 
and 
standards of grading. 
More vocational courses 
and vocational guidance. 
Teachers 
retained 
on 
merit, rather than on ten­ 
ure; abolition of tenure or 


change in tenure. 
THE BOTTOM of the list 
items least frequently men­ 
tioned — also tells a story of 
its own. 
Lagging at the tail end 
were such i t e m s as the 
class where students are 
graded with a pass or no 
credit, a method that has 
strong supporters in some 
quarters. 
There also was s l i g h t 
mention, twice each, for 
“ less emphasis on physical 
education” and “ more ex­ 
pansion of 
athletic 
pro­ 
gram s.” 
Improved food services, 
more 
academic 
summer 
school p r o g r a m and in­ 
creased art, music and dra­ 
ma, also were in the low 
rankings. 
Winding up in the middle 
sector were the often dis­ 
cussed non-graded system 
where students advance at 
their own pace, and “more 
instruction on contempor­ 
ary problems such as drugs, 
sex, human abuse and ecol­ 
ogy.” 
THE NOVATO Teachers 
Association, seeking a pay 
boost, can gain little heart 
from the findings which 
showed that “better salary 
schedule for teachers — 
commensurate with Marin 
County communities,” re­ 
ceived only four mentions 
on the needs list. 
Ironically, the need to im­ 
plement the results of the 
committee’s study received 
only four mentions. 


ART BUCHWALD 


Calling Dr. Kildare! Surgeons 
Can't Tell Where To Cut Budget 


WASHINGTON 
— 
The 
federal budget was rolled 
into the operating 
room 
where the administration 
surgeons were waiting to go 
to work on it. 
“ It looks awfully fat,” one 
of the doctors said. “Some­ 
one give me a knife.” 
“Wait a minute,” said an­ 
other doctor. “ What are you 
going to cut out?” 
“ I thought I’d start on the 
arm .” 
“That's the military arm, 
you idiot,” another doctor 
said. “You can’t cut any­ 
thing off the military. As a 
m atter of fact, we have to 
graft on to it, as it’s too 
weak as it is.” 
“WHY DON’T WE begin 
with the fat under here? a 
surgeon said. 
“That’s part of the pork 
barrel,” a doctor cried. “ If 
we cut a n y t h i n g out of 
there, every senator and 
congressman will bleed to 
death.” 
“ Well,” said another sur­ 
geon, “we can at least cut 
something off this Vietnam 
leg.” 
“ Leave that leg alone. If 
we cut it now, we may have 
to sew it back on later.” 
THE DOCTORS STARED 
at the groaning body on the 
table. 
“ We’re surgeons, 
cried 
one of the doctors. “We 
should be able to cut some­ 
thing.” 
“What about cutting out 
the SST?” 
“ Don’t you dare touch the 
SST,” another surgeon said. 
“ Tt etav<; in ” 
“ Say, this ABM look swol­ 
len. We better get to work 
on that,” a doctor said. 
“ You fool,” his colleague 
said. “You cut anything off 
the ABM and we’ll be sued 
by the Defense Department 
for malpractice. 
A little 
swelling in an ABM never 
hurt anybody.” 
“ HOW ABOUT cutting ar­ 
ound the low-cost housing 
trsct?' * 
“That’s a good idea. How 
much should we take off? 
•‘Let’s cut it in half and 
see what happens. ” 
A surgeon started cutting 
away and suddenly there 
was a loud scream. 
“ Good God, didn’t anyone 
give it an anesthetic?” the 
surgeon asked. 
Some one slapped a mask 
on the budget as the doctor 
continued cutting. 
“ HEY LOOK I can get at 
the education arteries from 
h e r e . What do you say I 
scrape them while I m at 
it?”“Go ahead,” his colleague 
replied. “We’ll stand over 
you so no one in the galler­ 
ies can see what y o u ’ r e 
doing.” 


W h i l e they were doing 
that, a foot surgeon was 
neatly cutting off each toe 
of the poverty program. 
‘ ‘ Y o u don’t need toes to 
walk,” he explained to a 
nurse. 
The next things they cut 
off w e r e the legs of the 
science and 
medical re­ 
search programs. 
BUT EVERY TIME one 
doctor cut one thing out of 
the budget, another doctor 
grabbed it and grafted it on 
to another part. By the time 
the operation was finished 
the budget was bandaged 
from head to toe, but it was 
fatter than it had ever been 
before. 
“ I guess we better order a 
money transfusion,” one of 
the surgeons said. 
Richard Nixon, the father 
of the budget, was in the 
waiting room when the sur­ 
geons came out. 
“How’s 
it 
doing?” 
he 
asked anxiously. 
“It isn’t pretty,” said one 
of the doctors, 
“ but we 
think you can live with it.” 


Huckleberry 
House Chief 
Will Speak 


Rev. Edward Beggs, foun­ 
der of Huckleberry House 
for runaways in San Fran­ 
cisco, will speak at a com­ 
munity forum on drugs in 
Novato at the Novato Com­ 
munity House at 7:30 p.m. 
Jan. 31. 
Other speakers will be 
Robert Levin of the Marin 
County Pharmaceutical As­ 
sociation and John Ryan, a 
former drug user, house 
manager of Open House in 
San Rafael. 
The forum, co-sponsored 
by the Novato Jaycees and 
the Marin County Youth 
Commission, is the forerun­ 
ner of a drug education 
course to be held in Novato. 
The forum “is for kids, 
parents and anyone curious 
or concerned about drug 
use,” said Joseph E. Doher­ 
ty of the Novato Jaycees, 
who is co-chairman with 
Pete Sorensen, a San Marin 
High School student and 
member of the youth com­ 
mission. 
The drug e d u c a t i o n 
course will be adapted to 
Novato’s needs and “proba­ 
bly will begin in February, 
running one night a week 
for six weeks,” Doherty 
said. 
The course, open to people 
of all ages will be organized 
around 
small 
discussion 
groups, he explained. 


"Bad7 Air To 
Be First 
Series Talk 


Milton Feldstein, director 
of technical services for the 
Bay Area Air Pollution Con­ 
trol District, will discuss 
air pollution problems in a 
talk at Novato High School 
lecture hall at 8 p.m. Feb. 3. 
His talk will be the first 
in the Adult Evening High 
School’s winter lecture se­ 
ries entitled “ Marin’s Figh­ 
ters 
for 
Environmental 
Survival.” 
There will be lectures on 
water, Feb. 10; land, Feb 
17 and shoreline, Feb. 24, 
reported Joseph D. Gargiu- 
lo, principal of the evening 
school. 
Richard O’Connell, of the 
staff of the federal water 
quality 
administration of 
the Federal Environmental 
Protection Agency, Depart­ 
ment of the Interior, is 
coordinator of the series. 


Chamber Executive 
To Keynote Dinner 


John T. Hay, executive 
vice president of the Cali­ 
fornia Chamber of Com- 
m e r c e , 
will 
be 
guest 
speaker Saturday at the San 
Rafael Chamber of Com­ 
m erce’s 51st Annual dinner 
and installation of officers. 


Hay’s topic will be “Com­ 
munications Hang-Up . . . 
Let’s Stop talking to Our­ 
selves.” The dinner meeting 
will begin at 6:30 p.m. at 
the Holiday Inn. 


Hay has had more than 22 
years of continuous work 
with 
chambers 
of 
com­ 
merce. He received an Out­ 
standing 
United 
States 
Chamber Program of Work 
Award. He was one of the 
first chamber executives to 
receive 
the 
“Certified 
Chamber Executive” title,. 
In 1968, he was chairman of 
Governor Reagan’s “Sum­ 
m er Employment for Un­ 
derprivileged Youth.” 


New officers to be in­ 
stalled are: Paul R. Ciam- 
pi, 
president; 
Jack 
E. 
Bucknum, vice president; 
Alton E. Cox, vice presi­ 
dent; Larry P. Biancalana, 
past president and Ronald 
P. Studen, treasurer. 
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JOHN T. HAY 
At installation 


Microphones Are 
Taken From School 
Five chrome microphones 
of undetermined value have 
been stolen from the princi­ 
pal’s office at G r a n a d a 
School in Corte Madera, 
police said today. 
Officers said the burglar 
gained entrance Saturday to 
the school located at 50 El 
Camino Drive by smashing 
a window. 


Top Bridge 
Expert To 
Visit Marin 


Alexander M. Sobel, the na­ 
tion’s top director of tourna­ 
ment bridge, will help direct a 
special tournament in San Ra­ 
fael at 8 p.m. tomorrow at the 
Crossley Bridge Center, 714 C 
Street. 
The tournament, open to 
all duplicate bridge players, 
is the International Fund 
Charity Game, with pro­ 
ceeds going to f i n a n c e 
American entries in the 
Bermuda Bowl world cham­ 
pionship to be held in Tai­ 
wan on May 7. 
Sobel 
is 
visiting Lura 
Crossley, operator of the 
Crossley Center, and other 
friends in Marin County on 
his way back from directing 
a national tournament in 
Lebanon. 
Sobel will be chief direc­ 
tor at the Bermuda Bowl. 
Defending champions will 
be the U.S. Aces, who won 
the world title last year in 
Stockholm from Italy. An­ 
other team of Americans, 
headed by Lew Mathe of 
Los Angeles, will represent 
North America in the Ber­ 
muda Bowl. 
Sobel has been chief di­ 
rector of all international 
matches since 1954. 
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: CLEARANCE 
1 SALE ■ 
NOW IN PROGRESS 
¡¡§¡1 
OVER 300 ITEMS ¡BBliB 
■ ■ 
PRICED TO CLEAR Hi 
JUST ARRIVED 
200 PIECE TRUCKLOAD 
OF PIN! Chests, Cabinets, 
Dressers, etc., ADDED TO OUR SALE 


LOWEST PRICES - LARGEST STOCK 
ACRES OF NO-TRAFFIC 
FREE PARKING AT OUR DOOR 
Node Nook 
UNFINISHED FURNITURE 
& SLEEP SHOP 
124 Jacoby Straat, San Rafael, 454-9023 
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Second Youth 
Is Arrested 


A 
second 
juvenile 
has 
been booked into Marin Ju­ 
venile Hall on suspicion of 
burglarizing the home of 
Loretta Lorraine Kaufhold 
at 21 Chula Vista Avenue, 
San Rafael. 


Michael Lee Sands, 16, of 
640 Tanbark Terrace, San 
Rafael, was turned over to 
police Jan. 4 by Mrs. Kauf- 
hold’s son, Bradley, who 
said he caught the boy run­ 
ning from the house when 
he and his mother arrived 
home that day. 
Subsequent investigation 
led to the arrest of Justin 
Quinn Forsyth, also 16, of 
574 Woodbine Drive, San 
Rafael, as involved also in 
the entry, police said. Both 
boys were booked into ju­ 
venile hall. 


Water District Due 
Larger Line Issue 
The North Marin County Wa­ 
ter District at its regular meet­ 
ing t o d a y at 8 p.m 
will 
consider authorizing a larger 
line, 24 inches instead of 12, for 
the Western Oaks Subdivision, 
west of Highway 101 and south 
of the end of Redwood Boule­ 
vard. 
Dist. Mgr. E u g e n e S. 
Churchill said the larger 
line would serve expected 
growth in the area, west of 
Highway 101 and south to 
Highway 37. 


Bike Path Bid 
On ABAG Slate 


I-J Special Report 
BERKELEY — The City 
of Tiburón’s application for 
a $70,600 federal grant for 
its two-mile bicycle and pe­ 
destrian path will be re­ 
viewed by the Association 
of Bay Area Governments 
executive committee at 7:30 
p.m. Thursday in the Hotel 
Claremont. 
The g r a n t would cover 
half of the c i t y ’ s cost of 
buying and developing the 
strip from the Northwestern 
Pacific Railroad. 
Also on the agenda will be 
review of ABAG’s 1971 leg­ 
islative proposals. The exe- 
c u t i v e 
c o m m i t t e e 
previously 
indicated 
it 
again will seek legislation 
giving ABAG broad region­ 
al powers. Similar ABAG- 
backed bills have died in 
past years, as have bills 
that would create a new re­ 
gional agency independent 
of ABAG. 


Parenthood Chief 
To Present Talk 


T. W. Wooster, biologist 
and executive director of 
Planned Parenthood in Sa­ 
cramento, will tell “The 
S t o r y of the World and 
John” at a public meeting 
in the Terra Linda Recrea­ 
tion Center at 8 p.m. Jan. 
28. 
Zero Population Growth 
in Marin will sponsor the 
talk, described as a presen­ 
tation on “population, pollu­ 
tion, 
pesticides, 
progress 
and public apathy.” 


Concert Of North 
Indian Music Set 


The Mill Valley Center for 
the Performing Arts and the 
Ali Akbar College of Music 
will present a concert of 
North Indian music Sunday 
at 8 p.m. at 267 Buena Vista 
Avenue, Mill Valley. 
G. S. Sachdev will be fea­ 
tured on North Indian Flute, 
while Phil Ford will play 
tabla. 


First Federal Savings 
and Loan Association of San Rafael 
1970 


ANNUAL REPORT 


STATEMENT OF CONDITION AS OF DECEMBER 31,1970 


ASSETS 
Mortgage Loans on Real E sta te ............................$ 10,634,009.48 


This 
represents 
first 
Mortgage 
Loans. All are repayable on the 
monthly paym ent direct reduction 
plan. 


Real Estate Owned and In Judgm ent.......................................NONE 


Loans on Savings A ccounts............................................... 86,550.00 


Temporary loans to members se­ 
cured by their savings accounts. 


Investm ents and Securities............................................ 747,176.62 
These investments are obligations 
of the United States Government 
and Government Agencies, and are 
carried on our books at cost to the 
Association. 


Federal Home Loan Bank Stock.................................. 125,000.00 
M embership in the Federal Home 
Loan Bank System makes ample 
credit facilities available to the 
Association. 


$9,984,373.68 


Clash on Hand and in B anks.............. 
Funds on deposit in commercial 
banks and in the Federal Home 
Loan Bank of San Francisco. 


106,759.80 


Furniture, Fixtures and E q u ip m en t............................... 39,276.35 


Deferred Charges and Other A ssets 
217,644.96 


Total Assets 
$ 11,956,417.21 


LIABILITIES 
Savings A ccounts................................. 
This represents the savings and 
investments of more than 3764 
members who own the institution. 


Federal Home Loan Bank A dvances.................... 1,473,000.00 
Advances from Federal Home Loan 
Bank System to m eet seasonal de­ 
mands for home loans. 


Mortgage Loans in P rocess................................................ 47,800.00 
Loans made to build, repair, or buy 
homes on which all funds have not 
been disbursed to date. 


O ther Liabilities 
86,232.13 


General R eserves................................................................ 174,726.54 
Required reserves have been ac­ 
cumulated out of net earnings in 
past years and are held solely for 
the benefit and protection of our 
savers. This extra reserve is in 
addition to the insurance provided 
by the Federal Savings and Loan 
Insurance Corporation. 


Other Reserves, Surplus and Undivided Profits . . 190,284.86 


Total Capital, Liabilities and R eserves 
$ 11,956,417.21 


DIRECTORS: 


HAROLD S. ELBERG 


ELIZABETH RUDEL GATOV 


MOZART KAUFMAN 


DR. JACK GAZZOLA 


EDWARD GRADY 


WILLIAM McDEVITT 


CHARLES ROSENBAUM 


JACKSON BENNETT 


OFFICERS 


HAROI.D S. ELBERG 
President a n d M anaging O fficer 


ELIZABETH RUDEL GATOV 
V ice President 


MOZART KAUFMAN 
'secretary Treasurer 


KENNETH MORPHEW 
Asst. Vice-President - C ontroller 


DIANE A. KENNEDY 
A sst. Secretary- Savin g s D ept. 


THERESA J. LEHMAN 
A sst. Secretury-Loan D ept. 


RICHARD E. TARRANT 
C o u n sel 


874 FOURTH ST., SAN RAFAEL, CALIF. 
TELEPH O N E 456-6231 


MEMBER 
U NITED STATES SAVINGS AND LOAN LEAGUE 
SAVINGS AND LOAN LEAGUE OF CALIFORNIA 
FEDERAL HOME LOAN BANK SYSTEM 
FEDERAL SAVINGS AN D LOAN INSURANCE CORP. 
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SUCCESSFUL INVESTING 
Steel Industry Hit 
By Difficulties 


By ROGER SPEAR 
Q. When I purchased 
U.S. Steel it was 44%, it is 
now 32 and the dividend 
has been reduced. Should 
I sell or will it come up in 
price? — H.G. 
Q. Would you comment 
on the advisability of buy­ 
ing U.S. S t e e l at this 
time? — W.M. 
A. With the many uncer­ 
tainties now facing the steel 
industry, appreciation pros­ 
pects appear rather limited. 
Labor contracts, expiring in 
July, are not apt to be re­ 
newed by the union without 
a 
strike 
unless sizeable 
concessions are offered by 
management. As a result, 
steel ingot production is ex­ 
pected 
to 
increase 
only 
marginally this year, des­ 
pite a large jump anticipat­ 
ed for industrial production 
generally. 
Furthermore, competition 
from Japanese steelmakers 
for a share of the growing 
world market for steel is 
mounting. Although domes­ 
tic companies have been 
rapidly boosting mill capac­ 
ity in order to meet world 
demand, 
it 
is 
generally 
conceded that Japan’s ca­ 
pacity will outpace ours by 
late next year. 
In addition to these indus­ 
try difficulties, U.S. Steel 
has sustained a shrinkage 
in its share of the total mar- 


Oil Exploration 
To Increase In 71 
NEW YORK (UPI) — Geo­ 
physical 
exploration 
for 
new petroleum reserves is 
expected to increase this 
year, with particular atten­ 
tion given to the North Sea 
and West African areas. 
Total outlays by petro­ 
leum firms in recent years 
for exploratory drilling and 
geophysical 
exploration 
came to about $1.3 billion a 
year. 


ket. This, coupled with ris­ 
ing c o s t s 
and a less 
favorable product mix have 
made serious inroads into 
earnings. Thus the narrowly 
covered dividend may be 
put under added strain if a 
strike materializes. Shares 
are unattractive at present. 
Q. 
Please advise me 
what bonds to purchase 
which will yield 8% per 
c e n t . Do I buy these 
through a broker? — E.A. 
A. Yes, most brokers han­ 
dle bond transactions. The 
bonds listed below are rated 
single and double A, sell at 
varying 
premiums 
and 
yield between 8% and 9 per 
cent to maturity. Four sug­ 
gested issues are: Alabama 
P o w e r 9s of 2000, Mead 
Corp. 8%s of 1995, Public 
Service Electric & Gas 9s of 
1995 and Vermont Yankee 
9%s of 1998. 
Alabama Power and Ver­ 
mont Yankees are non-re- 
fundable 
until 
1975 
and 
Mead Corp. is protected to 
1980. Since availability, in­ 
terest rates and other condi­ 
tions constantly vary in the 
bond market, your broker 
may suggest other bonds 
which he considers more 
suitable.If these meet your 
requirements 
you 
should 
follow his judgment. 


SENDING PRINTED TEXT FROM PATROL CARS 
An electronic system that enables a patrol 
a 
officer to transmit and receive descriptive and 
numerical data on crimes, accidents, and other 
incidents has been introduced by Sylvania Elec­ 
tric Products Inc. The digicom 300 system 


SMART CHART 
by Stansbury 


c* sr*M|M 1171 
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"W h at kills me, Chief, is 
that we create a ll this 
waste ond then ¡ust throw 
it away." 


OVER THE COUNTER 


Quotations from the National 
Association of Securities De­ 
alers 
Inc. 
at approximately 
9:30 a m. Bids are inter-dealer 
prices. Inter-dealer quotations 
do not include retail markup, 
markdown or commission, and 
do not represent actual transac­ 
tions. 


BID ASKED 
Cal. West. Sts. Life 
Farm New World .. 
Hanover....................... 33 % 
No. Am. Life & Cas. 
Bank of Ag. & Com . 
_ 
Bankamerica Corp.. .66% 
Cent. Banking Sys. . 
1st Nat’l-San Jose.. 
Liberty Nat’l........... 
Amer. Express .... 
Amer. Express 1.50 
Amer. Micro Sys... 
Anheuser B usch 
78% 
Arden-Mayfair 
9% 
Boothe Comp...............16% 
Breuner (John)........... 15 


21% 
22 
33% 
to 
33% 
34% 
7% 
7% 
8 
66% 
66% 
20% 
21% 
24% 
25% 
5% 
6% 
86 
86 Vi 
86 
86% 
38 
39% 
78% 
78% 
9% 
10% 
16% 
17% 
15 
16 


Cal. Water Serv. .... 26% 
27% 
Citizens Utils................27% 
28% 
CTC Computer............ 2% 
2% 
Coherent Rad...............13% 
14% 
Coldweil, B anker___25 
25% 
Dow Jones................... 36% 
37 
1st Nat’l. F u n d 
7.21 
7.88 
First Su rety................. 5 
5% 
Gold. West Fin.............12% 
13% 
Hexcel...........................13% 
14 
Kaiser Steel COM. ... 34 
34% 
Longs Drugs............... 64% 
65% 
Lynch Comm. Sys___20 
20% 
M.B. Assoc...................1.0% 
11% 
Micro Data Sys........... 3% 
3% 
Nat’l. Med. Enter 
26% 
27% 
Optical Coat. Lab. ... 12 
12% 
Pac. Coast Holdings . 4 
4% 
Pac. Far East Lines . 27 
28% 
Pac. Plantron.............16% 
17% 
Purity Stores ........... 14 
16 
Raychem Corp.............. 69 
70% 
R edcor........................ 5% 
5% 
Rocket R esearch__ 19% 
20% 
Ross M edical............. 7% 
8% 
Seven U p ....................58% 
59% 
Skaggs P ayless........ 25% 
25% 
So. Cal. W ater..........15% 
16% 
Southwest G as.......... 16% 
17% 
Thermal Power 16% 
17 
Trans. Gas P ip e ...... 20% 
20% 
Western G ear.............. 9 
9% 


consists of mobile and base station terminals, 
each of which includes a keyboard for typing 
messages and a cathode ray tube (CRT) display 
for presentation of transmitted and received 
communications. The equipment was developed 
here by Sylvania’s Sociosystems Laboratory. 


American Exchange 
Selected Stocks 


N E W Y O R K ( U P I)— Selected stocks on 
the Am erican Stock Exchange. 


Aerojet 
50a 
27 
235» 
23 
23’ j — 
’/» 
Alld Control 
1 
9>/b 
9'» 
9’e 
. 
A Petr 1.05d 
296 
28' 2 
28 
283b 
A rk L a G 1.30 
13 
27 =b 
27'* 
275» . 
Beverly Ent 
116 
1 0' j 
1 0’ 8 
1 0’ 2 + 
SÌ 
Brascan 
la 
99 
16'4 
1534 
16 — 
3 8 
Bundy Cp 1 
30 
2 1 7 e 
21 5 8 
2 1=«— 
V» 
Circle K .40 
5 
36'4 
36 
36' 4 
. 
Clary 
Corp 
9 
43 8 
4' 4 
43 »— 
'» 
Computest 
5 
14 
13*8 
14 
+ 
V» 
Creole 2.60a 
28 
26’ s 
2 6 ’ a 
26’* + 
>/4 
Day 
M ines 
11 
105» 
10' 6 
101 8- 
it 
Dixlyn Corp 
55 
12' 4 
IT /2 
12 
Equ Cp 05d 
303 
53b 
5’ 8 
53 e-t- ’.* 
Fed 
Resour 
37 
45* 
41+ 
41 2~— ’ 8 
Felmont Oil 
10 
14' 4 
14 
14 — 
’/a 
Fm C p SB .20 
6 
235-8 
233a 
23V.+ 
>* 
Ford 
Can 2 
Z450 
6 8 ' 2 
68 
68 ' 2 + 
3« 
Frontier Air 
13 
6 
57» 
5*8— 
' » 
Gen Battery 
135 
24'.* 
23*e 
2 4 '* + 
'+ 
Greer Hydrl 
8 
7' 8 
67» 
7'8 + 
V4 
HuskyOl .15 
57 
1638 
16’ 8 
1638 + 
7» 
Kaiser Ind 2i 
67 
14'* 
137» 
1334— 
Va 
Kirbylnd 
36 
15 
2534 
243» 
25 
— fa 
Lee Ent .iOb 
9 
20’ e 
197« 
20 
Lee Natl Cp 
27 
93» 
9 
97»+ 
V « 
McCul Cp 5i 
137 
407» 
397» 
40'»— 
'/• 
Means FW 1 
1 
15' 2 
15' 2 
155/2— ■ V* 
Mohw k Airl 
31 
4'+ 
4'» 
4V»— 
7» 
New P a rkM 
32 
4' 4 
4' 8 
4' 4 
PacN W 1.04 
14 
17' 2 
17’ 4 
17'* 
Petrie St 
55 
1 
40’ 2 
40' 2 
40' 2- - l i 
Pneum Dyn 
49 
I P s 
11V» 
113»+ 
'/4 
PubcoP -15d 
69 
9'» 
9 
9' e -- ',4 


Reeves Inds 
19 
3*8 
37» 
37-4— 
'/• 
Shattuck Dn 
12 
43e 
4'» 
47*— 
'/» 
Solitron Dev 
73 
12' 8 
1134 
12 
Stand Metal 
12 
3' 2 
37» 
37» 
. 
Statham Ins 
24 
127 b 
125» 
127/4 
Syntex 
40g 
227 
39’ s 
37*8 
39 
+ P * 
Techniclr In 
51 
137b 
127« 
13 — 
78 
Tri Cont wt 
3 
71 
70’ 2 
71 
+1 
UnvContr 2i 
4 
5 '* 
5 '* 
5’+ 
. 
Utah Sgr .80 
6 
145 8 
14' 2 
147,+ 
I* 
Wst Nuclear 
21 
6'/a 
6’* 
63» + 
V« 


TODAY'S LATE NEW YORK STOCK PRICES 


N E W Y O R K ( U P l)— Selected stocks on 
the New York Stock Exchange. 
Sales(hds) High 
Low Last Chg. 
-A A ----- 


Cp 
20g 


05c 
1 SO 


A cm eM k 2g 
Actress 
15b 
Adm iral 
Air Prd 
Air Red .80d 
Alcan Al 1.20 
' AllegCp 
20o 
All Lud 2.40 
Ailg Pw 1.32 
Alld Qi 1.20 
AihedSt 1.40 
AllisChl 
Alcoa 
Am Hss 30a 
Am Airi 
.80 
ABrand 2.10 
A Brest 1.20 
Am Can 2.20 
Am Cyan l 1« 
A m Elec 1.70 
Am 
Export 
Am Ho ist 
40 
A Home 1.60 
Am Hosp 
26 
AMetCx 1.40 
Amer Motor 
A m N G s 2.10 
APnoto 
04b 
A Smelt 1 90 
Am Stand 1 
Am T& T 2.60 
Am Zinc Co 
Ametek 
60a 
A M P Inc 90 
Ampex 
Cp 
Am star 1.70 
Anacon 
190 
Arm coS 1.60 
A rm s Ck 
80 
A s m Oil 1.20 
Assoc Trans 
AtiRichfld 2 
Atlas 
Corp 
AvcoCp 
60a 
Avnet 
Incp 


BaDBiWii 
50 
Bangor Pun 
Bath Ino .20 
Beat Foods 1 
Bee km 
50o 
Beech Ar .75 
Bell&HII 
60 
Bendix 
1.60 
Benguet Inc 
Beth St I 1.80 
Biack& D 88 
Boeing C 
40 
BoiseCas Ik 
Borden 
1.20 
Borg Wr 1’, 
Bost Ed 2.24 
Bourns 
Inc 
Bran iff A 
50 
Briggs 2 40a 
B n s M y 1 20 
Brit Pet 
43d 
BrnShoe lVj 
Brunsw k 
12 
BucyEr 1.20 
Budd Comp 
BulovaW 60 
Burllnd 1.40 
Burl No 37b 
Burrghs 
60 


Camp S 1.10 
Can Pac 3.30 
Caro P L 146 
Carriere 60 
Cater Tr 1.20 
Celanese 
2 
Centi Soya 1 
Cerro 
1 60g 
C e rta iM .80 
Cessna 
.60 
C F I Stl 80a 
Chm SPI ! 20 
Cha se Man 2 
Ches Ohio 4 
Chris 
Crah 
Chrysler 
60 
Cm Gas 1 56 
C IT Fin 1.80 
CitiesSv 2 20 
City Invs .50 
CleveEI 2 24 
CocaCol 1.44 
Colgate 1.40 
Collin Radio 
Col Intst 1.40 
C B S 
t.40g 
Col G as 1.71 
Com Soiv .40 
C m w E 2.30p 
Comsat 
.50 
C onsSd 1.10 
ContFd 1.30 
C on sN C 1 M 
Consm Pw 2 
Coni M r Lo 
Con Can > 60 
Conti OH 1 % 
Contri Om o 


11 
45’e 
45' 2 
453« - 
’« 
149 
25' 2 
245* 
2 5 '« - 
V» 
13 
936 
9' 8 
938 
74 
50 
497 8 
493 4 - 
'« 
93 
2 P b 
21’ 8 
2T 8— ’ « 
75 
245-» 
2438 
24' 2 
26 
IP s 
IT/a 
1 P , - 
'« 
28 
3P» 
317« 
317, — V» 
252 
25 
2434 
25 
308 
25 
2334 
245,— 
3» 
60 
30 
295e 
30 
+ 
'« 
63 
167e 
16' 2 
1634— 
V« 
91 
62' 2 
6 P 4 
61 7 8— 1 
203 
467a 
46' 4 
46' 2— 
11 
193 
27'» 
26' 4 
26' 2— 
14 
85 
445» 
44' 2 
445 8 
236 
277b 
27’ 2 
27=8- 1 e 
340 
40' 2 
40 
40'»— 
3» 
224 
3434 
34 
34’ a + 
'.4 
217 
32 
31' 4 
3 P . - 
3» 
79 
1138 
107e 
11 
— 
3» 
60 
107» 
10 
103» + 
'» 
93 
735 6 
725e 
73' — 
1 4 
123 
35=4 
35' 6 
35' 2- 
* * 
62 
33 
323 4 
327e— 
' 8 
176 
7’ « 
67e 
7 
168 
41 4 
407e 
407,— 
'-« 
285 
11' a 
IO3. 
11’ 2 + 
5* 
285 
277« 
26Ts 
27 
— 
'/« 
37 
297. 
293b 
29=«— 
V» 
1089 
537» 
52 s b 
533 b - 
’ 2 
20 
838 
75» 
77« - 
3« 
18 
15 
1434 
I47e - 
I,« 
45 
28’ 2 
28’4 
283e— 
' 6 
85 
177. 
16* e 
17’ » — 
1 » 
100 
40 
39 
39'«— 
+« 
289 
2V 2 
207s 
21'a + 
'2 
154 
23 'e 
2234 
22*«- 
1« 
145 
325 8 
317 a 
317 a— 
5» 
238 
267s 
257e 
267« -r *« 
18 
10' 4 
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DOW JONES AVERAGES 
NEW YORK (UPI) — The Dow Jones 2 
p.m. interim stock averages: 30 industrial 
848.44, up 0.62; 20 transportation 180.42, up 
0.43; 15 utilities 128.13, up 0.29; 65 stocks 
280.63, up 0.40. 
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Stocks Edge 
Higher On 
Fast Action 


NEW YORK (UPI) — The 
New York Stock Market 
edged higher Tuesday des­ 
pite sporadic profit taking. 
Turnover was heavy. 
With a b o u t an hour of 
t r a d i n g to go, the Dow 
Jones industrial 
average 
was up a fraction, and adv­ 
ances were leading declines 
by 150 issues. 
Volume at 2 p.m. amount­ 
ed to 11,800,000 shares, up 
from 11,510,000 shares trad­ 
ed at a comparable period 
Monday. 
Analysts said the market 
continued to feed on lower 
interest rates and belief 
that business conditions will 
im p r o v e in the month.4 
ahead. 
Chrysler was among the 
day’s most active issues. 
The car maker and the Un­ 
ited Auto Workers reached 
tentative agreement before 
a strike deadline Tuesday 
on parts of a new three-year 
contract covering workers 
in the United States and 
Canada. 
Also heavily traded were 
National 
General 
Corp., 
Federal National Mortgage, 
Ford Motor, American Tele­ 
phone, 
Occidental 
Petro­ 
leum, 
and 
A m e r i c a n 
Telephone. 
Electronics and oils trad­ 
ed in both directions. 
Steels, chemicals, rails, 
airlines and aircrafts ge­ 
nerally 
traded 
narrowly. 
Grumman Corp. attracted 
some selling after it said it 
would reduce its work force 
by 3,000 by year-end as a 
result of lower military or­ 
ders. 
Prices were firm in heavy 
trading on the American 
Stock Exchange. 


OTHER PEOPLE'S 
BUSINESS 


By HARRY CRAFT 


Honolulu-Based Firm Takes Over 
National Electric Supply Co. 


The 
Santa 
Rosa-based 
firm, National Electric Sup­ 
ply Co., which has a branch 
in San Rafael and five or 
six more in various parts of 
the Bay Area, has been tak­ 
en over by American Fac­ 
tors of Honolulu. 
National Electric is en­ 
gaged in wholesaling con­ 
tractors electrical supplies 
and commercial and indus­ 
trial fixtures. The San Ra­ 
fael branch is managed by 
Fred Fowle and has been 
open six or seven years. 
It will continue under its 
own n a m e and no imme­ 
diate change in the present 
operation or staff is expect­ 
ed, although it is believed 
that there may be some ex­ 
pansion of the company’s 
coverage under the new 
ownership. 
A NEW BRANCH OFF­ 
ICE of the San Rafael Po­ 
ri i a t r y Group has been 
opened at 33 Reed Boule­ 
vard in Mill Valley. 
The Mill Valley practice, 
formerly operated by Dr. 
Norton J. Schlesinger at 
this address, has been as­ 
sumed by Drs. Lawrence G. 
G a r r e t t of San Rafael, 
James F. Garrett of San 
Anselmo and Harry F. Hla- 
vac of San Rafael. They 
plan to hold morning hours 
from 9 a.m. to noon six days 
a week and on Wednesday 
evenings. 
MELVIN R. RUSSELL of 
Corte Madera has been ap­ 
pointed assistant vice presi­ 
dent of the bank operations, 
work measurement and ge­ 
neral systems division at 
Crocker-Citizens 
National 
Bank in San Francisco. He 
joined the bank in 1968 as 
an assistant systems ana­ 
lyst and recently has been 
assistant manager of work 
measurement and general 
systems. 


division. The division in­ 
cludes the communities of 
Novato, Kenwood and Mc­ 
Cloud. Largest item in the 
1971 budget is $1,302,000 for 
outside 
plant 
facilities, 
which includes underground 
cables and new trunk ca­ 
bles. Another $670,000 will 
be spent for dial switching 
apparatus, including large 
PBX equipment. 
In Novato, a two-year pro­ 
ject beginning this year 
calls for providing adequate 
relocation 
of 
equipment, 
along with new underground 
structures and cable rein­ 
forcements in the planned 
freeway route area. 
PORTER SMITH of San 
Anselmo, vice president of 
Far East Lines, has been 
elected to the executive 
committee of the San Fran­ 
cisco Area World Trade As­ 
sociation 
for 
1971. 
The 
association is responsible 
for formulating all interna­ 
tional policy recommenda­ 
tions for the Greater San 
Francisco Chamber of Com­ 
merce. 
WILLIAM N. HULETT, a 
new resident of Tiburon, 
was 
recently 
appointed 
manager of the St. Francis 
Hotel in San Francisco. He 
was formerly at the Olym­ 
pic Hotel in Seattle. 
INSURANCE: Richard E. 
Schultz of Novato, an asso­ 
ciate of the San Francisco- 
Meister agency of the Mas­ 
sachusetts Mutual Life In­ 
surance Co., has completed 
specialized study at the 
company’s 
Springfield, 
Mass. 
business insurance 
seminar for career under­ 
writers. 


Russell 
Künstler 


DONALD A. KUNSTLER 
of Tiburon, executive vice 
president of Elrick and Lav- 
idge, Inc., San Francisco, is 
general chairman of the an­ 
nual international congress 
of the American Marketing 
Association to be held in 
San Francisco April 13, 14 
and 15. 
Program director will be 
Thomas Drohan, vice presi­ 
dent of Foremost-McKes- 
son, Inc., San Francisco, 
also a resident of Tiburon. 
WESTERN CALIFORNIA 
TELEPHONE CO. plans a 
record 1971 investment of 
$2,480,000 for improving ser­ 
vices and expanding facili­ 
ties w i t h i n the Novato 


Braniff Files For 
Additional Routes 
WASHINGTON (UPI) — 
Braniff Airlines has filed 
with the Civil Aeronautics 
Board for additional routes 
to 
Australia 
from 
New 
York, Chicago, and Dallas, 
with intermediate stops at 
Hilo, Honolulu, American 
Samoa, Fiji and New Zea­ 
land. 
The company said it also 
applied for new routes to 
terminate in Hilo and Hono­ 
lulu from Boston, New York, 
Washington, 
Chicago, 
St. 
Louis and Dallas. 


RISK 
when calculated can 
mean PROFIT. 


O u r Research D epartm ent has a n a l­ 


yzed a Pork Belly S p re a d that offers 


the potential rew ards of a calcu l­ 


ated 
S p e cial 
Com m odity 
Futures 


Situation. O f Course, a Risk is in ­ 


volved, read our Sp e cia l Situation 


a n d determ ine your risk. 


C a lcu late d risks are our business, 


we trad e d aily from the floor of the 


C h ic a g o M erchantile Exchange. For 


further 
inform ation 
on 
Sp ecial 


Situation • fill out coupon. For direct 


inform ation 
call 
floor 
of 
C.M.E. 


- P h illip Karafo tas - 312-641-5800 


Robert C ed e r - 312-641-5800. 


Phone 


( ) H ave traded 
( ) Have not traded 


MURLAS BROTHERS 
COMMODITIES 
110 North Franklin Stroot 
Chicago, Illinois 60606 
Room 905, Dopt. A (321) 641 -2005 


Momhor of Chicago Mercantile 


Exchange 


Commodities are Dangerous 
for 
Walter Mitty 


an d others who 


'tsfcint wealth 
Andco's Commodity Letter 
helps limit the risk 


N am e 


They can be p rofitable 


for those a b le to 


cope with risk 


I 


I A d dre ss 
I 
I 
Phone 


Andco, Inc. 
216 Montgomery Street, San Francisco, Cal.94104 


s a l e s 
in s u r a n c e 
PROGRESS! CHALLENGE! 
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• A unique marketing concept which takes the 
chill out of prospecting. 
• Athree year Financing Program which pro­ 
vides security and incentive. 
• Participation in a new Sales Division which 
offers the opportunity for personal growth. 
• A complete Fringe Benefit Program. 


It ya n 11 « * rtsiM its i sUh* taehpaO, Ws |« Upth*. 


California Casualty Mgm't Co. 


Call Mr. Bob Dimond between 9:00 AM - 9:00 PM at 39L3500 


THE AGONY OF DEFEAT? — Running 
backs Walt Garrison (left) and Duane Tho­ 
mas of the Dallas Cowboys were showered 
with confetti as Dallas fans welcomed the 


team home from Miami yesterday. The Cow­ 
boys lost to Baltimore in the Super Bowl, 16- 
13, but that didn’t make any difference to the 
fans. 
(UPI Telephotos 


NOT FAIR WEATHER FANS 
Cowboys' Warm Reception 


DALLAS (UPI)—The weather 
was chilly but the reception 
was very warm Monday when 
the Dallas Cowboys, the Super 
Bowl losers to Baltimore only 
24 hours earlier, returned home 
to a tumultuous welcome that 
included a snail-paced ticker 
tape downtown parade. 


Thousands of Cowboy fans, 
many of them unequipped to 
face the blustery Texas blue 
norther which howled into town 
unexpectedly early, lined a 
three-quarter mile downtown 
parade route and waited for 
more than an hour in the cold 
to 
shower 
the 
team 
with 
confetti, 
toilet 
paper 
and 
roaring cheers. 


The parade snaked to a halt 
at City Hall where Mayor Pro 


Baltimore 
Backers 
Turn Out 


BALTIMORE 
(UPI )-About 
3,000 freezing fans, a three- 
piece 
band 
and 
22-degree 
temperatures greeted about 10 
Baltimore Colts who returned 
home from Miami 
Monday 
night. 


Many of the crowd—mostly 
young people—were bundled up 
in blankets when the chartered 
jet taxied up to Friendship 
Airport 30 minutes late. 
Most of the football players 
had gone straight home or on 
vacation, but those who re­ 
turned with coach Don McCaf- 
ferty and Quarterback John 
Unitas got a warm reception. 


“We’re number one,” chanted 
the crowd as the few people on 
the plane disembarked. In brief 
speeches, “We’re number one” 
was repeated by Mayor Tho­ 
mas 
D’Alesandro, the 
city 
council 
president, the 
city 
solicitor and anybody else who 
could set near the microphones. 
The city council met Monday 
night but decided to wait until 
next week to adopt a resolution 
congratulating the Colts 
on 
becoming the second champion­ 
ship team in the city in four 
months. The Orioles won the 
world series in October. 
Gov. Marvin Mandel issued a 
proclamation saluting two Jim 
O’Briens Monday. One of them 
was the place kicker whose 32- 
yard 
field 
goal 
with 
five 
seconds left to play gave the 
Colts their 16-13 super bowl win 
over Dallas Sunday. 
The other is a forward on the 
University of Maryland basket­ 
ball team who sank the winning 
field goal in overtime Jan, 9 to 
give the Terrapins a 31-30 upset 
win over South Carolina. 


UPI RANKINGS 


NEW YORK (U PI)—The United Press 
International 
top 
20 major 
college 
basketball teams with first place votes 
and won lost records in parentheses 
(Seventh week includes games played 
through Sunday, Jan. 17) 
Team 
1. UCLA (28) (130 ) 
300 
2. Southern California (3) (14 0) 
280 
3. Marquette (1) (13 0 ) 
251 
4. Pennsylvania (13-0) 
221 
5. Kansas 01 l) 
]** 
4. Jacksonville (10 2) 
120 
7. Western Kentucky (12 ) 
84 
8. South Carolina (10 3) 
49 
9. Tennessee (11-2) 
45 
10. Villanova 
(13 3) 
44 
11. Utah St. (13 2) 
30 
12. St. Bonaventure (9 1) 
28 
13. Notre Dame (8-3) 
23 
14. LaSalle (10-1) 
* 
15. Oregon (9 2) 
18. Fordham (12-1) 
17. (tie) Kentucky (10 3) 
'3 
(tie) Weber St, (10-1) 
13 
19. Illinois (8-2) 
9 
20. North Carolina (113) 
8 
Others receiving five or more points: 
New Mexico, Louisville, Arizona State., 
Oregon State, Memphis State, Michigan. 


Tern Jack McKinney delivered 
a brief welcome home speech, 
told the runnersup that they 
would “get closer next year” 
and presented a proclamation 
to owner Clint Murchison Jr., 
Coach Tom L a n d r y and all 
members of the club’s adminis­ 
trative, coaching and playing 
family. 
Murchison told the crowd that 
he 
had 
“already 
stopped 
thinking about yesterday —just 
next year.” 


Landry said the season “has 
been a tremendous experience” 
and “although we got beat, you 
can’t imagine what a lift it 
gives all of us to see this turn 
out of fans who believe in the 
Cowboys.” 
Each of the players were 


called to the welcoming stand 
to receive their proclamation 
and the gift of a silver cigaret 
lighter 
from 
Chamber 
of 
Commerce President Warren 
Woodward, who told the team: 
“You didn’t get beat, you just 
ran out of time.” 


Hawkers selling blue and 
white 
Cowboys 
pennants 
seemed to be doing an excellent 
b u s i n e s s and there was a 
profusion of crude to fancy 
homemade signs scattered all 
along the parade route. 
“You’re 
Still 
Champs 
in 
Cowboy Country,” said one 
sign. “No. 2 tries harder,” said 
another. 
“You May Be No. 2 in 
Baltimore, but You’re No. 1 in 
Dallas,” screamed one large 


sign and there were numerous 
“Super Bowl in ’72” placards 
visible. 
And, indicative of the fact 
that the Cowboys’ new Texas 
Stadium in suburban Irving will 
be their home hereafter, one 
fan scrawled a large sign which 
read: 
“It’s all right Cowboys, 
Irving Still Loves You.” 
The 
early 
arrivals 
who 
jammed the area near where 
the parade was to start were 
treated to a “strip show” by 
three young women clad only in 
bikini pants and sweatshirts. 
They stood in the back seat 
of a convertible and lifted their 
sweatshirts to put on impromp­ 
tu topless bumps and grinds for 
a gathering crowd of photogra­ 
phers. 


In the chill of morning, with 
the r i s i n g sun behind him, a 
skier at Sandia Peak Resort in 
New Mexico gets the jump on the 


AN EARLY START 
crowd and heads for the slopes. 
Sandia, one of very few skiing 
areas in the Southwestern state, 
is located east of Albuquerque. 


i UPI Telephoto 


BILLS ARE WANTED 
Seattle Drive Gains Speed 


SEATTLE (UPI) -This ci­ 
ty’s drive to acquire the Buffalo 
Bills pro football team is 
picking up steam. 


King County executive John 
Spellman, who presided Monday 
at a meeting of civic officials, 
said he had talked with Ralph 
Wilson, owner of the Bills, 
earlier in the day. 
Spellman said Wilson assured 
him he still wants to move the 
team to Seattle if Buffalo fails 
to come up with a new stadium. 
The University of Washington 
Board of Regents last week 


cleared the way for a suitable 
stadium when they approved 
negotiations for long or short­ 
term use of the school’s 
stadium for pro football. 


The stadium presently seats 
about 58,000 and features an 
Astroturf playing field. 
Wilson 
met 
Monday 
in 
Buffalo 
with 
Erie 
County 
Executive B. John Tutska but 
in a joint statement after the 
closed-door meeting, the two 
said “no firm plans or decisions 
were made.” 
Jim Douglas, Chamber of 


Dallas Coach Tom Landry 
Goes Away A Winner, Too 


NEW YORK (UPI)—Every­ 
body loves a winner and that’s 
only natural but it wouldn’t 
really be right to shut the 
Super Bowl gates without 
saying something about one of 
the losers because actually he 
went away a winner, too. 
Tom Landry, coach of the 
beaten Dallas Cowboys, will 
never be a loser in his life. 
Not the way he goes through 
it. And not the way he regards 
other people either. 
There are no airs whatsoever 
about Tom Landry. He doesn’t 
know what it means to be 
devious or phony and about the 
worst thing you can say for him 
also happens to be the best 
thing you can say for him — 
he’s as plain as oatmeal. 
When the Baltimore Colts 
came from behind after trailing 
from the start to beat his club, 
16-13, in Miami Sunday, Landry 
didn’t try to varnish the truth 
or dazzle questioners with any 
of the vague way-out rhetoric 
some coaches like to employ in 
similar circumstances. He an­ 
swered each 
question 
with 
characteristic honesty. 
“This hurts pretty bad,” he 
confessed 
when 
somebody 
asked him to compare the loss 
with the two the Cowboys had 
experienced in the NFL’s 1966 
and 1967 championship games. 
“But you can’t measure disap­ 
pointment.” 
The very first thing Landry 
wanted to get on record was 
the way he felt about his team. 
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“I’ve never worked with a 
greater group of fellows in my 
life,” he said. 
He didn’t say that once, twice 
or three times. He said it 
everytime anybody came over 
to him and wanted to know 
about his feelings in defeat. 
“I suppose now,” one radio 
interviewer offered, “you’ll 
be hearing that same old 
refrain all over again — 
“Dallas can’t win the big 
ones.” 
Tom Landry could’ve easily 
glossed over the question. He 
didn’t. He answered it. 
“I suppose so,” he said. 
“This game will nullify a lot of 
the fine things we accomplished 
this season. It’s unfortunate 
because the players worked so 
hard to get here. I can only say 
that I do not believe, nor do 
any of our players believe, that 
we can’t win the big games.” 
The biggest rap against 
Landry, if you care to call it a 
rap, is that he’s too colorless. 


Too unemotional. He knows he’s 
this way and doesn’t become 
unduly upset when questioned 
about it. 
“I’ve been at this game a 
long time,” he says, “and I 
don’t get overly excited. There 
are 
points 
where 
I 
get 
emotionally keyed up inside. I 
try to keep it down as much as 
I can because I think it takes 
something away from your 
effectiveness.” 
Tom Landry doesn’t wear his 
sideburns long nor does he 
wear mod suits or think football 
is dehumanizing but he doesn’t 
lash out and condemn the Chip 
Olivers and Dave Meggyesys 
who have an entirely different 
lifestyle than he does. 
“I came out of a materialis­ 
tic era,” says the tall, straight 
46-year-old one-time profession­ 
al defensive halfback from 
Mission, Tex. 
“I’m talking 
about the ’30’s and ’40’s. When 
I first started playing profes­ 
sional football I was interested 


in security and the money that 
came with it because it was 
important to me. Therefore you 
could’ve treated me most 
anyway and I would’ve per­ 
formed and been successful. 


“But you don’t have that 
today with our young peo­ 
ple, which I don’t think is so 
bad r e a l l y . I think our 
young people are tremen­ 
dous people in that they’re 
more sensitive and they’re 
not that materialistic at all. 


“I find it’s a little bit harder 
to get the full potential out of 
today’s youngsters but not in 
all 
cases,” 
Landry 
says. 
“There’s no fear in the great 
majority of them. Just like 
Meggyesy and those who think 
like him. If they want to go 
someplace else besides football, 
they’re gonna eat. They know 
that. If they weren’t sure they 
were gonna eat, they might not 
go. There have been a lot of 
changes, in football as well as 
everywhere else, but I think if 
you want to be 
great in 
anything you still have to pay 
the price.” 


Some 
time 
back, 
Clint 
Murchison, Jr., the owner of 
the Cowboys, signed Tom 
Landry to a 10-year contract 
saying, “when you get a good 
man you want to hold on to 
him.” 
Murchison isn’t so dumb. 
He knows a winner when he 
sees one. 


HA YWOOD TO STA Y 
Judge Rules For Sonics 


LOS ANGELES (UPI)-Con- 
troversial Spencer Haywood ap­ 
parently is going to finish out 
the season with the Seattle Su- 
p e r s o n i c s and it appears 
there’s nothing the National 
and American Basketball Asso­ 
ciations can do about it. 


U.S. District Court Judge 
Warren Ferguson Monday is­ 
sued a preliminary injunction 
barring the NBA from enforc­ 
ing its four-year rule against 
the 21-year-old Haywood. 


The judge declared “profes­ 
sional athletes cannot be treated 
as merchandise” in making the 
ruling. 
“If 
this 
case 
establishes 
something—regardless of the 
legal conclusions—I hope I can 


BASKETBALL 
STANDINGS 


National Basketball Association 
A tlantic Division 
w 
I pet. gb 
N e w Y o r k 
32 6 
647 — 
P h ila d e lp h ia 
30 21 .588 3V j 
B oston 
27 21 .563 5 
B u ffa lo 
13 38 . 255 20't 


Central Division 
w 
I pet. gb 
B a ltim o r e 
28 19 .596 — 
C in c in n a ti 
20 26 .435 
7 V j 
A tla n ta 
16 33 .327 13 
C le v e la n d 
6 46 .115 24Vj 


M idw est Division 
w 
I pet. gb 
M ilw a u k e e 
38 
7 
844 — 
D e tro it 
33 16 
673 7 
P h o e n ix 
29 
21 .580 11' j 
C h ic a g o 
27 20 .574 12 


Pacific Division 
w 
I pet. gb 
Los 
A n g e le s 
25 20 
556 — 
S an 
F r a n c is c o 
26 23 .531 
1 
San 
D ie g o 
23 26 .449 4 
S e a ttle 
22 26 
458 4’ 2 
P o rtla n d 
16 32 .333 10' ? 


Monday's Results 
A tla n ta 
123 
B u ffa lo 
113 
P h o e n ix 118 C in c in n a ti 99 
(O n ly g a m e s s c h e d u le d ) 


impress on the legal profession 
that professional athletes can­ 
not be treated as merchan­ 
dise,” Ferguson said. 


“There appears to be univer­ 
sal 
callous 
disregard 
for 
professional athletes.” 
However, the judge did not 
rule on the merits of a suit 
filed by the 6-foot-8 center- 
forward against the NBA. That 
suit charged the league’s four- 
year rule, which prohibits a 
player from joining the NBA 
until his college class gra­ 
duates, violated federal anti­ 
trust laws. 


In addition to issuing the 
preliminary injunction, Fergu­ 
son set March 2 for a trial to 
determine if Haywood has a 


valid playing contract with the 
Denver Rockets of the ABA. 
Haywood has claimed that 
the Denver contract is invalid 
because its terms were misre­ 
presented to him. 
William Shea, an attorney for 
the NBA, informed Ferguson 
Monday that the U.S. 9th 
Circuit Court of Appeals has 
scheduled a hearing on the 
Haywood matter at San Fran­ 
cisco Tuesday. 
The hearing is on an NBA 
challenge to a 
temporary 
restraining order issued last 
Jan. 6 by the judge barring 
interference in the case. 
Haywood, star of the 1968 
Olympic Games, was signed by 
Seattle owner Sam SchuLman 
Dec. 30 although his class at 


University of Detroit doesn’t 
graduate until June. 
The ABA Rockets lured 
Haywood out of the college 
ranks at 
the 
end 
of his 
sophomore 
season 
on 
the 
grounds that he was a hardship 
case. 
Haywood went on to win the 
ABA’s most valuable player 
award. 
At a meeting of the NBA 
Board of Governors at San 
Diego last week, the owners 
voted to look into ways of 
penalizing the Seattle franchise 
for violating the league’s by­ 
laws and constitution. 
Seattle’s NBA season is 
scheduled to end March 21 
unless the Sonics can,make the 
playoffs. 


SUPER BOWL SCALPER 
Ex-Grid Star Arrested 


MIAMI (UPI)—Alex Wojcie- 
chowicz, a member of Ford- 
ham’s “Seven Blocks of Gra­ 
nite” and a college teammate 
of Vince Lombardi, faces 
charges of trying to make an 
extra $10 by scalping tickets at 
Sunday’s Super Bowl game. 
Police 
said 
Wojciechowicz 
tried to sell a ticket for $25— 
$10 above the list price—to a 
plainclothes detective who was 
trying to spot scalpers at the 
Orange Bowl just before the 
game. 
The former All-America cen­ 
ter was described as “indig­ 


nant,” but was released on $50 
cash bond. 
Police said Wojciechowicz, 55, 
told them he was a 
self 
employed transient who was 
“broke most of the time,” but 
later said he was a stock 
broker from New Jersey. 
Wojciechowicz was a team­ 
mate of Lombardi’s during the 
late Green Bay Packer coach’s 
final year at Fordham in 1936. 
The following year he was a 
center on the line—popularly 
known as the “Seven Blocks of 
Granite” — which led Fordham 
to an undefeated season and 


held eight opponents to 16 
points. 


Wojciechowicz played 
12 
years for the Detroit Lions and 
Philadelphia. 


Mercury Gets Foyt 


DAYTONA 
BEACH, 
Fla. 
(UPI)—A.J. Foyt was named 
Monday to drive a Woods 
Brothers 
Mercury 
in 
the 
Daytona 500 Feb. 14 and at the 
California 500 in Ontario, Calif., 
on Feb. 28. 


A m erican Basketball Association 
East 
w 
1 pet. gb 
V ir g in ia 
33 16 
673 - 
K e n tu c k y 
28 22 
560 
5Va 
N e w Y o r k 
20 25 
444 1 
C a r o lin a 
21 28 
429 12 
P itts b u rg h 
21 30 
412 13 
F lo rid ia n s 
19 30 
388 14 
West 
w 
1 pet. gb 


In d ia n a 
31 15 
.674 — 
U ta h 
30 17 
638 
1’ a 
M e m p h is 
26 22 
542 
6 
D e n v e r 
18 28 
.391 13 
T e x a s 
17 31 
354 15 


COLLEGE 
BASKETBALL 


Midwest 


Duquesne 81 Notre Dame 78, ot 
Kansas 83 Iowa St. 57 
Akron 99 Buffalo St. 65 


South 


Ciemson 59 North Carolina St. 50 
Murray St. 79 Bradley 71. ot 
West Virginia St. 91 Aide 
Florida St. 78 Stetson 71 
linia St. 91 Alderson Broadhus 72 


Southwest 
Commerce vice president and 
temporary chairman of the pro 
football committee here, said: 
“We feel professional football 
will be tremendously successful 
in the Pacific Northwest.” 
Douglas said the community 
now has three jobs—to convince 
the Buffalo people they are 
wanted here; to build up the 
kind of support that produces a 
strong gate and to help Wilson 
overcome any 
obstacles 
to 
bringing a team here. 
In related action, the city 
See Seattle, Page 23 


Hardin Simmons 87 Midwestern 71 
Abilene Christian 71 Northern Colo. 56 
Colorado 62 Iklahoma St. 59 
Akron 99 Buffalo St. 85 


west 


San Diego 80 Biota 74 
Idaho 82 Montana 60 
Idaho St. 67 Weber St. 65 


Davalillo Hits .380 


CARACAS, Venezuela (UPI) | 
—St. Louis Cardinal reserve! 
outfielder Vic Davalillo was the 
leading batter in the 1970-711 
Venezuelan Winter League with! 
a .380 average in 51 at bats. I 


■ COMPARED 
YOU'LL BUY FROM NOVATO 
TOYOTA! 
You Can't Afford Not To!! 


COMPARISON ITEM 
CORONA 
SEDAN 
FORD 
PINTO 
CHEV’ 
VEGA 
GREMLIN I 


FRONT DISC 
BRAKES 
STANDARD 
EXTRA 
STD. 
EXTRA I 


WHITEWALL 
TIRES 
STANDARD 
EXTRA 
EXTRA 
EXTRA 


NYLON CARPET 
STANDARD 
* YTRA 
EXTRA 
EXTRA 


BUMPER OVER-RIDERS 
STANDARD 
EXTRA 
EXTRA 
EXTRA 
! 


TINTED GLASS 
STANDARD 
EXTRA 
EXTRA 
EXTRA 


TOUCH-UP PAINT 
STANDARD 
EXTRA 
EXTRA 
EXTRA 
§ 


CIGARETTE LIGHTER 
STANDARD 
EXTRA 
EXTRA 
EXTRA 1 


RESET MILEAGE 
METER 
STANDARD 
EXTRA 
EXTRA 
EXTRA I 


TURNING CIRCLE 
31.5 Ft. 
31.5 Ft. 
34.7 Ft. 
32.7 Ft. 
§ 


FREE LOAN CARS FOR OUR CUSTOMERS 
NOVATO TOYOTA INC 
7505 HIGHWAY 101 - CALL 897-3191 
OPEN EVES. AND SUNDAY 


COMPLETE 


Pickup Wednucday For Weekend 
Special Package Rates 


IAN RAFAIL 
(O ppioitt Montecito 
Shopping Center) 
THIRD AT ORAND 


STRAWBIRRY 
(On the Town & Country 
Village Road) 
TIBURON TURNOFF 


NOVATO 


(Opposite Novato Fair) 
DIABLO AT t. NOVATO 


BOSTON (U PI)-A cast of 
players ranging from 42-year- 
old superstar Gordie Howe 
down to 20-year-old rookie Gil 
Perreault were ready for the 
National Hockey League’s 24th 
annual All-Star game tonight 
despite a series of last minute 
injuries. 
Howe, who played in his first 
All-Star game before several of 
the current selections were 
even bom, flew in for tonight’s 
Boston Garden game between 
the E a s t and West Division 
standouts after earlier announc­ 
ing he would not attend. 
The Detroit Red Wing veter­ 
an, sporting a right elbow 
swollen to football size, sudden­ 
ly changed 
his 
mind 
and 
decided to appear for the 22nd 
time though he was expected to 
see little action in the game. 
The contest will be televised 
by KTVT, Channel 2, on a de­ 
layed basis beginning at 7:30 
p.m. 
Oddly, both teams were being 
coached by men no longer in 
the coaching 
ranks. 
Harry 
Sinden was handling the East 
Division team which included 
six members of the Boston 
Bruins he 
coached 
to the 
Stanley Cup championship last 
May. 
Sinden, who resigned from 
coaching 
to 
enter 
private 
business, was admittedly “en­ 
joying” his renewed shot at 
coaching but said he still had 
no plans to return to the NHL 
ranks. 
The West Division squad, 
headed by no less than nine 
members of the Chicago Black 
Hawks, was being directed by 
Scotty 
Bowman 
who 
was 
elevated to general manager 
after coaching the St. Louis 
Blues last season. 
Sinden said he would go with 
the starting lineup chosen by 
the writers that included four 
members of the Bruin squad he 
coached a year ago and two of 
the New York Rangers current­ 
ly challenging the Bruins for 
first place in the East Division. 
That meant that unanimous 
choices center Phil Esposito, 
winger John Bucyk and de- 
fenseman Bobby Orr all would 
be on the ice for the opening 
faceoff together with Star 
“first-timer” Ken Hodge of 
Boston and both goalie Ed 
Giacomin and defensemah Brad 
Park of the Rangers. 
Sinden said he would keep the 
Boston line intact thereafter 
but would pair Orr with 
Boston’s 
Dallas 
Smith 
on 
defense and match up Park 
with 
Ranger blueliner 
Jim 
Neilson on another unit. 
The former Boston coach 
ducked questions of how he 
would use the two goalies, 
Giacomin 
and 
his 
ranger 
backup Gilles Villemure, possi­ 
bly because New York has a 
game slated against Philadel­ 
phia on Wednesday night and 
would prefer a rested goalie. 
There were three late substi­ 
tutions for injured selections. 
Ed Westfall of the Bruins 
replaced teammate John Mc­ 
Kenzie who suffered a shoulder 
separation on Sunday night and 
will be out for at least a month. 
St. Louis defenseman Jim 
Roberts was named by Bow­ 
man to replace ailing Carol 
Vadnais of the Seals after 
earlier picking the Blues’ Gary 
Sa bourn 
for 
injured 
Ken 
Schinkel of Pittsburgh. 
Bowman named Chicago’s 
Tony Esposito as 
a 
West 
starter in the goal and picked 
an opening lineup of Chicago’s 
Keith 
Magnuson 
and 
Pat 
Stapleton 
on 
defense, 
Stan 
Mikita at center with 
the 
Hawks’ Bobby Hull on the left 
side and, probably, Tim Eccles­ 
tone of St. Louis on the right. 
The game was unofficially 
billed as a collision between 
Boston and New York from the 
East and Chicago and St. Louis 
from the West since those four 
front-running clubs boasted a 
combined total of 27 of the 42 
players slated to take part in 
the annual mid-season classic. 


PRIVATE STRATEGY SESSION 
San Francisco 49er coach Dick 
Nolan (right), who will direct the 
National Conference forces in 
Sunday’s 
first 
NFC-AFC 
Pro 
Bowl, 
talked 
yesterday 
with 
quarterback Fran Tarkenton of 


the New York Giants. Nolan has 
said that although 49er quarter­ 
back John Brodie will start for 
the NFC, Tarkenton will see ac­ 
tion. 


(U PI Telephoto) 


Col's Coach: 
JA C K H A N L E Y 
Watch Out 


Confidence Key To 
Henderson's Success 


Ken Henderson was asked if he could recall his 
greatest catch. The young outfielder of the Giants 
didn’t hesitate a moment. “Sure,” he smiled, “ it 
was Louisa.” 
r------- 
Louisa Borcherding, Miss 
San Mateo of 1963, now is 
Mrs. Henderson. 
In 1966 
when he met his bride-to-be, 
Henderson was 20. So was 
Miss 
Borcherding. 
They 
were m arried the following 
year and now have two chil­ 
dren. 
PERHAPS ADDED fami­ 
ly responsibilities caused 
Henderson to try too hard 
on his job from 1967 through 
1969. By 1969 he had become 
so tense that he became the 
victim of repeated muscle 
pulls and his batting aver­ 
age plummeted to .225. 
Henderson was a very de­ 
pressed young man when 
the 
1969 baseball season 
ended. Instead of brooding 
all winter, Henderson took 
an objective look at himself 
and came to the conclusion 
that his mental approach to 
his job was all wrong. 
He read books on positive 
thinking and even attended 
lectures on the subject. “I’d 
be for anything that would 
help me after that season of 
1969,” he said. 
Henderson’s 1970 record 
does indicate that he was 
helped immeasurably in his 
on-the-job performance by 
positive thinking. In fact, 
his 1970 record is a startling 
contrast to 1969, especially 
his .294 batting average, an 
amazing jump from .225. 
LAST SEASON Henderson 
went to bat with a deter­ 
mined and confident atti­ 
tude. And he p 1 a y e d the 
outfield — left, right and 
center — the same way. For 
the f i r s t time since the 
Giants had signed him as a 
bonus baby in 1964 following 
an outstanding high school 


athletic career in San Die­ 
go, Henderson played up to 
his natural ability. 
Henderson may have had 
his doubts during 1967-69 
about his ability to play in 
the majors but no longer. 
His entire o u t l o o k has 
changed. Whatever he does 
now, he does with confid­ 
ence. He even has become a 
polished performer on the 
winter speaking circuit for 
the Giants in their big push 
for season ticket sales. 
The tipoff to Henderson’s 
new outlook is the way he 
handled the question about 
his g r e a t e s t c a t c h . 
“ Louisa,” he said without 
hesitation. A few years ago 
if he had been asked the 
same question he might 
have 
stammered 
while 
searching 
his 
mind 
for 
some stylish glove work in 
the outfield. 
“WHEN I was single,” he 
said, “all I ever thought 
about was myself and my 
career. Of course, I still 
think about my career but 
in a different context. Now I 
figure what it means to my 
family.” 
And now t h a t 1971 con­ 
tract signing time is here, 
Henderson figures that his 
1970 
performance 
should 
mean some extra goodies 
for his family. The Giants, 
fully appreciative of their 
new budding star, will see 
that 
Henderson 
has 
the 
wherewithal 
to 
provide 
them. 
Henderson is slated for a 
substantial raise — into the 
$30,000 bracket — which is a 
h a n d s o m e salary for a 
young man who won’t be 25 
until June 15. 


PGA Money Lead 
Shifts To Shaw 


NEW YORK (UPI)—With his 
win in the Bing Crosby National 
Pro-Am tournament, Tom Shaw 
vaulted to the top spot anfiong 
professional golf’s leading mo­ 
ney winners with $29,752, ac­ 
cording to figures released 
Monday by the Professional 
Golf Association Tournament 
Players Division. 
Shaw earned $27,000 for 
winning 
the 
Crosby. 
The 
remainder of his winnings came 
from tieing for 19th (dice last 
week in the Glen Campbell Los 
Angeles Open and from earn­ 
ings in the pro-amateuri. 
Bob Lunn, winner of the L, A. 
Open, the kick-off event of the 
1971 tour, ranks second in 
money earned with $34,593. 


Warriors Hoping To Snap 
Royals Jinx In Oakland 


OAKLAND (UPI) -T he San 
Francisco Warriors hope they 
overcome a jinx when they play 
Cincinnati 
tonight 
at 
the 
Oakland Coliseum Arena. 
The Warriors have dumped 
every NBA team but two this 
season. 
They 
haven’t 
beat 
Milwaukee, but the Bucks’ 37-7 
mark indicates many teams 
share this frustration. 
But the Warriors have also 
drawn a blank against Cincin­ 
nati, which has only a 20-25 
record. The Royals don’t have 
much backboard muscle, but 
they have plenty of speed and it 
apparently throws San Francis­ 
co off its game tempo. 
For the first time since 


Adrian Smith tore up his knee a 
month ago and was lost for the 
season, San Francisco has a 
full 12-man squad. 


They have signed 6-7 frontli- 
ner Bill Turner, who was their 
number two draft pick four 
years ago. He was swapped to 
Cincinnati, which cut him, and 
signed as a free agent by the 
Warriors. 


San Francisco is trailing Los 
Angeles by only a game and 
riding a three-game win. string 
after taking San Diego twice 
and then wiping out New York 
Saturday night as Nate Thur­ 
mond gave Willis Reed a real 
lesson in the pivot. 


For Oregon 


OAKLAND (UPI) -Califor­ 
nia 
basketball 
coach 
Jim 
Padgett concedes that UCLA 
and USC deserve their 1-2 
ranking in the United Press 
International ratings, but warns 
that Oregon is a big factor 
in the Pac-8 race. 


Padgett, whose Golden Bears 
were beaten by UCLA 94-76 and 
by USC 90-66 during the 
weekend, told the Bay Area 
sportswriters’ weekly gathering 
Monday that the Ducks may 
rank with the Bruins and 
Trojans as a conference power. 


“ Don’t forget Oregon,” he 
cautioned. “They’re capable of 
beating anybody in Eugene and 
USC and UCLA have yet to 
make that trip.” Cal lost at 
Oregon two weeks ago, 100-81. 
Padgett and Stanford’s Howie 
Dallmar inevitably were asked 
to compare the Bruins and 
Trojans and both coaches were, 
eager to comply. 
“ I think if USC and UCLA 
were playing their two games 
back to back, as in the past, 
the Trojans’ bench strength 
could be a factor,” said 
Dallmar. “But that isn’t the 
case this year. 
“One problem UCLA might 
have is if its front line gets into 
foul trouble,” Dallmar added. 
“ The Bruins’ Sidney Wicks, 
Steve Patterson and Curtis 
Rowe are super. 


“USC is improved up front 
with Ron Riley, Joe Mackey, 
Chris Schrobilgen and Monroe 
Nash,” he said. “But if UCLA 
isn’t in foul trouble Wicks is 
a dominant force.” 


Padgett added: “USC has an 
excellent perimeter shooting 
team. Their bench strength is a 
great asset and they have 
balance that can hurt you in so 
many ways. 


“But UCLA is as powerful up 
front as any team in college— 
Wicks, Patterson and Rowe 
pose a monumental problem,” 
Padgett said. “That’s why I 
tend to go with UCLA, because 
the percentages are with the 
closer shots.” 


The writers honored St. 
Mary’s guard Sam Hill as 
university player of the week 
for a 27-point outburst in an 88- 
83 upset of Nevada-Las Vegas. 
San Francisco State’s Gary 
Bradford 
was 
the 
college 
division choice. 


DALLAS (UPI)—The Dallas 
Bonehead Club announced Mon­ 
day its annual “Bonehead of 
the Year Trophy” would be 
awarded Friday noon to Tom 
Dempsey, the New Orleans 
Saints’ place kicker for his 63- 
yard bonehead kick that booted 
the Saints out of getting pro 
football’s No. 1 draft pick. 
Dempsey’s record-shattering 
kick beat Detroit and that 
victory dropped 
the 
Saints 
behind the Boston Patriots in 
the National Football League 
draft as only the second worst 
team in the 26-team league. 


LOS ANGELES (UPI)-Mel 
Farr, standout running back of 
the Detroit Lions who suffered 
a shoulder separation against 
the Los Angeles Rams Dec. 14, 
is going to play in the 21st 
annual Pro Bowl after all. 
Originally picked to the 
National Football Conference 
team but later replaced by 
Minnesota’s Dave Osborne be­ 
cause of his shoulder injury, 
Farr was given a doctor’s okay 
Monday. 


AMHERST, Mass. (UPI)— 
Dick 
MacPherson, 
assistant 
coach of the Denver Broncos, 
was named head coach of the 
University of 
Massachusetts 
football team today. 


LOS ANGELES (UPI) 
- 
University of Southern Califor­ 
nia added Arlie “Skip” Hus­ 
bands, former lineman at Utah 
State, to its football coaching 
staff. 
Husbands has been the line 
coach at Arizona Western 
College in Yuma for the past 
three years. 


Basketball 
PITTSBURGH (UPI)-Mick- 
ey Davis, held to only one field 
goal in regulation time, fed 
Garry Nelson for the go-ahead 
basket in overtime and then 
scored six points in the final 
two minutes to help Duquesne 
upset lOth-ranked Notre Dame 
81-78 Monday night. 
It was the eighth win in 10 
games for Duquesne. 


PITTSBURGH (UPI) - The 
American Basketball Associa­ 
tion’s Pittsburgh Condors, who 
have changed their name and 
their front office so often that 
even their few fans lost count, 
make another move today. 
Marty Blake, hired away 
from the NBA’s Atlanta Hawks 
last summer with a five-year, 
$250,000-contract as general 
manager and president, was 
out, and Mark Binstein, an 
energetic young promoter who 
helped engineer the last sale of 
the club, was in, in the latest 
shakeup. 


Hockey 


ON TO THE NATIONALS 
Julie McKinstry of San Rafael 
and Charly Tickner of Walnut 
Creek will represent the Squaw 
Valley Figure Skating Club of 
Olympic Valley at the National 
Figure 
Skating Championships 
Jan. 27-30 at Buffalo, New York. 
Julie, 14, won the senior ladies 


DE MAESTRI IN LEAD 


division of the Pacific Coast 
championships 
earlier 
this 
month. If she finishes among the 
top three at Buffalo, she will earn 
the right to represent the United 
States in the World Champion- 
s h i p s next month in Lyon, 
France. 


Close Race Among Marin 
Prep Basketball Scorers 


NEW 
YORK 
(UPI)—Phil 
Esposito is barely past the half 
way mark but he’s already on 
the 
threshold 
of 
breaking 
season records. 
The 
Boston 
Bruin 
center 
needs only eight goals in six 
games to break his own record 
for most goals in a season by a 
center and tie another mark. 
The NHL scoring leader now 
has 42 goals and 87 points in 44 
games and holds the mark of 49 
goals by a center in 1968-69. He 
can also equal Maurice Rich­ 
ard’s record of 50 goals in 50 
games which Richard set in 
1944-45 with Montreal. 
Boston has the top four scor­ 
ers with B o b b y on (73) Ken 
Hodge (62) and Johnny Bucyk 
(60) following Esposito in the 
standings. 


Super Scorer 
GREEN 
BAY (UPI)-Don 
Chandler of the 1968 Super 
Bowl Packers holds the record 
for most points scored in one 
Super Bowl game. Chandler’s 
toe, accounting for four field 
goals and three points-after- 
touchdown, totaled 15 points in 
the Packers’ 33-14 win over 
Oakland. 


Novato High School is 
w i n l e s s in three Marin 
County Athletic League bas? 
ketball games, but that’s no 
fault of Joe DeMaestri. And 
Redwood of Larkspur has 
yet to lose, thanks to Scott 
Trobbe and Steve McGee. 
Those three players are 
averaging 20 points 
per 
g a m e or more and are 
caught in a traffic jam atop 
the 
MCAL scoring race. 
And right behind them is 
Will Garner of Tamalpais, 
the highest scoring junior in 
the league, with a 19.7 aver­ 
age. 
Two players each from 
five teams — Redwood, 
Tam, San Marin, 
Marin 
Catholic 
and 
Novato 
— 
comprise the top 10, while 
Terra Linda, San Rafael 
and Drake are not repre­ 
sented. Although the season 
is still very young, it looks 
like that’s the way it will be 
all year. 
But it’s anybody’s guess 
who will win the scoring 
crown; at least five players 
have a good shot at it. Only 
five 
points 
s e p a r a t e 
DeMaestri, the leader, from 
Gamer, and the fifth man, 
Dan LaFerriere of San Mar­ 
in, is potentially the highest 
scorer of all. 
DeMaestri, considered the 
best outside shooter in the 


17 Cards In Fold 


ST. LOUIS, Mo. (U PI)- 
Relief pitcher Frank Linzy, 
infielder Milt Ramirez and 
outfielders Jim Beauchamp and 
Jose Cruz have sighed their 
1971 baseball contracts with the 
St. Louis Cardinals, bringing 
the total number of players 
signed by the club to 17. 


league, has scored 64 points 
in three games for a 21.3 
average. Trobbe and McGee 
have 61 and 60 respectively. 
The biggest surprise so 
far has been the work of 
San Marin’s Hoza Wright, 
the only sophomore in the 
top 10. He is averaging 14 
points a game, but, more 
important, he has been con­ 
sistent, scoring 14 in each 
game. 


Teamwise, Redwood leads 
in scoring with 204 points, 
an average of 64 per game. 
Tam, also undefeated, is se­ 
cond with 192, followed by 
once defeated San Marin 
with 188. By comparison, 
San Rafael has scored only 
110 points, or 37 per game. 
San M a r i n ’ s total is 
meaningful, 
because 
the 
Mustangs have come on 
strong for two victories aft­ 
er losing their opener to 
Tam, 72-58. In that game, 
the Novato team tried to 
play 
slow-down, 
and 
it 


backfired on them. However 
against Drake and Novato, 
whom they 
walloped by 
scores of 60-37 and 70-52, the 
Mustangs played fast-break, 
with terrific results. 
Before the season’s over, 
San Marin may be the high­ 
est s c o r i n g team in the 
league, 
and possibly the 
MCAL 
champions. 
That 
could occur if LaFerriere 
starts to dominate the com­ 
petition like he did last 
year, if Wright remains 
consistent, 
and 
if 
Jim 
Thompson, who averaged 
around 15 per game in the 
preseason, 
regains 
that 
form. 
Marin 
County 
Athletic 
League top 10 scorers, in­ 
cluding games of Jan. 15. 


Joe DeMaestri (N) 
Scott Trobbe (R) 
Steve McGee (R) 
Will Garner (T) 
Dana LaFerriere (SM) 
Bill Donellan (MC) 
John Earl Huff (T) 
Hoza Wright (SM) 
Jim Sullivan (MC) 
Marty Moroski (N) 


V Ä » 
36 9 61 20 3 
20 20 60 20.0 
24 11 » 19.7 
21 115317.7 
21 7 49 16.3 
15 17 47 15.7 
19 4 42 14.0 
18 4 40 13.3 
12 7 31 10.3 


Oops, Wrong Party 


NEW YORK (UPI)-A 
ster was introduced to 
Kramer, originator of the 
Grand Prix of tennis, and ex- 
net great. 
“I’m thrilled to meet you, 
Mr. Kramer,” the lad said. “I 
heard so much about you when 
you were playing for the Green 
Bay Packers,” He obviously 
thought he was talking to Jerry 
Kramer. 
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Steelhead Run 
Hits Papermill 


By AL GlDOINGS 


ted on a first-come, first- 
served basis and will be re­ 
quired to check in and out 
of check stations at the 
wildlife area. Only 400 hun­ 
ters will be permitted on 
the areas at one time. Hun­ 
ters u n d e r the age of 16 
must be accompanied by an 
adult at least 21 years old. 
The 
check station will 
open at 6 a.m. on both days, 
and shooting will be allowed 
from 8 a.m. to 5 p.m. Hun­ 
ters may use shotguns or 
bows and arrows, but other 
weapons, _ including combi­ 
nation rifle-shotguns, will 
not be allowed. 
Hunters may bring dogs, 
but they will be expected to 
keep them under control. 
No cottontail rabbits may 
be taken during this hunt, 
the Department says. There 
will be no limits on either 
coots or jackrabbits, and 
hunters must have valid 
hunting licenses. A Federal 
duck stamp is not required 
to take coots. 


The boys finally got the break they were look­ 
ing for in the steelhead areas near White House 
Pool at Pt. Reyes Station. This tidewater area of 
Papermill Creek has been producing just a few 
fish so far this year, but last Thursday a good 
run hit the area. 
Twenty-two fish were tak­ 
en, all fresh run, near the 
Olema Creek outlet. Seven 
were taken Friday and I 
saw two caught by noon Sa­ 
turday. The champ of the 
area was a fellow just re­ 
turned 
from V i e t n a m 
named Sgt. Pat Armstrong. 
Johnny Loew of San Ansel- 
mo took Pat out to show 
him how to c a t c h one of 
these fighting fish, but re­ 
ceived a fishing lesson in- 
s t e a d ! Pat caught three 
beauties, all nice fish in the 
eight to ten pound class. 
Loew was able to keep his 
head up with one fish. 
ED SENNER of Bolinas, 
who I’ve seen out t h e r e 
t r y i n g for the last two 
years, finally hooked and 
landed his first steelie. Ed 
had a hospital bed next to 
mine a couple of years ago 
and he is a very happy-go- 
lucky character! 
But not to be outdone was 
Bud Stocking of San Ansel- 
mo, one of the old pros in 
steelhead fishing. They say 
he runs up and down the 
area assisting and advising 
anyone with a fish on, and 
he helps net hooked fish. 
What they d o n ’ t know is 
that he is setting them up! 
After helping land their 
fish, Bud then o f f e r s to 
clean the fish. He takes the 
fish down in the brush and 
does a grand job. Then he 
r e t u r n s with a nicely 
c l e a n e d fish. The roe! 
That’s a forgotten item ge­ 
nerally, especially if the an­ 
gler is a beginner, and Bud 
has bait for another trip or 
two. 
It’s all in fun! There’s a 
great bunch out there who 
have lots of g r e a t times 
with 
t h e i r 
comrade­ 
ship. Let’s hope another run 
hits the area this w e e k , 
especially with the perfect 
tides each day this week. 
Go join the gang. Y o u ’ ll 
have plenty of laughs! 
WALDO GIACOMINI of 
Point 
Reyes Station has 
been issued a depredation 
permit for the shooting of 
coots (mudhends). Hunters 
are welcome to get in some 
shooting, but should check 
with 
Giacomini 
before 
shooting. 
THE STATE’S Grizzly Is­ 
land Wildlife Area, 10 miles 
southeast of Fairfield in So­ 
lano County, will be opened 
to the public for jackrabbit 
and coot hunting the week­ 
end of Jan. 23 and 24. 
The weekend jackrabbit 
shoot is part of the Depart­ 
ment of Fish and Game’s 
program to provide maxi­ 
mum recreational use of 
Grizzly Island and other 
wildlife 
areas. 
The 
coot 
shoot is planned to help al- 
1 leviate 
crop 
depredation 
problems on nearby private 
lands. 
NO RESERVATIONS or 
fees will be required for the 
hunt. Hunters will be admit- 


Brechler Out Of 
Running At ASU 


BERKELEY (UPI) -Paul 
Brechler, athletic director at 
the University of California at 
Berkeley, has withdrawn his 
name as a candidate for same 
job at Arizona State. 
He said Monday he could not 
obtain the release at California 
in time to take over at Arizona 
State this summer. 
The appointment of Brechler 
to the ASU post had been all 
but confirmed and the an­ 
nouncement of his withdrawal 
was a surprise. 
Clyde Smith is retiring at 
Arizona State this summer 
after 
16 
years. 
Brechler, 
former commissioner of the 
Western Athletic Conference, 
had 
been 
considered 
lone 
candidate for the job. 


A glittering array of bas­ 
ketball talent, drawn from 
the vast resources of the 
United States Army, will be 
put on display the night of 
Feb. 8 at Terra Linda High 
School’s gym, in the form of 
the first East-West College 
All Star Classic. 
The event, which will pit 
players who attended east­ 
ern colleges against those 
from western schools, ac- 
t u a 11 y will be pressure- 
packed practice session to 
help determine the final se­ 
lections for Hal Fischer’s 
prestigious 1970 Army AAU 
team. 
Several former college All 
Americans will participate 
in the game, which will be 
played under international 
rules. Darnell Hillman, a 
product of San Jose State 
who was the most valuable 
player in the 1970 World 
Games in Yugoslavia, will 
play for the West. Playing 
for the East will be former 
Little All-Americans Mike 
D a h l of Ohio and Gary 
Baum of Connecticut. 
Admission price for the 
game will be $1.50. Starting 
time will be 8 o’clock. 


How Top Cage 
Teams Fared 


N E W Y O R K ( U P I) — H ow the United 
P ress International top 20 m ajo r college 
basketball te am s fared th is week: 
1 U C L A defeated Stanford 58-53; defeated 
California 94-76. 
2. Southern C alifornia defeated California 
90 66; defeated Stanford 75-51. 
3. M arquette defeated Notre D am e 71-66; 
defeated New M exico St. 65-53. 
4. Pennsylvania defeated St. Joseph's 62 
58 
defeated M anh attan 91-68. 
5. W estern Kentucky defeated Morehead 
St. 85-63; lost to L aS alle 91-76. 
6. South Carolina lost to V irgin ia 50-49. 
7. Jacksonville defeated O klahom a City 
95 67; defeated M anh attan 67 40. 
8. K an sas defeated G eorgia Tech 84 71; 
defeated O klahom a City 101-77. 
9. Kentucky defeated G eorgia 79-66; lost 
to Tennessee 75-71. 
10. Notre D am e lost to M arquette 71-66; 
defeated 
Detroit 93-79. 
11. 
Fordham lost to Tem pie 67-66. 
12. St. Bonaventure w as idle. 
13. V illa n o v a d e fe ate d 
D e P a u l 99-59; 
defeated N ia g a ra 82 79. 
14. Indiana defeated M innesota 99-73; lost 
to M ich igan 
92-81. 
15. North Carolina defeated Clem son 92- 
72; lost to W ake Forest 
96 84. 
16. Oregon w as idle. 
17. Weber St. defeated Seattle 1C6 76. 
18. Utah St. defeated M ontana St. 86 70; 
defeated Portland 90 67; defeated Seattle 
104-81. 
19. (tie) Louisville defeated Dayton 73-68; 
lost 
to 
Bradley 
78 74. 
19 
(tie) New M exico defeated A ir Force 
73 66; defeated T e xas-EI Paso 65 53. 


UCLA'S CURTIS ROWE: 
'It Looks Like We Have A Chance' 
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LOS ANGELES (UPI) — 
Curtis Rowe had no idea it 
would go this well. 
One NCAA championship, 
maybe. Two, possibly. But 
three. That’s dreaming, fel­ 
la. No way. 
“I never imagined that 
three national titles were 
possible,” the 6-foot-7 UC&A 
senior forward said. “Now 
it looks like we have a good 
chance.” 
As a sophomore, Rowe 
averaged 12.9 points as the 
Lew 
Alcindor-led 
Bruins 
rolled up a 29-1 record en 
route to a national crown. 
“That one didn’t surprise 
me. After all, we had Lew.” 
Without Alcindor, UCLA 
went 28-2 last season for its 
fourth straight NCAA title. 


Rowe averaged 15.3 points. 
.After one-half its schedule 
is completed, the 1970-71 
club is 13-0 and rated the 
best in the country. Rowe’s 
scoring average is 20.2. 
Last year’s championship 
was very surprising to me. 
I thought we might be good 
enough to do it this year 
because of the added expe­ 
rience but not last season.” 
Rowe has started all but 
one of his 73 varsity games. 
Coach John Wooden had 
him on the bench to open a 
game this season as a disci­ 
plinary action. 
He’s the No. 2 scorer on 
the club behind its other 
forward, Sidney Wicks. 
“ My main improvement 
this season is my outside 


shooting,” Rowe remarked. 
“ My range is now 15 to 18 
feet. I’d say I was adequate 
from 15 feet last season. I’d 
try to get my shots from 15 
feet in.” 
In case it n e e d s to be 
s a i d , Rowe is happy he 
picked UCLA. Even though 
most of the publicity goes to 
Wicks, who happens to be 
Rowe’s close friend. 
“I just came to play the 
best basketball I can,” he 
said.“That’swhat I’m doing. 
If you play up to your abili­ 
ty, you will be recognized.” 
UCLA 
is 
scheduled 
to 
meet Notre Dame and Aus­ 
tin Carr on the road Satur­ 
day night. 
“We’ve 
played 
Austin 
Carr twice before in the 


past,” Rowe said. “We’ll let 
him win the battle and we’ll 
win the war.” 
R o w e was a prep All- 
America at Fremont High 
School here. As a UCLA 
freshman, he broke Alcin- 
dor’s first-year scoring re­ 
cord of 51 points. It still 
stands. 
Is it harder for him to get 
up for games as a senior 
than as it was as a sopho­ 
more? 
“ Yes and no. You know 
some of the teams aren’t 
the best and some are even 
less than average. But our 
opponents always play their 
best against us. If a team 
beats us, it’s a story their 
players can live on forev­ 
er.” 


Baltimore's 
Double Win 


TIM E AND TIDE 


Department 
of 
Commerce. 
United States Coast Geodetic 
Survey. Times and heights of 
tides at San Francisco (Golden 
Gate): 
The column of heights gives 
the elevation in feet of each tide 
above or below the plane of 
Coast Survey chart soundings. 
The depts are always additive 
to the chart in depts unless pre­ 
ceded by a (-), when the num­ 
bers are subtracted from the 
depth given in the chart. Light- 
face type indicates a.m. times; 
bold-face 
type indicates p.m. 
times. 
High 
Low 
High 
Low 
19 
4:42 5.2 11:42 1.4 6:12 3.3 10:24 2.4 
20 
5:18 5.3 12 . 48 0.9 7:48 3.4 11:18 2.1 
21 
6:06 5.5 1:42 0.3 9:06 3.7 
Low 
High 
Low 
High 
22 
12:24 3.1 6:54 5.7 2:36 -0.2 10.00 L0 
¡3 
1:24 3.2 7:48 6.0 3:18 -0.8 10:42 4.3 
24 
2:24 3.2 8:42 6.3 4:06 -1.2 11:24 4.5 
25 
3:18 3.1 9:30 6.5 4:48-1.5 11:54 4.8 
26 
4:12 2.8 10:24 6.6 5:24 -1.5 
High 
Low 
Ugh 
Low 
27 
12:30 5.0 5:00 2.5 11:12 L6 6:06 -1.4 
28 
1:06 5.2 5:54 2.2 12:06 6.3 
6:42 -1.0 
29 
1:38 5.5 6:54 1.8 
1:00 5.8 
7:24 -0.4 
30 
2:12 5.7 7:54 1.4 
2:00 5.1 
8:00 0.4 
31 
2:48 5.9 9:00 1.1 
3:12 4 5 
8:42 1.1 


MIAMI (UPI)—Baltimore is 
the first city in 14 years to 
claim the world championship 
team in both pro baseball and 
football in the same season. 
The Baltimore Orioles won 
the World Series in five games 
over Cincinnati and the Balti­ 
more Colts made it a sweep 
Sunday with a 16-13 victory 
over the Dallas Cowboys in the 
Super Bowl. 
The last city to hold that 
honor was New York in 1956 
when the Yankees won the 
World Series and the football 
Giants won the NFL crown. 
Ironically, the Baltimore fans 
don’t seem to be overwhelmed 
by the success of their teams. 
There were empty seats at the 
baseball playoff and World 
Series games played in Balti­ 
more and there were also 
empty seats at both football 
playoff games played in Balti­ 
more. 


SEATTLE 
Continued from page 21 
council voted 6-3 to issue $8 
million in bonds to provide 
parking for a proposed new $40 
million multi-purpose stadium. 
The councilmen stipulated it 
must be shown the parking 
facility would generate enough 
revenue to pay off the bonds. 
Two King County councilmen 
proposed voters decide whether 
the $40 million already ap­ 
proved for stadium construction 
be used instead to improve 
Sicks’ stadium, home of the 
former Seattle Pilots, and the 
UW Stadium plus building a 
convention center at the Seattle 
Center. 


Bucks Best 
Shooting 
NBA Team 


NEW 
YORK 
(UPI)—Mil­ 
waukee, with Lew Alcindor 
leading the way, has a chance 
to become the best shooting 
team in the history of the 
National Basketball Associa­ 
tion. 
Four 
of 
the 
Milwaukee 
starters are listed in the top ten 
in field goal shooting and 
the B u c k s , who led the 
league with a .488 field goal 
percentage 
last 
season, 
have a chance to become 
the first team to surpass 
.500. 
Alcindor, hitting on 59 per 
cent of his shots, is second 
while teammates Bob Dandrige 
(51 per cent), Greg Smith (5) 
per cent) and Jon McGlockl- 
in (50 per cent) are also in 
the select 10. Veteran John­ 
ny Green of Cincinnati is 
tops in the category and has 
hit on 60 per cent of his 
shots. 
Alcindor continues to lead the 
scoring race with a 31.7 
average while John Havlicek of 
Boston, Elvin Hayes of San 
Diego, Jerry West 
of Los 
Angeles and Lou Hudson of 
Atlanta round out the top five. 


Oscar Robertson of Milwauk­ 
ee is the best in the free throw 
department with an 87 per cent 
mark. 


Pastorini Honored 


SANTA CLARA (UPI) - 
Quarterback Dan Pastorini was 
presented the most valuable 
player award at the University 
of Santa Clara awards dinner 
Monday night. 


SONY CLOSE OUT 
JA ■ ^ 
SALE 
SAVE 
UP TO50% 
LIMITED TO STOCK ON HAND AND DISPLAY. 
SALE DOES NOT INCLUDE SONY SUPERSCOPE 
TAPE RECORDERS. 
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ART 
STUDIO 


CUSTOM FRAMING 
ART LESSONS A PAINTINGS 
383-1085 
233 TOWN & COUNTRY VILLAGE 


TIME-SAVER TV 


A new concept in TV viewing. In combination 
with an 11“ diagonal picture, we've enclosed 
our famous Digimatic clock. Beautifully finished 
in walnut. TV has a snap-in and out sunglass 
filter for bright-light viewing. All solid state, 


the set operates on AC. 
Q 
Q 
5 
0 
Reg. 169.95 NOW 


SONY 6120 
FM STEREO IFM RECEIVER 


Reg. 699.00 
CLOSE OUT PRICE 
349 " 


OVER 5 0 % S A V IN G 


89 
AM/FM RECEIVER 


SONY PS-1800 
playback system 


• Unique servo-control turn­ 
table, and a professional- 
type tonearm mounted on a 
handsome 
oil 
finish 
base 
with a protective dust cover. 
Automatic shutoff at end of 
record. 
REG. PRICE 199.00 


REG. 199.95 CLOSE OUT PRICE 


SONY6040 
SAVE 50% 
9900 SALE 9900Less Cartridge 


If you have to pay for 
a cigarette lighter it should - 
ALSO THESE OTHER SONY BUYS! 
be on vour coffee table. 
J 
not in vour ear. 
SONY, 


FANTASTIC! 


TRAVELALL* FROM 
Isi-Wisnes, Inc. 
INTERNATIONAL 


453-5320 


Rich Iti 
SALIS • LEASING • REPAIRS 
623 Irwin St., San Rtfatl___ 


Clint Weyrauch 
on 
KTIM FM 
• 
ROCK MUSIC 
on KTIM 
(Does Turner know this?) 
8 P.M. to MIDNIGHT 
M0N.-THURS. 
KTIM 
FM STEREO 


1 0 0 . 9 
in mellow Marin 


Se d an $2199.95 delivered in 


M arin, PJus tax and license. 


Unlike some of our competitors, all of Toyota's creature comforts 


ire standard, 
not expensive "o p tio n s" 
like $5.95 cigarette 


ighters. M eticulous workm anship, advanced en gine ering and 


high trade-in value a d d up to the best car buy anywhere. W hy 


don't you join the smart ones who have a lre ad y moved to the 


fastest grow ing import in the country. 


Get your hands on a Toyota. You'll never let go. 


PFM 9000 AM/FM 
STEREO RECEIVER 


SONY HP480A 


STEREO C O M PA C T AM /FM 


P H O N O W /SPEAKER 
SONY HP465 


STEREO P H O N O 


Reg. 


1 1 9 50 


SALE 
00 


319” 


249” 


SONY SPEAKERS FOR HP550 


FIT A N Y S O N Y - P A IR 
6900 


59 
199s0 
167” 
39” 


SONY 
S S I 88 PAIR 
SPEAKERS 


SONY TV 710U 


7“ 


SONY TV 
7“ 
SONY TV 


720U 


500U 


5“ 


Reg. 


6000 


999s 


9 9 95 


13495 


SALE 


0 0 
3» 
651 
6511 
891 
15°° 
RECHARGEABLE BATTERY 2295 
SEE THESE AMD OTHER SOW VALUES 


[) E X T E R 
riro Y 0 1 f A 


” 
T j IN C ." 


445 Francisco Blvd., San Rafael 
456-7071 
TOYOTA IN MARIN 


Open weekdays until 
9 - Sundays to 5 


DON'T MISS THIS 
SPECTACULAR SALE NOW ON. 


SOUND CENTER 


• FREE INSTALLATION 
• 36 MONTHS TO PAY 
• BANK TERMS with 
90 day cash option - 
no interest 
• FACTORY WARRANTY 
& SERVICE 


OPEN NIGHTS 
WEDNESDAY 
and FRIDAY 
UNTIL 9 P.M. 


206 N0RTHGATE ONE CENTER • 472-1266 


2 4 3 n & f jm t b r n î- lo u n t a l, 
Tuesday, January 19, 1971 


Rates are for consecutive inser 
fions. 
30-day 
rates 
on 
request. 
MINIMUM AO . . . 3 LINES MINIMUM 
CHARGE . . . $1.50 


THIS is a sample three-line ad It 
contains approximately 29 letters 
and spaces per line 


the above ad costs 
ONLY 
$8.10 for 10 Days 
$6.51 for 
7 Days 
$5.04 for 4 Days 


Be sure to order your ad on the 
economical 
lOday rate. When it 
gets r e s u l t s sooner, you are 
charged ONLY for the number of 
days the ad actually ran at the 
applicable rate for that number of 
days. 


DEADLINES 
New ads. corrections, and can­ 
cellations 
must 
be made before 
5:30 p.m. the day before publica­ 
tion, 1 p.m. Saturday for Monday 
and 24 hours before holidays. Sub­ 
urban office deadline. 4:45 p.m. 
the day before publication 


ERRORS 
We make every effort to avoid 
errors. But when hundreds of ads 
are handled daily, mistakes do slip 
through. We ask that you check 
your ad and call immediately if it 
is 
in error. 
We 
regret 
that 
we 
cannot 
be 
responsible 
for 
more 
than one incorrect insertion or for 
errors 
not 
clearly 
affecting 
the 
value of the ad, and are responsi­ 
ble only for that line or portion of 
the ad that appeared incorrectly. 


FRIENDLY 
blck. 
dog. 
male, 
part 
Lab. Choke chain, 1/3, vie. Tam 
Valley. 388-9131.______________ 
GOLDEN LAB, male, Vic. Kentfield 
area, 1/15. Child's pet. Reward, j 
Call 461 1588._______________ 
j 


LOST: 1/15, N o v a t o - German 
Shep., male, black & tan. 11 mo. : 
No collar. Reward. 897-7973. 
LOST: Lady’s pocket watch, chain, 1 
gold. 
Marinwood 
or 
Bel 
M arin! 
_ Keys. 1/17. Reward. 897-2554. 
LOST CAT, white male, neutered & 
declawed. Please return. Reward. 
456-2929 or 461-9257._________ 
LOST, young 
fern, recent spayed 
Beagle/mix dog, vie. San Ansel* 
mo, Sat. eve. Rew. 453-4178 


SELL WITH FAMILY THRIFT ADS 


Individuals may advertise any item of merchandise up to a total 
value of $250, 3 lines, 4 days for a flat charge of $3 Price of 
each item advertised must be included 
SORRY. NO REFUNDS AT THIS LOW PRICE 


Something GREAT 


Is Happening Here. 


C L A S S I F I E D 


Has A Brand New Look 


Times c h a n g e . . . and so do your needs. We have recognized the 
need to modernize the headings we offer classified readers and 
advertisers. 


OUR 
NEW 
INDEXING 
SYSTEM 


MALE dog "Mickey”. Black & tan, 
long hair. Looks like setter. 1-1/2 j 
yrs. Nr. Marin Dr., Tam Valley. 
1/12. 
Reward. Please ph. 388- 
9105. 


MISSING: TWO-HEADED RING 
CARVED TROJAN PROFILES 


Gold man’s ring, sentimental val­ 
ue. Reward. No questions asked. 
Phone 456-2770 after 6 p.m. 


PART 
SIAMESE 
cat. 
Grey 
mask, 
striped tail. 6 mo. female. Fair­ 
fax, 1/10. Please return, we are 
moving 
Reward. 457-1660/771- 
3150, Ext. 16. 
____________ 


POODLE MIX, male, small gray, red 
collar, lost Dec. 23, Tiburon area. 
Reward, 435-4863._____________ 
SMALL BLACK shaggy dog, white 
paws, 
female. Vic. Mill Valley. 
Reward. 383-0177._____________ 
$25 REWARD, stainless steel tank, 
approx. 12x18” , Terra Linda/S.R., 
Wed. 12-2 p.m. 453-5574. 


$300 REWARD 


ANNOUNCEMENTS.................000-199 
Child C are.................................050 
Commuters ..............................020 
Found........................................ 010 
Help Wanted.............................. 040 
Instruction.................................025 
Lost............................................. 005 
Personal Loans.........................035 
Personals....................................015 
Positions W an ted ....................045 
Services..................... 055 to 199 
Travel ........................................ 030 
MERCHANDISE............. 200 to 299 
A ntiques....................................248 
Aviation-Airplanes....................260 
Boats-Supplies 
................. 272 
Building Supplies....................206 
Equipment Rental....................284 
Farm Products......................... 230 
Garage-Rummage Sales . . . . 242 
Horseman’s Corner................. 224 
Misc. For S a le ......................... 254 
Misc. W anted............................296 
Musical Instruments...............218 
Office Equipment....................266 
Pets..............................................236 
Swaps....................... ! .............. 278 
TV-Radio. H i-F i.........................212 
REAL ESTATE........................ 300-799 
Homes For Sale Marin . .318-499 
Homes Lands Ranches, 
Other A reas.......................500-699 
Apartment Homes....................707 
Business Opportunities . . . . 770 
Business Wanted 
............ 777 
Commerical Property...............721 
Commerical R entals 
742 
Income Property.......................711 
Industrial Property..................728 
Lots & Acreage......................... 714 
Money W anted......................... 792 


REAL ESTATE (Continued) 
Ranches M arin.........................749 
Real Estate Exchange 
756 
Real Estate Loans...................785 
Real Estate Wanted ............777 
RENTALS............................... 800-899 
Apartments for Rent 
(Furn.)...................................815 
Apartments for Rent 
(U nfurn.).............................. 820 
Duplex For Rent (Furn.) . . . . 825 
Duplex For Rent (Unfurn.) . . 830 
Hotel s-Motels........................... 865 
Housekeeping Rooms...............845 
Houses For Rent (Furn.). . . 
805 
Houses For Rent (Unfurn.) . . 810 
Misc. For R e n t.........................855 
Rest Homes..............................860 
Room and Board.......................850 
Rooms For R e n t.....................835 
Share Rentals............................840 
Vacation Rentals (Marin) . . . 875 
Vacation Rentals 
(Resort Areas) ....................880 
Vacation Rentals Wanted . . . 885 
Wanted To R e n t.......................870 
AUTOMOTIVE.................... 900-999 
Auto Lease.................................920 
Auto Repair, P a rts ................. 915 
Autos Wanted............................925 
Cars, Domestic (N e w ) 
956 
Cars, Domestic (Used). . 958-980 
Cars, Imported (N e w ) 
952 
Cars. Imported (Used) 
954 
Domestic C a rs .........................998 
Imported Cars ......................... 955 
Mobile Homes, Parks...............905 
Motorcycles, Scooters 
900 
Recreational Vehicles, 
Trailers................................... 910 
Trucks ....................................... 929 


G r e a t Dane, male, grey, lost 
Greenbrae. 
New 
Year’s 
eve. 
Child’s pet. Please call 461 2177. 


VIC. 
Strawberry 
T 
& 
C, 
male 
Siamese cat w/name tag. Kink 
tail. $50 reward. 388-1453. 


Found— 010_ _ _ _ _ _ _ _ _ _ _ _ _ _ 


BEAUTIFUL 
long-haried 
cat, 
fern. 
Black/gray 
w/white 
paws. 
Vic. 
Corte Madera. 924-2821._______ 


DOG, full grown female. Rust color, 
4 white paws, white chest, boxer 
face, tail curls. ’69 lie. & tags. 
456-1775 after 6. 
___ 
FOUND: Cat, 
pure, white female. 
Identify & pay ad. 
____ 883-4697____________ 
SMALL 
DOG, 
female. 
Black 
& 
brown. Corte Madera. 1/15. 
i 
456-1993. 


Commuters— 020 


COMMUTE 
ride 
needed, 
Monday 
j 
thru 
Friday, 
8-5 to S.F. 
Med. : 
center. Will share expenses. Days, ■ 
388-3679; eve., 388-6389. 
! 
RIDE wanted, 
Hamilton A.F.B. to 
downtown San Francisco. 8 a.m. 
Phone 838 4168 or 
1-434-2267, j 
Anita. 


Instruction— 025_ _ _ _ _ _ _ _ _ _ 


ART LESSONS-workshop, Sats. Prof. 
artist (MFA) in studio, S.F. 1-922- 
1620, 781-1453._______________ 


BEGINNER & INTERMEDIATE PIANO 
lessons given by college student.. 
Patient 
& 
understanding. 
388- 
8288_ 
__ 
CALIFORNIA School of Massage. For 
men and women. State lie. Vets 
approv. Dntn. S.F. 362-7251. 
GUITAR LESSONS. Classes starting 
now. Experienced teacher 
Jim Licklider, 456-1588. 
__ 


MODELING 
& 
Self-improvement 
classes starting soon. All ages. 
Call 454-5478. 
__ ___ __ 


PIANO 
& 
VOICE. 
Priv. 
or 
class. 
Master 
of 
music, 
Northwestern 
University. 924-6870/924-2135. 


SEW-KNIT-N-STRETCH 


A wise mother, wife, homemaker 
appreciates the value of knowing 
how to sew. Learn the right way 
from VAL New Class 1/23 AUTO­ 
MATIC 
SEWING 
CENTER. 
Phone 
456-7342, or come into 914 C 
Street, San Rafael. 


CLASSIC GUITAR LESSONS~ 
Student of Segovia, Bream, Diaz 
Beginners thru Advanced 
Carl Bernstein, 1-387-6655 


STRING 
Sculpture 
happenings 
& 
weaving at Sausalito Art Center 
beg. Feb. 
1st., Mon. & Thurs., 
7:30 to 10:00 P.M. Mon. & Tpurs. 
afternoons, 3:30 to 5:30. Call for 
class inform. & registration. 924- 
0453. All ages invited. 


BABY-SITTER, 
San 
Rafael. 
Mon. 
thru. Fii. 8 hrs. per day. $25 per 
week. 1 infant. 457-3163. 
• 


BABY-SITTER for 2 small girls in 
my Larkspur home. 5 day week. 
Call 924-6174. 
BOOKKEEPER 
New Northgate office. F/C thru 
trial bal. A/P, A/R, w/retail exp. 
pref. Resume, l-J Box 509.______ 


• BOOKKEEPER • 


The perfect opportunity for a part 
time bookkeeper — 4-5 hrs. a 
day will do it. Convenient So. 
Marin office. 
* 
NO FEE TO APPLICANT 
GARY NELSON ASSOCIATES 
Professional Placement Agency 
35 Mitchell Blvd., S.R. 479-5101 
BOOKSHOP 
OPERATIONS-MAN. Set­ 
tled man, education & military 
completed, experienced 
in book 
sales & operations. Send resume 
to D. D., Cottage Bookshop, 1225 
4th St., San Rafael, Calif. 94901. 
BOYS WANTED " 


SAN RAFAEL AREA 


Learn how industrious boys, 14- | 
17 years of age, 
receive 
high ! 
commissions 
per 
week 
in 
an 
interesting project that requires 
their time in late afternoons & 
Saturdays soliciting trial orders 
for newspaper. Phone 771-6560. 


CIVIL ENGINEERING Draftsman, ex- 
per. in water & sewer system 
design. Call 453-4484. 


DRAFTSMAN, electrical exp. is what 
they want. Top salary for right 
man. Call Peggy, 457-9330, Mar­ 
in Snelling & Spelling Agency, 
714 C St._________________ 


EDUCATION«. CONSULTANT 


Show 
the World 
Book - Child 
Craft Educational plan. Comm. & 
guarantee. 
For further informa- 
tion, call 924-2456.____________ 
ELDERLY woman for baby-sitting in 
my home. Salary open. 
383 0640.__________ 
ELECTROLUX, world’s largest sell­ 
ing 
cleaner, 
needs 
representa­ 
tives in Marin Co. No exper. or 
investment needed. Comm. plus. 
564-7612, 10-12 a.m.__________ 
EXP. waitress, 
dishwasher. Apply 
between 1 & 4 pm, The Grotto, 
909 Lincoln. S.R. 
_ 
EXPER. 
security guards, premium 
pay. 
All shifts avail. Union bene­ 
fits, 
uniforms furn. Apply 
3755 
Alhambra, Martinez. 
____ 


CLERK 


THE GESTALT IN WATER COLOR 
Roy Gover will begin 2 private 
classes starting February 2nd. 
For information, call 388-9623. 


Personals—015 


Alcoholics Anonymous 


MARIN COUNTY 
P.O. Box 129, San Anselmo 
Phone YUkon 2-4473______ 
CALL Miss Bell at 456-6000 for 
courteous & efficient telephone 
answering. Now also serving No­ 
vato phones. 8 or 24 hour ser- 
vice.__________________________ 


ENJOY" a bit of Old England! Yes, 
and darts too. The MAYFLOWER, 
1533 4th St., S.R._____________ 


JOHN IAC0N0, MAGICIAN 


Children’s parties. 461-5157 


Make Dial For Life A Habit 


in 1971. Call 479-0900. 
PIANO player for occasional Sing-A- 
Long in private home. Call 388- 
4392. 


PRESTO 


STRAIN IN M A R IN E 
★ DIPLOMA COURSES ★ 
Secretarial, 
Medicial, 
Bilingual 
— VA approved. 
★WEEKLY BRUSHUPS ★ 
Start now! Upgrade rusty skills 
HANSELL ASSOCIATES, INC. 
Business & Language Schools 
1000 5th Ave., S.R. 
454-5801 
209 Post St., S.F.________ 392-6396 
TUTORING FRENCH. 
Experienced native teacher. 
_________ Call 456-8526._________ 


★ YOGA COURSES ★ 
Day & eve, classes. 332-0452. 


Help Wanted— 040____________ 


ACTIVE WOMAN in whl. chr. needs 
live-in nurse’s aide-hskpr. for ev- 
ery other wknd. $30. 383-3321 
AUTO contract and DMV girl, some 
light bookeeping. Experience ne­ 
cessary. Contact Mr. Steve Mizel 
or Mr. Jerry Yesson, 897-3191. 


Lust— 005 


2 BLACK canvas Jeep doors. Be­ 
tween Ross & San Rafael. 461- 
5720, between 8 & 5 pm. 


1/9/71-SMALL tortoise shell, black, 
tan, orange, female cat. Calumet 
Ave., San Anselmo. Reward. 453- 
7 
7 
6 
2 
. _______________ 


BLACK cat. part Siamese, 9 mos. 
fern. Green eyes, white dot on 
chest. 
Vic. 
Tib. 
hills. 
Reward, 
383-1385, 388 2750 


Lost— 005 


MALEMUTE. white Shepherd, black 
back, white chest & white tip 
tail. 
“ Bryer”. 
Lagunitas, 
1/12 
Reward. 453-3736 or 457-1360. 
MISSING FROM 
16 Sunrise, M.V., 
fluffy 
gray 
male 
cat, 
"Beau”. 
Please phone Forsyth, 388-3484. 
ENGLISH SPRINGER Spaniel, male, 
liver & white. Lost San Rafael, 
San 
Anselmo, 
about 
3 
weeks. 
“Flip”. Phone 453-9358. 


Teenage magician for children’s 
I 
parties. 388-4538. 


PROFESSIONAL bookkeeping & tax 
service for small business. Rea- 
sonable. 453-1377.____________ 
YOUNG 
professional 
couple 
with 
infant, just returned from exten­ 
sive world tour, will take care of 
your 
home 
for few to several 
months. Husband is an Econo­ 
mist & wife in Public Relations. 
Call days, 673-2065, ask for Mr. 
Winkler, eves, 648-1474. 


AUTOMOBILE 
SALESMEN 
Novato 
Ford 
(formerly 
Ford) has openings now for 3 
salesmen. Primary requirements 
are: honesty, integrity, capability 
& industry. Applicants with some 
college education preferred. Trai 
nees will be considered. Contact 
Mr. Longaker or Mr. Bowman at 
892-2215. 


AVON CALLING. 
TWAS THE MONTH 
AFTER 
CHRISTMAS 
and 
all 
through the house - not a crea­ 
ture 
was 
stirring, not even a 
mouse! 
Bored? Join the happy 
people who sell AVON. Call 388- 
3134 or 457-3236. Comm. 


BABY-SITTING & housekeeping. Wom­ 
an. Mondays & Weds., 9-1 pm 
Own transportation. 453-3565. 


Marin based securities firm has 
clerical opening in trading dep’t; 
for young woman with good fi­ 
gure aptitude and ability to learn 
a variety of securities and fund­ 
ing related functions. Good typ­ 
ing 
skills 
required. 
Some 
securities experience preferable. 
Good 
starting 
salary and fully 
paid fringe 
benefits. Call 479- 
5000 for app’t. 


COMBINATION 
waitress 
and 
grill 
cook. 
40 hrs. week, $1.75 hr. 
Over 25. Fast and dependable. 
461-9255 
COSMETIC 
Counseling 
training 
classes for high comm, earnings 
with 
Vanda 
Beauty 
Counselor 
starting now. Call 883-6065. 


FACTORY LABOR. Man or woman. 
Light assembly work. Contact in 
person, Arneson Products, Inc. 64 
Woodland Ave., S.R.____________ 


* FREE JOBS * 
Bi lingual s e c y.....................to $750 
Non profit group.................. to $650 
Mgt. consultant..........................$625 
Stocks & bonds ........................ $575 
PBX, 9-5 .......................................$500 
TRAVEL job, good skills. 


MARIN SPECIAL 
A special in every area because 
this really charming Orthodontist 
is willing to train YOU to be his 
one and only Girl Friday. You will 
have a special day every day 
doing his light bookkeeping, cor­ 
respondence 
and 
enjoying 
the 
friendliness of his patients. All 
this and $500!! 


NO FEE EVER AT 
HANSELL ASSOCIATES, INC. 
BEST "FREE JOBS” Agencies 
1000 5th Ave., S.R. 
454-8724 
209 Post St., S.F. 
392-6396 


GAlT rTdAY, RECEPTIONIST. 
Typing, & some bookkeeping. Call 
____________ 332-1927___________ 


GAL FRIDAY. All around skills. Try 
this for size if you are young, 
sharp HS grad. Call Peggy, 457- 
9330, Marin Snelling & Snelling 
Agency, 714 C St. 


HOUSEKEEPER, cook. Mature wom­ 
an. Live in. Kentfield. 
____________461-5594. _________ 
HOUSEKEEPER for 2 girls. 10 & 14. 
Grandmother type. Live in. Rm., 
board, sm. salary. 461-9255. 


HOUSECLEANING, 
1 
aft. 
week. 
$1.75 hr. I drive — $2 hr. you 
drive. Call 461-5806. 
HOSTESS type 
position. Must be 
slender, intelligent, over 21. Ei­ 
leen 
Feather 
Salon, 
479-5457. 
Interviews daily 12 noon. 
__ 


COMPANION 
housekeeper, 
live 
in 
with elderly woman in San Ra­ 
fael. Phone 454-8156. 
COUPLE, 
older, 
manage 
9 
mod. 
apartments for rent allowance in 
exchange. 583-8848. 
COUPLE TO care for 60 yr. old man 
in exchange for free rent. S.R. 
Avail. 2/15. 454-0266. 
CREDIT 
CLERK 
for 
plush 
retail 
organization. 
Interview, 
process, 
& check applications. $450. Call 
Pat, 457-9330. Marin Snelling & 
Snelling Agency, 714 C St. 


GENERAL OFFICE gal with an inter­ 
est 
in 
figure work 
plus 
good 
typing skills. Small but friendly 
place. Call Sue, 457-9330, Marin 
Snelling & Snelling Agency. 


GO-GO 
dancer wanted, 
must 
be 
over 21. Apply in person between 
5 p.m. & 2 a.m. Kokpit Saloon, 
5420 
Redwood 
Hwy., 
next 
to 
Hamilton AFB, Novato. 883-4340. 


GRANDMOTHER 
type 
housekeeper, 
live in. 3 school children. 
Call 456-2811 


DEMONSTRATORS for high fashion 
wigs. F/P time. No exper. nec. We 
train. Salary. 456-3127/456-1703. 


DESPERATE: Urgently need respon­ 
sible Catholic woman to trans­ 
port 2 teenage children 
to & 
from Sat. CCD classes, St. Ra­ 
phael’s. Hours 8:15-3:15, salary 
open. Phone 453-6590 aft. 3:30 
p.m. 


DENTAL ASSISTANT 


for pleasant Belvedere office. Ex­ 
per. pref. 553 San Rafael Ave., 
435-4710. 


DIRECTOR 


for private vocational school lo­ 
cated 
in 
Sacramento. 
Mature, 
dynamic 
business-minded 
lady 
with proven success background 
in sales — tangible or intangi­ 
ble. Must be imaginative, promo- 
tionally 
minded, 
emotionally 
stable, & possess the ability to 
organize & work well with co­ 
workers. 
Pleasantly 
aggressive 
outgoing personality a MUST. Per­ 
manent career opportunity with 
unlimited advancement potential 
for 
right 
person. 
Salary 
plus 
incentive 
program. 
IMMEDIATE 
opening following short training 
program. Send complete resume 
to Sarah Davis, President, Bay 
City College, 661 Geary St., San 
Francisco 94102._______________ 


DOG 
GROOMER, 
experienced, 
all 
breeds. Apply 231 3rd St., Monte- 
cito Shop. Cntr., S.R. 


HARD WORKING devoted girl with a 
stable employment background to 
help manage our company. She 
must be exceptionally tactful & 
possess a good phone personali­ 
ty. Her duties are primarily peg- 
board bookKeeping, but since it s 
a 1-girl office, it also includes 
composing & typing letters, col­ 
lecting money, answering numer­ 
ous 
phones, 
dispatching 
& 
coordinating people and supervis­ 
ing others. Shorthand or speed 
writing helpful. Send hand writ- 
ten resume to IJ Box 514.______ 


★ HAIR STYLIST ★ 


Good 
opportunity 
for 
operator. 
Two stations avail, for rent. $25 
week. Be in business for yourself. 
Phone 
for 
appointment, 
479- 
8551. 


INTERESTED IN 


REAL ESTATE? 


Talk to us. Y o u ’ l l find it a 
refreshing experience. 
• • FACTS 
ON 
THE 
LINE about 
earnings opportunities. 
TRAINING that’s not an empty 
phase, but a comprehensive pro­ 
gram 
providing 
the 
skills 
re­ 
quired for rapid advancement. 
• • EASY TO SELL merchandising 
program. 
• • BEAUTIFUL main street office. 
★ • THIRTEEN 
YEARS 
bringing 
professional real estate service 
to Marin. 
• • EXCELLENT 
sales 
tools 
and 
escrow help. 
• • BRAND 
NEW 
bonus 
system 
that 
liberally 
rewards 
your 
achievement. 
Inquire in confidence today. 
Ask for Mr. Lewis, 388-7441. 


LEWIS REALTY 


133 E. Blithedale, Mill Valley 


★Jean’s Jo b s i 


Always 100% Free 


★ F.C. BKPR.........................St $626 
9-5, professional office. 
★ AUTO BKPR......................To $600 
For MARIN dealer. 
★ SHARP SECY......................... $575 
Good riases, exc. benefits. 
★ ACCTG. CLERK.......................$525 
Great spot for beginner. 
★ BANK RECEPTIONIST . .To $500 
Open new accts., etc. Some secy 
skills. 
★ TELLERS........................... To $450 
Full or part time. MARIN. 
★ SLEEP IN !................. St $100 wk. 
Speedy typist, 3 to 10. 
★ REAL EAT ATE....................St $400 
Lovely MARIN office. Reception­ 
ist/secy, 9 to 5. 


ALL jobs ALWAYS free 


Jean Busching Agency 


830 Fifth, S.R. 
456-3686 


INTERESTING telephone work selling 
household 
items 
from 
home. 
Must have private line and at 
least 4 hours daily. Comm. Phone 
388 4481 


Long established 
Marin County 
firm has openings for neat ap­ 
pearing men in its San Rafael 
office. Our company specializes 
in Sales & Service of nationally 
known 
power tools, chemicals, 
and home & commercial electri­ 
cal equipment. 


SALARY TO $740 Month 
to start 


We provide complete training pro­ 
gram, 
pension plan and group 
life & health insurance. 


For personal interview call 479- 
7075, 10 a.m. to 7 p.m. 


HAIRDRESSER, female, under 25. 
Some following. 
__________Call 924-5262_________ 


• HERE’S THE JOB FOR YOU — If 
you are a Secretary interested in 
working for a young "with it" 
boss in the perfect Marin loca­ 
tion. Community oriented office. 
Exciting pace will keep you on 
your toes. Start NOW, to $475. 
NO FEE TO APPLICANT 
l GARY NELSON ASSOCIATES 


Professional Placement Agency 
35 Mitchell Blvd., S.R. 479-5101 
HOUSE cleaning, 1 day every other 
week, mat. woman. Own trans. 
Refs. Call aft. 6. 461-1275 


HOUSEKEEPER, 
7:30 
to 
5, 
Mon. 
thru Fri. 2 boys, ages 4 & 9. Mill 
Valley. Call 388 6667. 


LADIES. 
Phone 
soliciting, 
your 
home. 
Full 
or 
part time. 
Fur 
sales. Salary or comm. 392-2700. 


LADIES: Vivian Woodard Cosmetic 
sales. Set your own hours and 
quota. 
Will 
train. 
Comm. 
Call 
eves. 5:30 p.m. to 8:30 p.m., or 
days Sat. & Sun., 456-8848. 


LIMITED OPENINGS 


for 
aggressive, 
mature 
indivi­ 
duals who qualify to train as 
sales managers. Training incl. 1 
to 3 mos. schooling out of state. 
Liberal salary & expense money 
while training, provided for can­ 
didate selected. Electrolux, 564- 
7612, 10-12.__________________ 


MATURE WOMAN for housekeeping, 
1 day/week. Own trans. Novato. 
Call 892-5591 after 5 p.m. 


MATURE Women, 23-55, wanted for 
vacation relief & full time nurs­ 
es’ aides. Apply Rafael Convales­ 
cent Hospital. 234 No. San Pedro 
Rd., San Rafael._____________ 


MECHANIC. Fully qualified to work 
on VW, Porsche & other German 
made cars. 
BMW AutoZentrum. 
_ 457-1441, ask for Rick Kampa. 


• MEDICAL • 


Your training in medical terminol­ 
ogy & typing skill will be put to 
good use in this lively Central 
Marin office. Every day will pre­ 
sent a new challenge & you’fl 
work with an interesting & excit­ 
ing variety of people & responsi­ 
bilities. Start $500! 


NO FEE TO APPLICANT 
GARY NELSON ASSOCIATES 


Professional Placement Agency 
35 Mitchell Blvd., S.R. 479-5101 


Experienced 1250 for MARIN firm. 
Salary to $500. 
Employer Pays Fee 


Jean 
830 Fifth Ave., S.R. 
456-3686 
NEED Mother’s helper and care for 
two babies my Terra Linda home. 
Will consider college girl. 472- 
2383. 


NEWSPAPER CARRIERS 
< 


F r o m time to time we have 
bicycle routes open 
in certain 
areas (we may have one right in 
your 
own 
neighborhood). 
You 
must be alert and industrious. 
We can give you valuable busi­ 
ness experience you can use in 
later years while earning good 
profits now! Apply by mail to: 
INDEPENDENT JOURNAL 
Circulation Department 
P.O. Box 330, San Rafael 
An 
application 
form 
will 
be 
mailed to you. 


NEEDED!! 


LIVE-IN HOUSEKEEPERS 
LIVE-IN PRAC. NURSES 
NO FEE 
HOMEMAKERS-UPJOHN CO. 
1005 A St.. S R._________ 454-3200 


OFFICE GAL. Good opt’y for begin­ 
ner who is willing to work hard & 
learn a lot. New Marin firm. Call 
Kathy. 457 9330. Marin Snelling 
& Snelling Agency._____________ 


OUTSTANDING opportunity to earn., 
an above average income, salary., 
or 
commission. 
Represent 
the* 
largest fraternal benefit society, 
in the U.S. Direct sales exper. 
helpful but not required. Ample 
leads supplied. Unique presenta­ 
tion gives our men more than a 
2 to 1 closing rate. Phone 461» 
9269 for additional information. 
Mr. Sherman.__________________ 
PART TIME housework, small San 
Rafael rest home. Neat & reha- 
hle^ 454-2376 bef. 7 pm._______ 


PERMANENT PART TIME 


Eve. & Sat. $2 hr. to start after . 
training. Car. Take orders Fuller 
_ Biush. 456 5022. 
■ 


REAL ESTATE! 
Salesman wanted! Man or wom­ 
an! Must enjoy making monly. 
Must be a livewire! Phone Live- 
wire Lindskog, 454-0832. 


REAL ESTATE 


Come where the action is!!! We 
have openings for 2 experienced 
residential salesmen. All inquiries 
kept in strict confidence. Ask for 
BILL 
NELSON or 
BILL TIMMER, 
454-8002. 


ROCK, jazz, folk or piano player 
wanted. 
__________Call 456-2776_________ 
SALES agent wanted 
by mfr. of 
souvenir & gift items. Comm. Ph. 
453-0985. 


SALESMAN - Men’s store. San Ra­ 
fael. Experienced. Tull time. Sa- 
lary. Indp. Jrnl. Box 496._______ 


SALES ARE fantastic in speed read­ 
ing. Commission. 
897-6105 


w PHONE FOR SERVICE DIRECTORY 


11 
CALL ANN LANE - 453-4000 
She W ill *Help You W rite A Successful Service Ad 


Airport Limousine— 059________ 


$5 TO THE AIRPORT 
per 
passenger. Phone for res., 
332-2343 betwn. 8 a.m. & 5 p.m. 


Aoto Parts— 0S9_____________ 


DIRECT "HOT LINE" 
Connections to over 40 Auto Parts 
Sources. 
Older or Newer 
Foreign & Domestic 
Auto Parts for most makes & 
models. 
D.W. AUTO PARTS 
77 Hoag St., S.R. 
456-6820 
GUARANTEED 
USED PARTS for all cars 
C & L WRECKERS 
931 2nd St.. S.R 
453 4430 


Auto Repair— 073 


★ REPAIR ★ 


Porches, stairs, decks, panelling, 
doors 
& 
trim 
work. 
Retaining 
walls 
built. 
Leak 
& 
drainage 
problems solved. Windows fixed. 
Prompt response. 453-3634. __ 


REMODELING, 
carpentry, 
electric, 
plumbing, 
additions 
& 
decks. 
456-9831, 456-7030 eves. 


REMODEL OR NEW 


1/2 
hour 
repair 
or 
complete 
house. Lie. contr. Painting. FHA 
exper. 454-0962 or 924-2493. 


MINOR ENGINE REPAIR 
and tune-up on any auto 
456-8757, Reas. Rates 


liililiat-toaafclial—079 
H 


BRICK, BLOCK, CEMENT 
f l 
PRICES CUT 50% 


BBQs, fireplaces, steps, retaining 
walls, patio. Finest work. 
No job too small.________ 456-0370 


CARPENTER. 
Buift-ins, 
closets, 
fences, repairs & remod. Decks. 
Reas. 332 4853 or 332-2737, 12- 
6 p.m.___________ _____ 


COMMERCIAL & residential remo­ 
deling 
specialist. 
Licensed 
& 
bonded. 883 4052.___________ 


PERSONALIZED remodeling et cet­ 
era, et cetera, et cetera. Free 
estimates 
& 
plans. 
Bonded & 
Licensed. R. H. Harris. 897-4044. 
PROBLEM JOBS, hauling. New and 
old repdrs. Power toms. Fencing, 
patottn^deck work. Exp. advice. 


IUVS(X)NSTRUcTlON 
Remodeling 
stores, homes, kitchens, rooms, 
foundations 
Bonded A insured, 
free estimates. 647-1141. S.F. 


★ Stucco, Sheetrock, Plaster 


Sprayed 
acoustic 
ceilings. 
Our 
specialty. 
Remodels, 
additions, 
small jobs. 454-4878. 


Cabinet Making— 083__________ 


ALL TYPES CABINET WORK 
Formica work. Free est. 454-8210 
days; 456-5381 eves. 


QUALITY hardwood & paint finish 
cabinets. Work guaranteed. Free 
estimates. 457-0103 eves. 


Carpaatry— 085_ _ _ _ _ _ _ _ _ _ 


CARPENTRY - HOME REPAIR 
_______ CALL 388-4481._________ 


★ CARPENTER ★ 
Excellent refs. 897-5527. 


★ ★ CARPENTRY ★ ★ 
Plumbing, elec., remodel or new. 
Exper., ref., reas. 453-2585. 


DECKS, 
retaining 
walls, 
fences, 
concrete work. No job too small. 
$6 hour. 453-5793.___________ 


DOOR, WINDOW SPECIAUST 


Repairs. Est. Terms. 454-5044. 


REMODELING, 
custom 
cabinets, 
decks, bulkheads, concrete work, 
doors, windows. Reas. 453 2882. 


Carpentry— 085 


W INDOWS-ALUMINUM 


Factory to you installed. 
ized. Repairs. 924-3138. 
Anod- 


Carpet Cleaning— 087 


A-l W.W. CLEANED from 7c per ft. 
Upholstery 
cleaning. 
Reas. 
Joe 
Bianchi of Duraclean. 
Free Estimates 
453-1129 


AL’s KARPET KLEANERS 
Wall to wall carpets cleaned & 
shampooed, low as 5c per sq. ft. 
Free estimate. 
472-2221. 


Concrete— 083_______________ 


CONCRETE 
Patios, 
driveways, 
walks, decking, Masonry work. 
Call 456-9968 cr 461-2183. 


PATIOS, 
block 
walls, 
driveways. 
Reasonable rates. Free estimates. 
1-707-544-1870. 


Driveways— 103 


BLACKTOP DRIVEWAYS 


GL 4-7014 
or 
DU 8-0501 


Electrical— 107 


ELECTRICAL & PLUMBING 
REPAIR SPECIALISTS 
Sm al^jobsjvelcom ^ 


Furniture Retinishing— 110 


REFINISH YOUR FURNITURE 
Antique modern 
Frae estimate. 383-2309. 


fantort ta p ir— 111________ 


CANE & RUSH CHAIRS 


Free estimates. 
388-4453 aft. 4. 


Cantoning— 113 


Gardening— 113 


ALBERT BIDEGAIN 


Artistic designing for outdoor en­ 
joyment. Low maintenance drain­ 
age. rock walls, retaining walls, 
waterfalls, 
cement 
patios. 
Alt 
types. 
Redwood decking, seats, 
fencing, sprinkling systems, new 
lawns. 
Landscaping to fit your 
budget. Financing avail. Free est. 
453-7031 — 897-2601 
References — Licensed — Bonded 


ART Gardening Service. Landscap­ 
ing. Rock walls & maint. Clean­ 
up & hauling. New fences. In- 
sured. Est. 388-1467._________ _ 


BASQUE 
Complete 
Garden Maint. 
New Lawns, planting, pruning & 
hauling. 454-2577._____________ 


ERNIE’S Garden Maintenance. Prun­ 
ing, clean-up, hauling. Low rate. 
Call 883-4302, eves. 


EXPERT 
gardening 
by 
MICHEL. 
Monthly accounts solicited. Free 
estimate. Local refs. Call 1-564- 
8717 after 7 p.m. 


GARDENING 
Service. Landscaping, 
rock walls & maint. Clean up & 
hauling. 
New 
fences. 
Insured. 
Est. 897-1806._______ ________ 


GARDENING & weeding, tree cut­ 
ting, general clean-up. Hauling, 
fences, at your convenience. 479- 
8 
6 
7 
2 
. ___________________ 


JAPANESE 
GARDENER. 
pruning, 
clean up. Walls, fences, etc. Call 
eves. 479-6441. 
clean up. Walls, fences, etc. Call 


PRUNING, 
Cleanup, 
Landscaping, 
Maintenence, 
fencing, 
decking, 
ret. walls, 
drainage, 
sprinkling 
syst. 456-9968 or 461-2183. 


MEL'S GARDENING 
Complete landscaping and gar­ 
dening. Lawns, drainage patios, 
rockwork, Bulkheads tree remo­ 
val, etc. Yard cleanup and low 
garden maintenance. 20 yrs. exp. 
Work guaranteed. Refs. Free est. 
453-6223/479-4287 .____________ 


j MIKE 
gardening 
and 
landscape. 
Rock 
& 
wood 
retaining walls. 
Drainage, 
new lawns, 
planting, 
clean up compl. maint. Free est. 
454-5161. 


PRUNING, 
tree 
cutting, 
hauling. 
Whatever you need. Your conveni­ 
ence. Reasonable rates. 453-6941 


Gardening— 113 


TONY SOARES GARDENING. Lndscp., 
rock 
walls, 
fences, 
hauling, 
compl. 
maint., 
free 
work. 
All 
insured. 892-5185. 


VICENTE Gardening Service. Com­ 
plete garden maintenance, prun­ 
ing, hauling, clean-up. Telephone 
454-4341. Bus. 479-7535. 


Handyman— 117 


FIRST AID FOR YOUR HOME 
Almost 
any 
job. 
PAINTING 
our 
specialty. 
456-8756. 


HANDYMAN/carpenter. 
Repairs, re­ 
modeling. Reasonable. Free esti­ 
mates. 456-4001. 


HANDYMAN 
UNLIMITED. 
Large 
or 
small jobs. Day or night. Reas. 
Insur’d. 456-7350. 


MUD SLIDES removed, concrete & 
drainage 
work. 
Free estimates. 
456-3058, 457-1161. 


RENTERS MOVING OUT? 
We 
specialize 
in 
making 
old 
apartments look like new; they 
rent faster. Cleaning, 
painting, 
carpet shampooing. Call for free 
estimate, 453-4867. 


WANT A JOB DONE? 
Painting, yd. work. 456-2549 aft. 6. 


Hauling— 119 


LIGHT HAULING & HARD WORK 
________ Phone 924-9344_______ 


LIGHT HAULING & MOVING 
Cheap — Efficient 
__________Call 461-5740________ 


MOVING; 
attic, 
yard, 
basement 
cleanup. Chain saw service. Own 
truck, call for rates. 454-9901. 


SAM W. James will haul for you, 
clean, maintain & garden. Very 
i 
reliable, reasonable & have own 
wheels. Call 456-9698 


The 
Most 
Dependable-Economical 
way to dispose of Debris. 
GRANGE DEBRIS BOX 
RENTALS INC. 
456-2712 


Hauling— 119 


HAULING - YARDS CLEANED. 
Small tree removable. 
479-4287 
Free estimates. 


HAULING— BASEMENTS 
Attics & Yards Cleaned 
Free Estimates. 
Ph. 479-9657 


Heating Systems— 120 


FURNACES, radiant boilers serviced, 
repaired, cleaned. 
KEYSTONE SERVICE CO. 
740 Adrian Way, S.R. 
479-7600. 


Income Tax— 125 


INCOME TAX PREPARATION 
Call Betty Smit, 
co-owner 
Marin Sonoma Tax & Business 
Service. Now located 910 
Grant Ave., Novato, 897-7184. 


★ LINCOLN TAX SERVICE ★ 


By Appointment In Your Home. 
Guaran. Accuracy & Satisfaction. 
REAS. FEES 
- 
479-6165. 


Janitorial— 129 


AL-MU’HTI OFFICE SERVICES 
Complete floor & rug maint. 
Windows washed. Interior & ex­ 
terior painting. 461-9655. 


APARTMENT HOUSE CLEANING 
General maintenance, yard 
work. Reasonable rates. 
Excellent work. 388-7034. 


LADIES PAMPER YOURSELF. Don’t 
clean 
floors, 
carpets, 
ovens, 
showers, etc. Call A-l Sparkling 
Service. 479-9432. 


LOW COST janitorial service. 
Free estimates. 
Phone 454-5638 


Linoleum & Carpets— 137 


FLOOR COVERING Specialists. Car­ 
pet, coved linoleum installations, 
repairs. 897-1817. 


INSTALLATION of crpts., linoleum & 
asphalt tile. Repairs. May have 
own goods. 479-1337. 


Masonry— 139 


FIREPLACE 
retacing. 
Brick, cement patios, drain work. 
30 years exp. 454-6325._______ 


FIREPLACES (const., remodeled & 
repaired), 
BBQs. 
patios, 
steps, 
walls, etc. 388-4594.__________ 


MASONRY-Brick, block & rock walls, 
steps; cement patios, also drain 
work. Free estimates. Ph. 453- 
4477 or 897-1931. 


Massai«— 141 


MASSAGE & ROCK HEAT SYSTEM 
Men & Women. 
Appt. 456-1636. 


Movers— 143________________ 


MOVING-FREE ESTIMATES 


Call 388-7531 or 924-4711___ 


"The Man On The Move" 
BAKER MOVING & STORAGE 
Statewide 
Minimum rates 


435-1480/388-6166 
day or nite 


THE PRIME MOVER 
Exp. men; large truck. 453 5881. 


Ornamental Metal— 147 


ANDRE’S Ornamental metal. Cus­ 
tom wrought iron fencing gates 
& window grills. 456-8479. 


Painting— 149_______________ 


DEPENDABLE & REASONABLE 
Prof. Old Country expert. 
Free estimates. 456-8756. 


INTERIORS - EXTERIORS 
Call 456-4750 


MIKE’S HOME SERVICE 
EXPERT PAINTING 


___________ 897-4845__________ 


PROFESSIONAL 
Painting, 
Custom 
workmanship. Int. & ext. Residen­ 
tial & comm. Finest quality prod­ 
ucts. Color spec. Lie. & insur. 
282-7711, 897-1527. 


Painting— 149 


PROFESSIONAL painted, interior, ex 
terior. Also expert paperhanger 
Call 456-4063. 


SEMINARY STUDENT & crew. Int. & 
ext. Exper. Reasonable. Free est. 
Housework. 456-0542. 
SEMINARY STUDENT - Experienced, 
efficient, economical. Inter/exter. 
383-3052. 


Plumbing— 157 


PLUMBING, sewer cleaning. 
Reas, rates, non contractor. 
Peter E. Webber 
457-2687 


Sandblasting— 169 


SAND BLASTING & PAINTING 
Anything you can bring to our 
yard. Specializing in trailers. Nor 
Cal Sand Blast. 456-2712. 


Screen Door Repair— 170 


RESCREENING 
doors 
& windows, 
also Free Estimates now for Alu­ 
minum Awnings and Patio covers 
& screens. 45/-1150. 


Ebbtide Aluminum Products 


438 Francisco Bl., 
San Rafael 


Sewing Machine Repair— 173 


SEE Harry Steele (over 30 years 
experience), AUTOMATIC SEWING 
& VACUUM CENTER, 914 C St., 
S.R. 456-7342. 


Sewing t Ironing— 175_______ 


DRESSMAKING & ALTERATIONS 
, 
San Anselmo area 
Joyce Layton 
456-3465 


Tree Service— 181___________ 


B & K TREE SERVICE. Since 1953 
Fully insured - 24 hour service 
FREE ESTIMATES. 453 8066.____ 


MARIN 
TREE 
SERVICE. 
Removal, 
topping, limbing. Japanese prun­ 
ing. shaping. 388-6986. 


1-3 THRIFT-ADS 
[ f ^ lL f lk S i li m i , 4 d a y s $ 3 .0 0 


Privo!» parties only. 
Price of oil items 
•och ad $250 
or lets. 


TV, Radio, Hi-Fi— 212 


453-4000 


Help Wanted— rIMO 


SENIOR DESIGNER 


development 
of 
non-mil electro 
mechanical miniature PC equip­ 
ment & design of njection mold­ 
ed 
plastic 
parts. 
Excellent 
conditions & benelits. Call Mr. 
Reinke for appt, 435-3822, H C 
Electronics. Tiburon. 


SECRETARY, full time. Experienced, 
flexible, 
for 
1 
girl 
office. Top 
skills, 
shorthand, good English. 
Excellent opportunity with grow- 
ing company. Call 479-4210. 


SECRETARY for religious organiza­ 
tion. Send resume P.O. Box 4152 
San Rafael. 94903.______ 


SECRETARY. Take charge in charm­ 
ing, busy office. Good skills & a 
mind for detail. $500. Call Karen, 
457-9330. Marin Snelling & Snell- 
ing Agency, 714 C St. 


SPEED typist, part time, 2 days per 
week. $160 mo to start. 
Phone 332-3430. 


★ RENT-TO-OWN ★ 
TV' 


B/W F ro m ......................... 50c/day 
Color From 
75c/day 
Weekly & Monthly Rates 
Free Installation 
(3 mo. minimum) 


Pits— 236 


BUTLER’S TV 
2nd & Lincoln, S.R. 
454-5300 
S A N S U I 
5000A 
tuner 
amp., 
matched speakers. Pioneer CS-88, 
turntable Pioneer (complete) PL- 
41. 
Teac 
6010 
tape 
recorder. 
Almost new. $1500 for 
set or 
offer for components 897-6853. 
SANSUI 5000 stereo multi-plex tu­ 
ner. 
Sansui 
commercial 
record 
player. Sansui ST 200 speakers. 
Orig. $920, will sell $450 com- 
plete. 472-1495._______________ 


TAPE RECORDER, Craig reel to reel, 
sound 
on sound. Still 
in uno­ 
pened 
p a c k a g e . 
Lists for 
$289.50. Asking $209. Call 456- 
0818. 


Musical Instruments— 218 


STUDENT 
live-in, 
mother's 
excellent conditions. 
332-4112. 


helper, 


SUBDIVISION SALES 
Young 
America 
Homes, 
Inc., 
building 
in 
Sonoma 
& 
Marin 
Counties, needs an experienced 
real estate salesman. Good com 
missions & working conditions. 
Monthly 
draw 
possible 
to 
the 
right 
man. 
Phone 
Mr. 
Garrett, 
(707) 546 7920. 


TEXAS REFINERY CORP 
offers op­ 
portunity for high income PLUS 
regular cash & vacation bonuses, 
abundant fringe benefits to ma­ 
ture man in San Rafael area. 
Commission. 
Building 
mainte­ 
nance 
products. 
Regardless 
of 
experience, air mail Dr. J.A. Pate, 
Pres., Texas Refinery Corp., Box 
711, Fort Worth, Texas 7610L 


TYPIST, billing & bookkeeping. Must 
have recent experience in medi­ 
cal office^ Reply l-J Box 502. 
TYPIST BOOKKEEPER 
Knowledge of 10-key add 
mach 
ine. Experienced only. 454-1300. 
WANT 
your 
own 
ms. 
b u s ? 
Sal./comm. 2 yr train, program 
^ t?le_ ^ ITJ"rL Mr Sandy, 454-0912. 
WANTED: Full time counter girl for 
dry cleaning call office. In Sau 
salito. Will tram right girl 
Top 
union scale. Write IJ Box 506. 
WANTED-TV technician, experienced 
m color TV & Solid State. Marin 
Co. Write Box 511 IJ 


WANT TO WORK 
4 TO 40 HOURS’ ' 
★ HOUSEKEEPERS-live in out 
★ PRACTICAL NURSES 
★ NURSES' AIDES 
★ COOKS & COMPANIONS 
Interviews 9:30 to. 4 


HOMEMAKERS— UPJOHN CO. 
1005 A St . S R _________ 4 54-3200 
WOMAN for light electronic assem 
bly work. Experienced 
Apply in 
person, 
Mon Fri., 
8-12. 
1600 
Juanita Lane, Tiburon. 


Positions Wanted— 045_ _ _ _ _ 


A-l 
Domestics, 
nurses 
now! 
★ Chabot Employment Agency. 
624 E. St., S.R 
454-7350 


★ PIANOS WANTED ★ 
Highest cash prices paid 
SHERMAN CLAY-San Rafael 
4th & C Sts._________Ph. 454-1616 
BALDWIN 5’6” Parlor Grand piano. 
Walnut, 
with bench. Approx. 8 
yrs. $1800. 924-0 8 2 3 .______ 
BRAMBACH 
baby 
grand 
piano 
w/bench, 
mahog. 
Fine 
tone 
& 
action. Sacrifice $300. 479-2962. 


★ GUITAR SALE ★ 


Folk or Classic 
G u ita r.........................................$29 
Three Le ssons............................12 
Total Value $41 
Special $19 
SHERMAN CLAY 
p4th & C St., S.R. 
454-1616 
0 pen Wed. & Fri. Evenings 
GUITARS from $29.95. Rent to own. 
Low as $5.00 per month. 3 mo. 
min., 6 mo. max. CHESTERMAN’S 
- Northgate. 479-6022._______ 
KNABE upright piano w/bench. Ex­ 
cellent mechanically. Beaut, large 
sound. $500/offer. 897 4863 


LUDWIG 
DRUMS, 
Ziljian cymbals, 
complete 
set. 
Good 
condition. 
$300^ or best offer 47JM)806 


ORGAN, ELECTRIC KINSMAN 
SERIES E, MUST SELL . . . $300. 
Call_924 4727 _ 
PEARL DRUM SET 
4 drums, 5 cymbals. $165. 
388 6644 work/383-4277. 


CHOOSE FROM OVER 116 AKC 
REGISTERED BREEDS 


Ten Yr 
Cond. Warranty On All 
Puppies With A Money Back Fea- i 
ture. Open 7 Days. Terms/ Credit 
Cards. 
Instant Credit 


Doktor Pet Center 
410 Coddingtown 
Santa Rosa__________707 544-5966 
COCKER AKC, loving, 7 mos., parti- i 
color 
female. 
Showable. 
*100. 
892-5807.____________________ 


COCKERS, purebred. Unusual color 
$35. No papers. Call after 6 pm, 
707-795-6778._________________ 
j 


COLLIE-LAB puppies, 9 wks., dar­ 
ling, look like min. St. Bernards 
Ea. had $10 DHL shot. $8,50/w 
care lit. 924 5783._____________ | 


COLLIES - AKC, 9 weeks. Male & 
female. $60. 1 show male, sable 
& white. Call 892-5807.________ 
DACHSHUND pups, 
AKC. Mins 
& 
std. Smooths, wires. Shots. Finest 
bloodlines. Reas. 707-224-4961. 


DOG TRAINING 
Marin Co. Dog Training Club 
456-5293 — 
897 1335 
FREE calico kitten. 
6 mo. Fully immunized. 
________Call 457-3374_______ 


FREE KITTENS 
LIKE OUTDOORS 
924 3338 


MIscgHawens fir Salt— 254 


5 ROOMS of furniture, dishes, etc. 
misc. 
household. 
232 Hum*»lt. 
S.R 456 4777 
__ _ 


4 POSTER bed frame. $25 
Piano. 
$175. Overhauled A bored Butck 
eng 
adapted 
to 
Chev. 
$125 
Refrig., $75 4 56 3 4 8 5 _ 


3 ROOMS Modern Furniture, mcl 7- 
pc. living rm.. 7-pc 
bdrm 
with 
mattress and box springs and 5- 
pc. dinette. All 3 rooms $329 50 
Easy terms to suit ycu. 
Free Delivery 
Free Storage 
WESTERN FURNITURE 
1848 Fourth St. 
San Rafael 


Misceli 
Fir Silt— 254 


AVAILABLE R.N. 
Typ., local exp. 897-1743. 
BABY 
SITTING 
in 
Tiburon 
area. 
Days, Mon. thru Fri. Own tran 
sportation. Ages 3-5. 388 2819. 
BABY SITTING, High School girl. Ter 
ra 
Linda only. 
Experienced, 
in 
fants 
& 
older 
children 
Eves., 
weekends only._CaJI 479-3981. 


BOOKKEEPER. F.C., exper. NCR 395 
operator, local refs. 
Write P.O 
Box_208JVLV__________________ 


CORTE MADERA mother interested 
in swap baby-sitting. 
Ph. 924-2439 


PIANO, French Prov. Janseen con­ 
sole. Excel, condition. $650 Call 
883-6512._____________________ 


★ RENT A PIANO ★ 


as LOW as $15 
Six FREE Lessons 
SHERMAN CLAY 


4th & C St.. San Rafael. 454-1616. 
OPEN WED & FRI. EVES. 
STEINWAY GRAND PIANO 
O-Model. Maple. $3100. 
Call evenings 861-5206. 


TRUMPET, BUESCHER, $50. 


Good cond. 
454 6406 
WANTED: Brand name silver flute, 
around $75 cash. 
Ph 456 2574. 


Horseman’s Corner— 224_ _ _ _ _ 


8YR.-old 
chocolate 
mare. 
Sound. 
Suitaxle for exper. 
teenager or 
jadujt. $250. 479-6792. 
7 
YR. 
OLD 
bay 
mare. 
Morgan 
Thoroughbred, spirited, but gen- 
tlc. $700 388 1485 
APPALOOSA. SADDLE & BRIDLE 
$200 
________Call 892 9373 


ARAB/QUARTER mare, 6 yrs., 14.3 
hands. Gentle, sound 
Exper. ri­ 
der. Moving must sell for best 
offer 47JL2698 
BOARDING FACILITIES 
Do you love your horse? 
Well, so do I. 
That's why I'm running this ad to 
try, 
To get more horses along the p 
way, to live out here at the Lazy 
‘‘K '\ 
Reasonable 
rates. 
897-7308 
or 
897-3945 


FREE to cat lovers! 2 black long 
hair spayed females, 1 yr. & 1 
grey striped altered male, 1 yr 
454-5961_____________________ 


GERMAN SHEPHERD puppies, white, i 
Some black & tan. 5 weeks old. 
AKC. 707-762-7106 _________ 


GERMAN SHEPHERD puppies, AKC. 
Excel. 
bloodlines. 
Guaranteed 
$100 up 457-1053, 456-5681. 


GERMAN SHEPHERD puppies (1/4 
Lab) 8 weeks. Darling & smart. 
95% housebroken. Each has $10 
shot $10. 924-5783. 
__ 


GERMAN SHEPHERDS. Fine 
speci­ 
mens. 
7 weeks. 
Females. $20. 
CalL924 0797_________ 


GERMAN SHEPHERD, female, pure­ 
bred, 2-1/2 years old. Excel, dis­ 
position. Free to good home. Aft. 
- P m . 897-7483. 
GERMAN SHEP. puppy, free to good 
home. 
883-5213__________ 
GERMAN 
Shorthair 
pointers, AKC. 
10 wks. From excel, hunters. 472- 
2474. 


GERMAN 
SHEPHERD 
pupsT AKC. 
Champion sires, guaranteed. Exc. 
temper. 
Tucker Hill Kennels. 
1- 
707-795-6375._________________ 


GOLDEN Ret 
puppies. No papers. 
Excep. 
beaut, 
parents. 
$200. 
Eves., 
524-1191; 
Wknds., 
435 
370CL 
_ 
___ 


GOLDEN 
RETRIEVER 
PUPS 
AKC, 
excellent for field or show. $125 
383-0616. 
_____________ 


HALF 
Persian 
female 
kittens 
6 
wks. Free to good home. Phone 
454 8051. 
_ 


HALF SIAMESE kittens, 5 months. 
Very good dispositions. Free to 
good homes. 332-0560 aft. 6. 


IRISH SETTER AT STUD 
AKC 
registered. 
Championship 
show stock. Call 838 2439 


3/4 
CARAT diamond 
engagement 
ring. Assessed value $88u Rea 
sonable offer. 453 3054 


★ 
★ 
★ 


30% OFF 


Picture Frame 


Sale 


SUNDAY JANUARY 17 
thru 
SUNDAY JANUARY 24 


MACKEY 


PICTURE FRAME CO. 
1113 2nd St., S.R 
25 
457-0495 


DISPENSING MACH- 


GIBSON 
elec 
stove 
bronze 
dbl. 
oven, self-clean mg Used 3 mos. 
$500 value. $300 * 9 7 J §9« 
| 
GOING 
OUT 
of 
station business, i 
Complete line of service station 
tools 4 equipment §*3-4178___ 


GOOD USED TIRES 
1 


FROM $3 99 


MONTGOMERY WARD 


Corte Madera 
924-4330 


HIDE A BED. NAUGAHYDE 
BEIGE 
$25 Call 453 5598 after 
5 p.m.________ _ _ _ ___________ 
HIDEABED. 
$35 
Dbl 
bed. 
$10 
Bunk bed w/m att., $25 4 drawr. 
chest, 
$2 
Table 
lamp. 
$2.00 
Phone 453 2386 
_________ _ 
HIDEABED sofa. $100 Walnut desk 
A chr., $50 
Full length brown 
Mouton fur coat, $50 Typewriter, 
$25. 4 72 2014 
______ 
HOLLYWOOD twin bed. $45 head 
board. 
$65 4" foam 
mattress, 
box springs & rollers Complete. 
$75. Like new 89JT-5978_______ 


IDEA!! 
YOUR l-J THRIFT AD 
CAN BE IN OVER 
44 000 MARIN HOMES 
And . . . at the lowest cost for 
the 
most readers in all Mann 
County. 
Don't pay more for less than the 


HOT 
NUT 
INES. $20 ea. 
_ 454 8468 after 6 p.m. 
20" 
blond 
TV console, 
blk./wht 
good cond., $20; 7' sofa w/slip 
cover, 
$75; 
maple 
bunk beds, 
best 
quality, 
$60; 
bkcase 
$8; 
nite stand. $3_453 1873_ 


ALL FURN: pink 12x12 rug. $45; TV, 
$65; phono. $45; tape. $25; 14' 
boat, $ 150; misc. 89 7-5915 


ALDER, Eucalyptus, Oak wood. Sea 
soned dried $45 cord plus deliv 
ery. 707 795-3034, 795 3869 


ANTIQUE 
mr. 
chair, 
$200 
Gov 
Winthrop secy., $75. Chinese rug. 
3x3, $50 461 0799 
BENCH grinders, watt volt meters, 
elec. heaters, Hallicrafter S38E 
CaH 453 0677 ______ 
_____ 


BELL 
HELMET 
with 
shield. 
$25. 
Wilson 
woman’s 
golf 
clubs; 
3 
wood; 3, 5, 7, 9 irons & putter; 
never used, $65 897 6491 


BELL’S DRY fTreWOOD 
Oak, euc., pine. 24" & shorter. 
$23.50 per 1/2 cord & up Loc. 
free del, 454 0468 


best 
results. 
and have to WAIT for 


AKC reg 
6 
Vitamin 
ted. 
IRISH SETTER pups, 
weeks 
old, 
1/10. 
$75 $100 
Call 892 3985._________ 
LABRADOR Pup, 5 mo., with shots. 
Free to good home only. 
_________ Ca 11 453 1922._________ 


MASTIFF 
Housebroken. very gentle, 
100 
lbs, 
11 
mo. 
Male, 
shots. 
$20. Gary, 454-8323. Ask for the 
School, 9 to 3. 
______________ 


PEKINGESE PUPPIES, 8 WEEKsT 
AKC registered. 
Call 707-763-6795_______ 
POODLE 
mix 
puppies, 
6 
weeks, 
male & female. $10 each. 
453-2647 
________ 
POODLES, 
white, 
AKC, 
shots 
3 
males, 
1 female. 
12 wks. old 
897-7690._____________ 


★ ★ POODLES ★ 
★ 
Sil. mins Terms or trade. 
Stud service. 472-1902. 


BEDROOM Suite, $60; Hohner ac­ 
cordion, 
$55; Grundig Hi-fi 
ra 
dio/phono, 
$95; 
deep 
freezer, 
$25. bicycle. $10; 897 2914. 


BICYCLE. BOY’S $15. 
GOOD COND 479-4206 
__ 


Bicycle— Girl's 17” Schwinn 
Stingray model $30 453-2577. 


l-J THRIFT ADS 
• Here's How They Work • 


Private 
parties 
may 
advertise 
merchandise 
up 
to a 
total of 
$250 
3 
lines 
for 4 
days for 
$3.00 Include price of each item 
in your ad 
Sorry no refunds at 
these low rates. 


That's All There Is To It! 
Phone Your Friendly I J 
Classified Ad Girl NOW! 


453-4000 


Kf NMORF 
washer 
& 
dryer, 
good 
condition. $75. 
Ph 453-9067._________ 
KENT WOODLANDS Wain king size 
headboard, $40; end tables. $20. 
pr wain 
bookcases, $40; pr. Fr. 
prov 
slipper 
chairs. 
$50; 
pr. 
trad 
chairs. $60. misc. pictures 
& frames 461-5732.___________ 
KING SIZE bed with headboard & 
frame Good condition $55. 
Call 454 0791 


★ LEATHER ★ 


BOY’S bike, Schwinn Stingray, 
Blue §30. 479-1310 
BURGLAR ALARMS 
Complete Sales, service & instal 
lations for commercial & residen 
tial 
properties 
United 
Alarm 
Systems. Wes Monoogan, owner. 
456-2211 


at 
Ask 


DAY WORK, EXPERIENCED 
Ref. $2 25 hr. 1-665-6818 


EAGER, HONEST, dependable experi 
enced 17 yr. old high school boy 
seeks after school and/or week­ 
end work. Try me! Call 456-27/0 
aft 5 P.M. 


FOR SERVICES SEE 
PHONE-FOR SERVICE 
DIRECTORY 


CHOICE horse hay, straw & alfalfa. 
Priced to sell. Open every day. 
Paris Hay & Grain 
707-795-4592. Petalum a__ 


HASH'S SADDLE SHOP 
Saddle Warehouse Clearance 
Broke Ponies $50 and Up. 
2762 " I" St.. Pet. 
707 762-7080. 


HORSESHOEING 
Call any time. 
897-7526 


Poodle 
PUPPIES, 
& labrador mix. 7 
924 4644 
weeks 


RACOON 
pet. 9 months 
old, all 
shots. $50. 
892-5383 


★ NEED HELP ? ? ★ 
CALL HOMEMAKERS. INC. 
Division, the Upjohn Co. 
Bonded, 
insured, 
housekeepers, 
pract. nurses, companions. Live 
in or out. 454-3200.____________ 
RN-Will do nursing, housekeeping, 
cooking, child care, your home. 
Household errands. 456-8614 


SALESMAN. Creative, enthusiastic, 
exp. Adv.; Mfgs Rep.; stat. sales. 
415-388 9212. 
_ 
WILLING to do any cleaning and 
odd jobs about your home Refs. 
Phone 454-3339. 


Child Carp— 050 
_ _ _ _ _ _ 


7 YEARS in Marin. State licensed 
all day nursery school, 2-6 yrs. 
Nr. Civic Center. 479-9432. 
DAY~CARE in my lie home 2 years 
& up Conv. San Rafael location. 
Ph. 453-6648. 
,______ 
Day care in my lie. home. 1 block 
Isabel Cook Sch., S.A. Any age 
Loving carc: 453-1371_________ 
EXCELLENT lie. nursery, S R 
Pre 
schl. Ages 2 5 Swimming, indoor 
htd. pool. 453-4402 


FAIRFAX, OAK MANOR. Age 3 up 


Full or part time. 453-9140__ 
KENTFIELD licensed home 
2 
dren. Infant to 1 1/2 yrs. 
126 McAllister 


chil 


KIDDIELAND-PRE-SCHOOL 
WORKING MOTHER'S PRIDE 
* CHILDREN’S DELIGHT ★ 
See Yellow Page 136 ___ 
LICENSED San Rafael home, indivi­ 
dual care for little girl between 3 
& 5 yrs. 454-2680 
_ 
M V 
Lie. home. Lg. level fenced 
yard. Close to commute. Loving 
care! 388-2920. 
________ 
S R Forbes area. Loving care in my 
lie. home. Full or part time. Hot 
lunches. 456-3304. 


TV. Ridit. Hi-Fi— 212 


1968 23” COLOR TV. Excel, cond. 
Must sell. Cost. $599. $250/offer. 
453 2 
5 
4 
9 
. _____________ 


COLOR TV, LIKE NEW 
$250 or best offer. 
453-1209 
KLH stereo model 20 & Sony 250 
tape 
deck 
in 
a 
custom 
built 
cabinet $425 or best offer. 456 
9718 aft. 7 p.m. 


QTR 
mare, 
15.1 
hands. 
8 yrs. 
Show, trail, ranch work. $700 or 
offer 453 3719. 


SHOES 
pulled 
& 
hoofs trimmed. 
Graduate Farrier. Call Cliff Zucco, 
897-3813, eves. aft^6. 
_______ 
VERY GENTLE small mare. Good for 
show or trail. $400. 
454 1077. 
_________ 
WANTED: 
Thoroughbred 
type, 
age 
open, 
pref. 
yearling. 
I 
do not 
have 
much 
money, 
but 
good 
home & lots of love. Write P.O 
Box 232, Pt. Reyes S t a t i o n 
9 4 9 5 G __ ____________________ 
WILLOW 
RIDGE 
Stables 
Open. 
Boarding, lessons, training. Box 
stalls & pasture available 
Call 
Rich Pelletreau, 663-1345. 


Farm Products— 230 


BABY ducks, chicks, laying hens, 
roosters, fertile eggs, baby rab* 
bits, all sizes. Geese. 453-0911 
GOATS, BRED DOES 
707-762-7658 after 6 p.m. 
Rainsville Rd.. 
Petaluma 
125 


REGISTERED PERSIANS, exotic co­ 
lors. Kittens & stud service, lall 
892 5807. 


SAMOYED 
PUPPIES. 
2 
beautiful 
males. AKC, all shots, champion 
lines, 7 weeks old. Choose now, 
take home 1/23. Call 892-5564 


SALUKI hound, male, 14 mos. pedi 
greed. 
Has shots, 
housebroken. 
Show quality. 454-2984. 


SHELTIE- BORDER 
COLLIE 
pups, 
bright, responsive. $15. 663 1514 
before 8 am or wknd.__________ 


SHEPHERD/LAB 
mix, 
black, 
male 
puppy, 
2-1/2 
mos. 
Extremely 
friendly. Free Call 457-0173.___ 
SIAMESE Sealpoint kittens. 9 weeks 
old. Very affectionate. $15. 383 
1144 eves.____________ 


SIAMESE kittens, Sealpoint, 7 wks. 
Purebred. 2 males, 1 female. $10 
ea£h_388-7549 
_____ 


★ SPECIAL SALE * ~ 
Lhasa-Poos, Scottie; Lhasa Apsos; 
Pom-cross; Yorkie, Poodles. $25 & 
up. Pink Poodle, 461-5564. 


TOY POODLE, apricot female, born 
Oct. 
17. AKC. Shots. Champion 
lines. 4 6 1 -1 3 2 3 .___ 
_____ 


WELSH CORGIS 
2405 Coffee Lane, Sebastopol 
707-823-2342 
WHILE THEY LAST 
Beautiful purebred white German 
Shepherd 
puppies. 
No 
papers. 
$35 each. Call after 5 & wknds. 
479-1734. 


CARPET 112 sq yds. betge acrilan, 
$2.50 per yd. Turq. lined drapes, 
-I3’X^ ’L A 2£L§9Z 4657 


★ CARPET SALE ★ 
NEW CARPET: 1st Quality Acrilan. 
Kodel, Nylon rolls, 20 150 yards, 
left over from model homes, apt. 
houses 
and 
decorator 
installa 
tions 
Special price from $3 95 
yd 
Will 
install. 
Credit 
terms 
available. 
CALL FOR FREE ESTIMATE 
FLOOR DECOR 
924-1020 
CARPET warehouse sale Sat , Sun 
10 5 
Montecito Cntr. over Good 
man’s. 457-2011. 
CARPETING. Layer has excess. At 
cost. $3.50 & less. C o l o r s . 
Pad/instaL also 388 1562 


CHANDELIER. 
8 candle, solid an­ 
tique brass. 3’ diam. $300 new, 
sacritice $125. 383-4147. 
CLEANINGEST 
carpet 
cleaner 
you 
ever used, so easy too. Get Blue 
Lustre 
Rent Electric shampooer, 
$1. Scott Hardware. 1320 4th St., 
SR. 
____________ 


COFFEE table & 2 end tables. Fr. 
Prov. Very old, possibly antiques. 
Excellent cond. 
Asking $80 for 
all. 456-0818.__ 


CRIB, $25; Serta twin bed set,i$50; 
2 student desks, $3 ea ; child’s 
phono, $5. Exercise bicycle, $50. 
383 0871. 


DESK and chair, $40, nice 
883-5421 


Complete selection of 
leather for every purpose 
Monday to Friday 8 to 5 
C.T STRUVEN CO 
j?3Joseph Ct , S R 479-7422 


LIKE NEW washers and dryers 
used prices. Call 383-0707 
tor Ted in Credit Dep t 
j 
LIMED oak dbl 
bed/Sealy 
matt , 
wal. mirrored dress, tbl., chest 
drawers All $75 924-3757 
___ 


MOVING, 
must 
sell 
Handsome 8 
pc. dining room set with beauti 
ful china hutch, cost $700, sell 
$150 or otter 
Also 
bookcases, 
chests of drawers, washer/dryer, 
redwood 
picnic 
table 
set, etc. 
435 1142. 
NEW 
& 
Used 
Sewing 
Machines 
from $19.95 
Vacuum Cleaners 
from $19 9b 
We feature VIKING 
& EUREKA. Automatic Sewing & 
Vacuum 
Center, 
914 C Street, 
San Rafael. Phone 456 7342.___ 
OUR rune store buying power al­ 
ways allows us to sell for less. 
MOLDINGS MATS GLASS! Hundreds 
of ready made frames 
MACKEY PICTURE FRAME CO. 
1113 2nd St.. S R 
457-0495 


Miscellaneous Far Sale— 254 


LUCITE 
plastic sheets 
(clear 
as 
I 
lass) factory 2nds. Save 50% 
tyrene pellets 12 cu. ft. $11.95. 
Fiberglass 
mat 
49c 
yd 
6211 
Telegraph. Oakland. 653-3588._ 


'★ MATTRESSES ★ 
I 
from 
factory 
to you. 
Compare 
quality & price before you buy : 
anywhere. San Rafael Mattress, 
148 E Mitchell, S.R. 479 5224 
MINI Norcold refrig., $70 Ski rack. 
$10. Medit. coffee tbl., $35 Crib, 
$25 Aft. 4, 456-4905.___ 
★ MOLD 
GLAZES ★ 
50% OFF 
STANTON’S CERAMICS 
813 Grant. Novato 
897-4664 


SECOND ACT 
Next-To New Clothing 
751 ST. Drake. S.A. 456 7062 
Clothing Taken On_Consignment 
SKI 
POLES, 
never 
used, 
1 
pair 
aluminium. 
46"; 
2 
prs. 
steel, 
52". $8 pr. 453-3004._________ 
SLIDE cube projector. Bell & How­ 
ell, 
w/remote 
& 
auto, 
focus. 
$100. 4 79-9166 eves., wkends 


SPRAY COMPRESSOR SALE 
1 only — 
regularly $436.35. 1- 
1/2 hp, now only $299.50. 1 only 
2 hp. 220v ASME Tank model, 
reg. 
$600, 
now 
only 
$399.50. 
Empire Paint Co., 815 3rd St., 
SR 4 57-0102_______________ 
STAINLESS steel shelving, flake ice 
mach. 
w/syrup dispens., N.C.R. 
cash reg. Fawn cig. mach. Many 
other misc. rest, equip. & supp. 
388 9167. 
_____________ 
SUPER 8MM camera & proj., water 
air cooler, elec. typewrtr., 7’ sofa, 
Amana refrg. & freez. & a lot 
m isc. 388-9167. 
___________ 
TRUCK LUMBER RACK 
for 8’ bed. Like new. Best offer 
Call 457-1881. _______________ 
USED houseware - homeware bar­ 
gains galore. - Washers, dryers, 
stoves, 
furniture, 
knick-knacks, 
books, 
piano, 
rugs, 
pictures. 
Browse A Round Store, 1599 Sir 
Francis 
Drake. 
Fairfax. 
Phone: 
456 2780 _______________ 
VARIOUS pieces of furniture, car­ 
pets. other home furnishings. Pri­ 
vate party. 433-1861, ask for Mr. 
Burkhart. 
Weekends 
call 
897 
8082._ 
______________ 
VICTORIAN sofa; matching sofa & 
chair; oak rocking chair. All new 
ly upholstered^ 454-2981^____ 
WAiER 
SKI. 
Maherajah, 
concave 
slalom ski w/viny! carrqing bag 
9-91/2’ size, like new, $75. Life 
line boat racing vest, never used, 
$60. Ph. 897-6491 ____________ 


WEDDING RINGS: 2 sets; 1 quarter 
karat 
center diamond w/11 
at 
02 karat each. Single cut side 
stone. Appraised at $269, best 
offer Also 1/5 karat center stone 
w/8 at 
01 karat single cut side 
stones. Value $192.80. best offer. 
897-7816. 
________________ 
WE WILL SELL any item we rent. 
See our ad in C l a s s #2 84. 
United Rent AII_ San Anselmo. 
WIG 
Brunette. 
Never 
been 
worn 
Human 
hair, 
short. 
Orig 
cost, 
$125. Sac at $75. 383-4290. 
YASHICA ELECTRO 35. Exc. cond 
DXF 
1.7, 
with 
electronic 
flash 
included. $110. 479-7600. 


Tuesday, January 19, 1971 
J fà ò r p fn & g n t- ilflu r n a l. 2 5 


Equipment Rental— 284__ _ _ _ 


SEE BUTLER’S MAGNAVOX AD 


in Class #21 j? for TV rentals. 
UNITED RENT ALL can provide your 
garden & yard tools - household 
equipment • party and banquet 
items - convalescent needs 
101 
San San Anselmo. 453-5962. 


Machinery— 290_ _ _ _ _ _ _ _ _ 


HYSTER turret truck Motive power 
with trailer hitch 
See at 291 
Flamingo Rd., Mill Valley. 383- 
5315. 


Miscellaneous Wanted— 296 


6 OAK CHAIRS 


461 5038 
________ 
BEEN LOOKING? 
Why not a small ad here? It will 
go into 7 out of 10 Marin homes 
EVERY night! Surely one of these 
thousands of readers has JUST 
what you want. Phone the l-J, 
453-4000 right NOW! 
____ 
CASH for clothes dryers, 
working or not. 
________ CaJl 8 9 7-1 819____ 
COIN COLLECTIONS, one or in lots. 
Any coins prior to 1965. Call 897- 
6502._________________________ 
USED SAFE 
Appr. 
60". 
Details, 
including 
price to l-J Box 509. 


Marin County— 318_ _ _ _ _ 


2 HOUSES 


For The Price of 1 


Two bdrms., level, 75x100’ lot. 
Present 
income 
from 
1 
home 
$185 mo., which could 
be in­ 
creased with repair work on the 
2nd home. The price is right! 
$22,500 


Marin County— 318 


IF 


GOLF 


swimming, tennis, friendly neigh­ 
bors, school bus at door is your 
thing, one of these is for you. 


Townhouse: 3 bdrms., 3 baths. 
Lock the door & travel. Asking 
$50,000. 


3 bdrm., 2 1/2 baths. The family 
room has a beautiful fireplace & 
there’s 
a 
formal 
dining room. 
Priced at $54,950. 


2 bdrm , 2 baths — 
right on tha 
fairway. This is perfect for tha 
teenager or mother-in-law situa­ 
tion Offered at $56.500. 
456 1282, REALTORS 


HOME & LAND CO 


JUST LISTED— $38.950 


A VERY PRIVATE HEAVEN with old 
world charm 
2 bdrm home set 
on about 1/2 acre of l o v e l y 
gardens, patios, decks & a view. 
A MUST SEE. 


★CREST PACIFIC 


24 HOUR SERVICE 


1414 Lincoln, S.R. 
456-2350 


a 
1) 


RealtorW. JOHN MOUNTZ 
454-8500 


PLAYHOUSES 
Storage sheds & dog houses All 
redwood 707 763-6306. any time. 


POOL TABLE. $85 


388 4417 
★ POOL TABLLS 
DEALER ★ 
Country Club Billiards. 5941 Red 
wood Hwy Ignacio. 883-9984 
RÔLLEIFLEX 2.8 F Planar 120/220 
Almost 
new, 
with 
accessories. 
$330. 454 1487 


SAVE ON PICTURE FRAMING 


FACTORY TO YOU 
Unfinished picture frames. 
Frame-it-yourself moldings 
FREE INSTRUCTIONS 
CREATIVE MERCHANDISERS 
285 Jacoby St., S R 
453 7346 
(Open 7 Days) 


Aviation-Airpianes— 260_ _ _ _ _ 


PARTNERSHIP available in 
1969 Cessna 150 Commuter. 
Call 472-2463 after 6 p.m. 


Office Equipment— 266_ _ _ _ _ _ 


LATE model Royal & Olympia type­ 
writers, 30% off; desks, 20% off; 
file cab., 20% off; typing stands, 
20% off. Cosgrove Office Equip., 
1542 4th. S,R^453J)227:^ ^ _ _ t 


Boats Supplies— 272_ _ _ _ _ _ _ 


23’ SLOOP, hull and mast recondi­ 
tioned 
Needs 
some 
deck 
and 
cabin work. $450. 453-8422. 


1 9 6 8 
Chrysler 
Cadet 
fiberglass 
boat 
30 h.p. Johnson eng., tilt 
trailer 
plus 
1959 
Pontiac 
sta. 
wag 
Fully equipped mcl. factory 
air The wife says get rid of your 
toys 
so make me an offer. 883- 
7948. 
_____________ 


1 7 ’ 
FIBERGLASS 
trailer, 
33 
HP 
Johnson, like new. Convert, top, 
stor. cov., etc. 897-7344._______ 
15’ MAHOG. hull over glass 55 HP 
Merc, outboard, trlr., $495/offer. 
388-0718.___ _________________ 
14’ BOAT. 7-1/2 h.p. motor Trailer, 
lights, oars, sails, mast. Moving, 
must sell. $150- 454-3065._____ 


14' BOAT & Trailer, $200 
Call aft. 6 P.M., 924-2492 


HAY FOR SALE 
Alfalfa. Oat & Straw 
190 So Novato Blvd., Novato 
Open Every Day_______ 
Garage-Rummage 
Sales— 242 


Pets— 238 


3/4 
LAB, 
1/4 shorthair puppies. 
Good hunting dog, good pet. $10. 
Call 897-6613. 


MOVING SALE. Some furn., appl., 
clothes, books, odds & ends. 412 
Jewell St.. S.R. 453 8370. 


25 Gallon Pemco Aquarium 


Complete, $50. 
383-1292 
ADORABLE cockapoo pups, females, 
6 wks. A must see Show in your 
home. $25. 453-7170.____ 


AFGHAN PUPS. $150 up. AKC 


and shots. 454-5505. 


Antiques— 248 


AKC miniature dachshund puppies. 
6 wks. Adorable. 2 M, 1 F. $100, 
_ $125. 479-1633 aft. 5/wknds.__ 
AUSTRALIAN Shep.-beagle mix. fern 
ale, 4 yrs., needs good home. 
Healthy, lovable. Free. 383-0749. 


AUSTRALIAN SHEPHERD. Reg. Work 
ing ranch dogs, 10 weeks old. 
Ready for training. $75 & $100. 
453-7312. 
AUSTRALIAN Silky Terriers, 13 wks. 
AKC. All shots. To see is to love. 
Phone 456-3097. 


2ND DUTCH AUCTION. 1 regulator 
school 
clock 
will 
be 
reduced 
$1.00 every day until sold. The 
Warehouse 
Antique, 
815 
Grant 
Ave., Novato. Lots of new & used 
furniture. Hours: Tues thru Sat., 
10-3; Tues & Thurs. eves., 6-9 
PM. 


BASENJI • African barkless dogs. 
Male 
and 
female, 
2 1/2 
years 
oid. 
Papers 
Included. 
707-763- 
8898.____________________ _ 
BEAUTIFUL kittens, striped & black. 
3 males. Free to good homes. 
Box trained. 456-8831__________ 
BEAUTIFUL 
Samoyed 
puppies. 
2 
months. AKC, shots. 
883 6915__________ 


BURMESE kittens, reasonable 


Phone 332 5380 


BELT BUCKLE COLLECTION 
Some Wells Fargo. Approx. $25 
each. Call 383-1276__________ 


CLEARANCE 
1000 antiques reduced 
Up to 60% off. 
Jodys Junction 
160 Almonte Blvd., M.V. 


DID YOU KNOW??? 


Something exciting & unique is 
happening in Marin? The Collec­ 
tive, a showcase of 18 Antique 
Shops under one roof, is opening 
in SAN ANSELMO on JAN. 31st. 
Sales people & all services are 
provided for a nominal fee 
Re 
servations are being accepted for 
the few remaining spaces. For 
inform, call 453 1780. 


PLAYER’S PIANO ROLLS, collectors - 
1896 on. 
___________ 892 5868___________ 
THE ANTIQUARY 
First 
anniversary 
sale 
English, 
French. American Country antiques. 
312 Sir Francis Drake Blvd . San 
Anselmo. 10 5, Tues. Sat.; Sun. 1-5. 


DOG RUNS 
PORTABLE 
Dog houses, storage sheds, play 
house. 707 763 2371 eves , 763 
7J 22. 
_______ 


DARK ROOM equipment 
Complete 
B & W & color 
Durst M 301 I 
enlarger, 
P/C 
& 
color 
filters, I 
timer, trays & processing tanks. | 
Over $300 invested, asking $175. 
435 0980 eves. 


DISHWASHER. 
Whirlpool 
portable 
Exc 
cond., $75 
Standard bath 
encl. doors. $10. 924-9386. 
DISHWASHER. WhTrLPOOL 
Excellent condition. $50. 
456 1993 
DISHWASHER, like new, $125; rat- 
j 
tan trunks, $13.50 each; clothes 
hamper, 
$5 to 
$7.50; 
Polaroid 
camera. $20. 388 2493 
DOUBLE BED, $12, refrig., $50, gas 
stove, $12; chandelier, $4. 479- 
6979, eves. 
_____________ 


ELEC. stove w/ovens, used, $39; 4 
burner surface range, used. $25; 
Day 
& Night furnace. 
125,000 
BTU, 
used only 6 mos., repos­ 
sessed (takes air cond.) $198. 
ONGARO & SONS INC. 
454-7400 
ENCYC Britannica and year books 
1956 to 1970. $70 
Phone 456- 
4091*__________________________ 


FRIGIDAIRE 
refrig. 
Clean through 
out. 
good 
working 
order. 
$35. 
Phone 479-6274.______________ 


FIREPLACE WOOD 
Fir. $36 cord Oak, $50 cord. Free 
delivery. 707-795-4202 
FIREWOOD, hardwood. $25 cord, $5 
del 
charge 
454 9901. 12-9 pm. 
Chain saw service. 


FIREWOOD, oak, split, dry, stacked. 
$33 tier. $65 cord. Free delivery 
707-539 4156.__________ _____ 
FIREWOOD for sale: Oak. madrone, 
eucalyptus, fir. D & N Firewood, 
390 McDowell Blvd. No., Petalu 
ma 707-763 3621. 
FRIGIDAIRE 
refrig. Clean through­ 
out, 
good 
working order. 
$35. 
Phone 479-6274______________ 


FREIGHT ON HAND: 17 pc. water­ 
less 
stainless 
steel 
cookware 
sets, lo heat. Reg. $199.50 hm 
demo price. Dispose $62.50 set. 
Call collect, Mr. Thom, Copy Pap­ 
er 
Freight 
Warehouse, 
Los An- 
getcs. (213) 466-3234._________ 
FRUITWOOD breakfront tbls., chairs, 
din. rm. set, tools. Moving, will 
sacrifice, 388 6206.__________ 


FURNACES • USED, BL0WeT 
ALLEN HEATING__________ 924 2425 


GE 
refrigerator, 
good 
condition I 
$90. Phone mgr. 388 6644. 700 ’ 
Town & Country Vill., M.V. 
! 


GIRL'S white Provincial dbl. hdbrd., j 
dresser w/mirror & nite stand 
Misc. furn 435-4186. 


★ ★ ★ 
SALE 


FLOOR COVERING 
20 to 50% on all items in stock 


Armstrong Sheet Vinyl 
Now 
Was 
Pirelle 
$8 95 
$4 45 
Sherwood 
9 50 
6.65 
Cambrelle 
9 50 
4.75 
Coronelle 
9 95 
7 95 
Cushioned 
9 55 
Coronelle 
11.95 
Solarían 
8.95 
6.25 
Montina 
9.95 
6.95 
Sabril 
4 95 
3.55 
Rochelle 
4 95 
3 50 
Brigantine 
4 95 
3.50 
Palestra 
4 95 
350 
Terrina 
4.50 
3.15 
Come Maible 
4 50 
2.55 
Santa Cruz 
3.95 
3 15 
Castillian 
4 50 
2 25 


ARENA CRAFT '69. motor, trailer, 
ski equipment, life jackets, many 
extras. CalJ 479-44602.__________ 
BOAT, 75% completed. 8 x23’, ply­ 
wood fiberglass. Must sell. Call 
Santa Rosa, 546-7390._________ 


CAiT 
E x c e l . cond 
Loaded 
w/extras 
Slip 
available. I 
£5fi95/offer. 408-246-1306 eves. 


FREE classes in Piloting. Seaman 
shiD and small Boat Handling 
UNITED STATES POWER SQUAD 
RONS. Register at openjng ses 
sion 
7:30 
p.m., 
Jan. 
26, 
San 
Rafael 
High, Jan. 27. Redwood 
High, Jan. 28, Novato High^ 
; 
INSIDE STORAGE 
Boats, cars, etc. Larkspur 
$ 19/mo. 924-0464 or 383 0475 


WANTED: Used E! loro Sailboat 
Call 924-2448 


WANTED: 3-7 kw. GENERATOR 


Pref. Diesel, 
any cond 
383 4642 


ASSUMABLE 6% LOAN 


This two bedroom, hilltop home 
has a fabulous view, full sun, 
perfect weather. Immaculate in­ 
side and out. All electric kitchen, 
drapes and carpets. Huge living 
room has a Franklin stove and 
opens to big sunny deck. Assum­ 
able $21,000 loan has payments 
of 
$184 
including 
taxes 
and 
insurance. 
Less than 
rent! 
For 
price $29,500 including a Dough 
boy Pool. 


LASH REALTY 
55 Broadway, Fairfax 
456-6400 
Eves. 454 7386 


BROWN SHINGLE 


On a level lot two blocks to town, 
and an easy walk to schools, this 
4 
bedroom 
older 
home 
needs 
some work. It has a huge living 
room with a fireplace, a 
nice 
family kitchen and a sunny brick 
patio. We think it’s,a fine value 
for someone who's not afraid of 
a little work. $25,000. 


LASH REALTY 
55 Broadway 
Fairfax 456-6400 
Eves. 453-1773 


$24,950 
MORE THAN MEETS THE EYE 
A level site. 55x141, a live year 
around creek along the rear peri­ 
meter 
of 
the 
property. 
Just a 
short walk to shopping center, 
Drake High and commute bus. 
This is a large 2 story home with 
2 
bdrms. 
and 
bath 
on 
upper 
level, lower area with 2 addition 
al bdrms. and 
1/2 bath. Com 
plete built-in elec. kitchen, w/w 
carpeting, 
central 
heating 
sys 
tern. Easily financed. Eves., Mr. 
Attell, 897-5453. 


$27,950 
Kentfield— Large Family Home— 


A 2 story residence providing 4 
bdrms.. 
2 
baths, 
family room. 
Walking distance to College of 
Marin, 
shopping center 
and a 
perfect commute to San Francis­ 
co. Brick patio, private rear gar­ 
den. 


GALLAGHER- 


STURIALE 


REALTOR 
310 Sir Francis Drake 
San Anselmo 
456-6262 


SELL IT QUICKLY 
WITH AN l-J WANT AD 


We have 12 level building sites 
to choose from. All with panor­ 
amic views, some marine views, 
the sky line of San Francisco, Mt. 
Tamalpais & the East Bay. A 
quiet traffic-free location with 
elementary 
schools, 
shops, 
& 
transport, less than 5 minutes 
away. Located in San Anselmo. 


A FINISHED home built to your 
specifications, including the lot, 
can be yours. 


Select your colors, appliances, 
tile, carpeting, etc. 


These new homes are exclusive 
with 
this 
office. 
Priced 
from 
$39,500 up. 


YOUR OWN HOME MAY BE 
TAKEN IN TRADE. 


For 
further 
information, call our 
office. Eves. Mr. Jon Ghinnghelli, 
456 5447. 


GALLAGHER- 


S1URIALE 


REALTOR 


310 SIR FRANCIS DRAKE 
SAN ANSELMO 
456-6262 


★NEW LISTINGS 


NOVATO 
Located 
in 
Pleasant 
Valley. 
3 
bedrooms, 
2 
baths, 
brick fire­ 
place, large all electric kitchen, 
2-car garage, fenced yard. Home 
vacant, 
immediate 
occupancy. 
Owner 
anxious 
to 
sell 
has 
purchased another home. Wall to 
wall rugs. Asking only $27,750. 


PERACHIOTTI 


REALTY 


400 ROWLAND BLVD 
NOVATO 
892 5430 
EVENINGS 892 5986 


Marin County— 
318 


★ San Rafael Duplex^ 
$32,500. 
Ideal location, near San Rafael 
High 
and 
Montecito 
Shopping 
Center. 
Main 
unit has 2 bed­ 
rooms, family room, dining room. 
Kitchen with breakfast area, re­ 
frig. & range! 
Other unit is a 
studio with kitchen, bath, private 
entry. Level yard fenced & land­ 
scaped. Exclusive. 


RIVERS-JACKMAN 
Realtor 
6 RED HILL 
SAN ANSELMO 
Phone 453-3158 


JACKSON’S 
Corner Woodland & Dubois 
San Rafael 
454 3740 
Open 7 to 5 weekdays 
_________ 9 to 2 Saturday 


★ 
★ 
★ 
SEMI-ANNUAL 


Persian Rug 


SALE 


SAVE 


20% to 50% 


On All Items 


In Stock 


> Largest 
selection 
in 
Northern 
Califgrma. 
► Imported directly from Iran. 


Rezaian 


Persian Rug Co 


(Open 7 days 116) 
256 Shoreline 
At Tam., Junction, 
Mill Valley. Phone: 383 ¿733 or 
388 9637. 


• 
NIPPER & MARCHANT 
• 


$22 500 HANDYMAN’S NIGHTMARE. Change this Santa Venetia house to 
a home 
4 bedrooms, 2 oaths, patio, built-in stove and double 
garage Financing like this is a seldom found thing. 10% DOWN, 
8 1/4% INTEREST, 30 YEARS. NO POINTS. An opportunity only once 
in a long time. For family short on money — 
long on labor. 


$24 000 CLOSE IN SAN ANSELMO solidly built home. Just listed 
in 
commercial zone. Kitchen needs remodeling 
2 bedrooms plus. 
There's a full basement and large level site. Lots of possibilities. 
Move right in 


$24 500 
DRASTICALLY REDUCED 
Tremendous buy — Downtown San 
Rafael, ideal for modest investor or perfect to live in one unit and 
have income. Choice level property on E St. 


$38,500 A KENTFIELD SPECIAL — right near the college 3 bedrooms. 3 
baths, modern kitchen, family room, breakfast room and base 
ment In law apt easily arranged in rear Must be sold to settle 
estate. Move right in 


$39,000 
EVERYTHING IS HERE. Beautiful —— understatement of 1971. 
Stunning heated and filtered swimming pool, decks and patios. 4 
bedrooms, 2 baths, family room, carpets and drapes — superb 
decor. In nicest Novato area It s just very special. 


$45,000 NO WHERE MORE A like new home in San Anselmo with space 
galore. Spectacular view and easy walk location. Big living room, 
dining room, 4 bedrooms, 3 baths, 2 fireplaces, tumpus room and 
great 
built 
in 
kitchen 
with 
large 
eating 
area. 
Immaculate 
condition Must be sold immediately. Let us show you this value. 
Exclusive. 


$47.950 
SEE 
THIS 
LOVELY 
San 
Rafael 
home 
near 
yacht 
harbor 
Beautiful SWIMMING POOL, covered patio and quiet gardens — all 
level 
3 bedrooms. 2 baths, extra large garage, closets and built 
ins galore. So attractive. 


$79 950. LOCH LOMOND — 
on a corner level site. Spacious home 
! 
meant for the large family. 5 bedrooms 4-1/2 baths, den, family 
room and enclosed porch 
Lots of sparkling perfect extras 
The 
yard is planned for family fun with swimming pool, children s play 
area and decks. It’s luxury thruout! 


SMALL H O M E - 


LARGE LOT 
$19.500 
Expandable home on approx. 1/3 
acre 
Gentle downslope view lot. 
Privacy. 


LARGE H O M E - 


SMALL LOT 
$¿0.950 
5 plus bdrms., central hall plan, 
2 story. Rentable rooms or for 
large family. Will trade for small­ 
er home, perfer Corte Madera or 
Larkspur. 


Frank E. King, Realtor 


K I N G 
' 
1607 5th Ave . S R. 
457 1855 


SPACE 
3 bdrms , family room, plus 16 x 
22’ 
recreation 
or 
all 
purpose 
room. 2 baths. Near high school 
Asking $35.950. FHA or Gl loan 
to qualified buyer. 


$33,950 
CORNER view lot. Extra large 3 
bdrms., 2-1/2 baths. Owner will 
assist with financing. Try $3,400 
down! 


• 
NIPPER & MARCHANT 
• 


Corner 2nd & E Sts., San Rafael. 
MULTIPLE REALTORS 


MARIN TOWN 


& COUNTRY, RLTR. 
Cr 3rd & D Sts., 
San Rafaal 
454-3145 
Day or night call 456 9622 
1 EVES 924 9203 892-2779 897-7265 


r n 
26 3 n h f p r n f t f t ii- 3 g u n t d , 
Tuesday, January 19, 1971 


WTHRIFT ADS 
|f* 
A . J lim t, 4 doys $3.00 


Cirte Matea— 346 


P'lvOt* por*iM only. 


> 
Prie# e< oil I'tmt 


each ad 1250 


O f I« * » . 


m 
z 
453-4000 


fttarii CoMty— 318 


Gl & FHA ★ 


FINANCING 


AVAILABLE NOW! 


Four Stars ★ ★ ★ ★ 


Like a great movie, this is a rare 
"h it” with one great feature after 
another. Just look! 


★ 2 story beauty, shake roof, in 
lovely Vista Del Bahia 
★ 4 
bedroom, 
2 
bath, 
terrific 
modern kitchen. 
-At Huge 
patios, 
large 
Anthony 
Pool, room for expansion. 
★ Top schools, close to shops, 12 
minute commute. 


Call today for your ticket to see 
this 
outstanding 
attraction 
at 
only $44,500. 


Earle & Solvason 
Realtors 
924-0442 


Dominican— 352 


If you are short of cash for that 
down payment but your earnings 
are good . . . it’s time to phone 
j your nearest TIMMER office . . . 
we'll help you get that loan!!! 


BEST BUY-DOMINICAN DR. 
$54,950 


3 bdrms.. 2 ba., family room, 
heated 
& 
filtered 
pool, 
Tiki 
house. This you should see. 


CAL WEST PROPERTIES 
YOUR CHOICE 
of 2 fine 3 bedroom. 2 bath, 
family room homes in West Nova 
to at $28,950 . . . others availa­ 
ble in San Rafael and Petaluma 
. . . it won’t cost you a penny to 
pick up the phone and inquire 
about our excellent Gl and FHA 
financing programs!!! 


TIMER'S 


San Rafael 454-8002 


Terra Linja 479-2404 


Realtor PHONE ANY TIME! 


Bel Marin Keys— 328______ 


3 & 4 BEDROOM waterfront homes. 
Priced from $28.000 
Bel Mann 
Keys Realty, 883-7656. 


3 BEDROOM HOME. 


Dining 
room, 
family 
room, 
2 
baths. AEK. Fireplace. Fully car­ 
peted. Burglar alarm, Priv. boat 
dock. 2 car garage. Approx. 4 
yrs. old. Nice yard. $48,200. 


0. F. CONTI 
REAL ESTATE 
* 801 D St., Cor. 2nd, San Rafael. 
i 
Call 456-1945. 


479-9210 
Eves: 454-2519 


Fairfax— 356 


See this! A fine 3 bedroom, 2 
bath with a l a r g e deck and 
floating dock big enough for a 
large 
boat! 
Deep 
water! 
Fully 
landscaped. Try 10% down . . . 
, 
annual percentage rate 8%. A 
j> great buy at $47.950. Realtors. 


i T I M M E R ’ S 
208 Northgate Shopping Center 
Terra Linda 
til 8 p.m. 
479-2404 


JUST REDUCED V 
$46,750 
ABSENT 
OWNER 
says 
reduce 
$1000 per month until sold! 


Cast off for water skiing on the 
lagoon, sailing on the lagoon, 
sailing on the bay or, if you 
prefer, go fishing in your own 
backyard. 
A 
little 
bit 
of 
the 
Carribean goes with this 3 bed­ 
room, 2 bath home. 


Wm. BUSH 


813 A St. 
San Rafael 


REALTOR 


Eves 
456-2020 
883-4074 


Belvedere— 330 


DOCK, DECK AND DAVIT 
Waterfront - your own shoreline. 3 
bdrm. (plus studio) home only 1 
yr. 
old. 
Exquisite 
architecture. 
Features cedar exterior and inter­ 
ior trim. Dream kitchen. Golden 
Gate view from 
formal 
dining 
room and inviting bay window in 
high ceiling living room. $119,- 
500. Eves. 388-8680. Realtor. 


"Expanding Residential 
Department Needs Salesmen." 


| Coldwell, Banker 


500 Sir Francis Drake Blvd. 
Greenbrae 
461-2020 


Bolinas— 336 


NICELY kept 2 bdrm. A den or 3rd 
bdrm. 
home on 
paved 
street. 
Spacious 
paneled 
living 
rm., 
, w/frplc. W/w carpet, mod. kit. Nr. 
recreat. center & Agate Beach. 
I 
$18.750. 


2 bdrm. home on Mesa. Nr. 
Ocean 
Parkway. 
Lg. 
garage 
w/extra half bath. Fenced yard. 
$17,500. 
454-1234. 
RUFER, REALTOR 


Corte Madera— 346 


I 
A B R A M S 


2 STORY home, large living rm., 
w/frplc. Mod. kit. Master bdrm. 
has bath & v a n i t y room. 2 
bdrms., w/priv. baths down. Cus­ 
tom home designed for comfort 
& flexibility. 3 sun decks. $39,- 
500. 


SECL. WELL KEPT 2 bdrm. Level, 
fenced R-2 lot. Nr. Deer Park. 
Owner will help. $16,900. 


RUFER, REALTOR 
454-1234 
1 BEDROOM. 1 ba., dinette, living 
room. Den or possiblei2nd bdrm. 
1200 sq. 
ft. Enclosed garage. 
Woodsy, 
large 
trees, 
beautiful 
view, 
large 
lot. 
$19,500. Call 
456-7384 after 6 pm. 


★ NEEDED ★ 


New owner for super little starter 
home or rental income. 2 bdrm. 
in good condition. $21,950. 


JAMES HARVEY 


Brokers & R E. Consultants 
917 Sir Francis Drake Blvd. 
KENTFIELD 
453-2230. 


Glenwood— 362 


★ $36.500 ★ 
JUST REDECORATED! 
OWNER TRANSFERRED! 


This immaculate 3 bdrm., 2 bath 
home was just painted and car­ 
peted 
(over H/W) thruout and 
owner must sell. Long cozy family 
room with fireplace conveniently 
adjoins AEK and dining area! The 
large 
deep 
yard 
is 
great for 
children! Oversized 2 car garage! 
Just listed! 


DON TIMMER 
457-1400 
Realtor 
638 4th St., S.R. 


Greenbrae— 384 


★ BY OWNER ★ 
3 BR., 2 ba. Elec. kit., Deshwash- 
er/disposal, 
fully 
carpeted 
& 
draped. Elec.¡gar. door. Intercom. 
Rotary TV antenna. Paneled liv. 
rm., beam ceil. & stone frplc. 
Patio. Easy maint. Water view. 
Near school & shopping. $39,- 
950. 461-9454. 


is this gracious 4 bdrm., 3 bath 
home w/pool. Lovely living rm., 
formal din. rm., superb gourmet 
kitchen and family rm. Carpeting 
& drapes incl. Boat dock w/easy 
access to Bay. $97,750. 


GRUBB & ELLIS 


Realtors 
1029 “ C” St., S.R. 
Tiburón Lodge, Tib. 
456-3220 
435-0992 


4 BR.. elec. kit., carpets, drapes. 
Fabulous bay view. 
Eves: 924 4849 
$48,750. 
REYNOLDS Realtor 
479 5343 


■Ar i t 'A t i t 


CORTE MADERA’S 
NEWEST! 


Brand spankin’ new 3 bedroom, 
2 bath, 2 level home with Bay 
view. Custom built on 2 lots with 
w/w carpeting, all electric kitch­ 
en, 
large deck. 
Large parking 
area for boat or trailer. Walk to 
bus, 
shopping, 
schools 
and 
churches. Just completing. Excel­ 
lent financing at only $39,500. 


REALTOR 
23 First St 
Village Square 
Corte Madera 
924-1200 


910 Grant Avenue 
Novato 
897-7181 


Montée ito Shopping Center 
Sen Rafael 
457-1650 


FOR SERVICES SEE 
PHONEFOR SERVICE 
DIRECTORY 


SPARKLING ON THE WATER 


In the Greenbrae Marina 15 min. 
from 
the Golden 
Gate 
Bridge. 
Only 2 yrs. old with 7 plus rms. 
in excellent taste. Large family 
rm ./sep . dining rm. The latest 
custom features. Sail, swim and 
fish from your own patio! Exclu­ 
sively offered for the first time at 
$72,500. Realtor. 


"Expanding Residential 
Department Needs Salesmen.” 


Coldwell. Banker 


500 Sir Francis Drake Blvd. 
Greenbrae 
461-2020 


Greenbrae Marina— 365 


LEVEL 
BUILDING 
SITES 
WATER FROM $13,500. 


Kentfleltf— 374 


DUPLEX 


Marinwood— 404 


MODERN RANCH STYLE 
In very best location. Each unit 
has 
beam ceiling & frplc. 
in 
attractive 
living 
room. 
2 
lg. 
bdrms. & extras. Walk to schools, 
college & transportation. 
EXCLUSIVE 
ONLY $42,950 
BOHNS Realty 
456-3250 


BY OWNER. 3 bdrms., 2 ba., AEK, 
carpets, drapes $30.000. 
________Phone 479-7505________ 


Casa Marinwood 


PEACE, 


quiet & a lovely little estate in 
which to enioy it. The prestigious 
Del Mesa area provides the park- 
like 
setting 
& 
the 
charming, 
shingled home fits like a jewel. 
Large, sun-filled liv. rm. & elevat­ 
ed dining rm. capture the view 
beautifully. 
The 
Victorian 
"red 
room" is a delightful surprise as 
is the separate studio. Just re­ 
duced to $59,750.- 


GRUBB & ELLIS 
Realtors 
Tiburón Lodge, Tib. 
435-0992 
1029 " C ” St.. S.R. 
456-3220 


Kent Woodlands— 376 


Sunshine Room 


The heart of this 5 bdrm. home is 
the huge family room opening onto 
the pool terrace and next to the 
perfect party kitchen. Adult retreat 
in the formal English paneled liv­ 
ing & dining rms. Completely level 
lot near the gates of the Wood­ 
lands. $87,500. 
FRANK 
ALLEN 


HOWARD 


OFF 


WATER 
FRONTAGE 
LOTS 
FROM 
$17,500. 


DIR: From San Rafael, South on 
101 Hwy., take Lucky Drive exit 
and follow dbl. yellow line 1/2 
mi. 


GREENBRAE LOTS 
RESIDENTIAL fr. $9,750. 
APARTMENT (6-30) unit fr. $32.- 
000. 
PROFESSIONAL from $45,000. 


THE GREENBRAE CO. 
147 Bon Air Center • Greenbrae. 
461-1550 
Realtors 
461-0200. 


KtotllMd— 374 


OLDER 
2 
story, 
3 
BR, 2 
bath. 
Convenient 
loc. 
Immed. occup- 
Eves: 472-2190. $37,500. 
REYNOLDS Realtor 
479-5343 


Leading Realtors Since 1910 
636 College, Kent. 461-2900 


Loch Lomond— 382_ _ _ _ _ _ _ 


LOCH LOMOND 


Custom 
built VIEW ranch 
home. 1 level, original own­ 
ers. Beautifully kept 3 bed­ 
rooms, 
2 
baths. 
Many 
closets 
A 
built-ins. 
Fruit 
trees, lovely garden, pool- 
site. $55,950. 


PARMELEE REALTY 


16 Mary St., S.R. 
453-5373 


Los Ranchitos— 390 


PEACEFUL OASIS 


Come home to the serenity of 
this CUSTOM HOME set on 1-1/3 
acres 
and 
surrounded 
by OAK 
TREES AND PRIVACY. Enjoy the 
twinkling 
lights 
below as you 
relax in the VIEW LIVING ROOM. 
Throe present bedrooms and two 
baths with an unfinished down­ 
stairs area for additional bed­ 
rooms and 
recreation 
room. A 
winter creek adds further charm 
. . . 900 sq. ft. of decking. JUST 
LISTED. $54,950. 


Fox & Carskadon 
Realtors — 454-1010 
1210 5th Ave., S.R. 
Eve. 924-3076 


T 


from $33,750 


Luxury 3*4 Bedrooms 
Pool and Recreational 
— Facilities — 


CHILDREN WELCOME 


FHA or CONV. FINANCING 


Furnished Models Open Daily 


DIRECTIONS. 
Hwy. 
101 
North. 
Marinwood turnoff to Marinwood 
Ave., left to Casa Marinwood. 


FOX ft CARSKADON 
REALTORS 
479 3089 or 479-9663 


Mill Valley— 408 


2 BDRM. r u s t i c home on Ige. 
wooded lot. 
Dbl. carport, deck, 
Ige. frplc. $38,950. 383-1233 eve 
BY OWNER Lease opt. Equity build­ 
up. 
Spac. 
4 
Bdrm., 
rec. rm., 
deck, view. $550 mo. 883-4862. 


BY OWNER. Lge. unpretentious Mid­ 
dle Ridge home. Gorgeous view. 
Heated 
pool. 
Lge. wooded 
lot. 
$53.800, firm. 383-1631._______ 


BY OWNER. Small house, large lot. 
Ideal for couple or single. $20,* 
000. 383-2016 days. 


CLOSE 


plus 
a 
view of the water & 
surrounding 
hills. 
A 
3 
bdrm. 
home that’s just the right size, 
not too big and not too small. 
Freshly 
painted 
& shows well. 
Owner wants action on this re­ 
cently listed home. $41,000. 


GRUBB & ELLIS 
Realtors 
Tiburon Lodge, Tib. 
435-0992 
1029 “ C ” St.. S.R. 
456-3220 


Marin Golf and Country 
Club Estates— 402______ 


★ DEL-MAR ★ 
Popular best seller . . . just a 
year old . . . in better-than-new 
condition . . . with 3 bedrooms, 2 
baths and a family room. 2-car 
garage 
with 
automatic 
door. 
Professionally landscaped includ­ 
ing a sprinkler system. Fenced. 
It’s near but not on the fairway! 
What a grand place to live!!! 
$49,300. Realtors. 
T I M M E R’ S 
208 Northgate Shopping Center 
Terra Linda 
’til 8 pm 
479-2404 


U R G E FAMILY LUXURY 


HILLTOP - MAGNIFICENT VIEW 
By transfer, owner - avail. Feb. 
Custom 5-6 bdrm., sep. master 
bdrm. 
suite 
has 
den 
& view 
deck. Family rm., dining rm., 2- 
1/2 beaut, baths, 2 extra Ige. 
frplcs., dream 
kitchen 
has re­ 
cessed 
lighting, dbl. 
self-clean 
ovens. Telephone & TV jacks & 
stereo wired thruout. Laundry & 
sewing rm. with view. Full attic 
& many storage built-ins. Tile & 
wallpaper 
in 
entrance 
hall 
& 
baths. 3 car garage.. Low maint. 
yard. Lse./opt. considered. $72,- 
500. 
16 Winged Foot Dr. - 883-7475 


★ CUTIE PIE ★ 


1 bedroom cottage. View. Near 
shopping & transportation. R-3 
zoned. $21,500. 


MARIN TOWN 
& COUNTRY, RLTR. 


Cor. 3rd A D Sts., San Rafael 


454-3145 


Eves. 897-7265 456-0601 456-7999 


LITTLE SPARKLER 
Freshly painted, clean as a whis­ 
tle! 
2 
bedroom 
home. 
Picture 
view, level lot, excellent starter 
home 
or 
ideal 
for 
a 
retired 
couple. Walk to school. $29,500. 
Call 454-2030, Realtor. 


E & UNO CO 


LOVELY 
SPACIOUS HOME IN BEAUTIFUL 
ENCHANTED KNOLLS 
with view, frplc., beam ceiling, 2 
Ige. 
bdrms., 
dining rm. glass 
enclosed lanai & roomy garden 
area. Only $39,720. 
W. Bruce Shafer & Co. 


332-4743 
________ 
NEW 2 BR., w/w, elec. kit., beam 
ceil., secluded, view. Lease op­ 
tion. $32,500. 1-861-5769. 


GREENBRAE MARINA 
$55,250. 


LOCK THE DOORS against high 
rents! 
Buy this new one floor 
plan, 3 bdrm., 2 baths, entry 
hall, 
marble 
fireplaced 
living 
room, fam ily room w/wet bar. 
Modern 
step-saving 
kitchen 
w/pantry. 
Carpets 
and 
drapes, 
too. Convenient to schools, shop­ 
ping and commute. For full parti­ 
culars call NGW! 


GOLF 


& 
COUNTRY 
CLUB 
★ 3 ,4 & 5 Bedrooms 
★ Family rms. or Dens 
★ From $39,950 


★ 1/4 Acre Homesites 
★ 8,500— $17,500 


★ 6 Furnished Models 
★ Open Daily 


COMPARE THE VALUE 


DIRECTIONS: Take Ignacio Blvd. 
turnoff 
from 
Highway 
101, 
5 
miles north of San Rafael. Follow 
Ignacio Blvd. approx. 3/4 mile, 
turn left on Fairway, follow golf 
course, turn left on Carnoustie. 


GRUBB & ELLIS 


883-7806 


REALTOR 
456-3220 


Marinwood— 404 


$36,950 ^ 
Marinwood doll housi; - beautiful 
carpeting - separate family room 
with 
fireplace. 
Separate dining 
room! 3 bdrms. including huge 
master 
suite! 
Lovely 
all 
elec. 
kitchen 
and 
breakfast 
nook. 
Great warmth and charm! First 
time offered! 


Wm. BUSH 


813 A St. 
San Rafael 


Realtor 
456-2020 
Eves. 479-4016 


ALLEN 


Leading Realtors Since 1910 
535 Miller. M.V. 388-2900 


Mill Valley— 408 


LOOKING FOR THE 
UNUSUAL? 


You must see our new EXCLUSIVE 
listing! Cozy A artistic cottage 
with a charming living room! 2 
bedrooms! Huge enclosed deck! 
Separate studio! Terrific gazebo 
for 
outside entertaining! 
Great 
commute! 
Sunny 
side 
of 
the 
valley! You’ll love it! $29,950. 
Nites call 388-4420. Realtors. 
✓ MIDDLE RIDGE! 
FOR THE BUSY 
EXECUTIVE! ✓ 
Minimum 
landscaping 
in 
this 
choice area of Mill Valley! No 
tranquilizers needed here! Beauti­ 
ful tranquil Mountain views! Dra­ 
matic 
A-frame, 
2-story 
living 
room with view windows! Master 
bedroom & bath upstairs! Chil­ 
dren’s quarters consisting of 2 
bedrooms, bath & huge family 
room downstairs! Deck on both 
levels, 
plus a separate dining 
deck in the trees! Vacant! Out of 
town owner most anxious! $43,- 
950! Nites call 388-6447. Real­ 
tors. 
DONALD GEDDES 


REALTY 
MILL VALLEY 
467 Miller Ave. 388-6160 


V-E-R-Y SPECIAL 


Quick commute to S F. Shining 
clean 4 bedroom, 2 bath with 
family room. All appliances, car­ 
pets, drapes and patio furniture. 
Fully 
insulated 
and 
like 
new 
condition. Privacy in very large 
covered patio. $42,950. 


STEWART ASSOCIATES 


Realtors— 924-4200 ANY time 
215 Tamalpais Corte Madera 
Ask for free picture catalog 


Novato— 420_ _ _ _ _ _ _ _ _ _ _ _ 


★ OWN A BOAT? ★ - 


This lovely home has your own 
private dock. The house 
is 3 
bedrooms 
and 
2 
baths, 
elec. 
kitchen, fam. rm., dining rm., 2 
decks & 2 patios. A very nice low 
maintenance yard. Nice view of 
the surrounding hills. It’s a beau­ 
ty for $42,500. 
Eves; Dale Franzke, 
883-7484 


TANKERSLEY 


REALTOR 


1450 Grant Ave. 
892-5008 
Novato 
897-6066 


PERFECT for the young family while 
the interest rates are down. 3 
plus bedrooms, fam. rm. w/built 
in bar & couch, 1-1/2 ba., open 
beam liv. rm. w/frpl., drapes & 
carpets. Low maintenance yard. 
By owner. $25,400. 897-1493. 


SAN MARIN. 4 bdrm., 3 bath, tri­ 
level. iCpts., drps., patio, deck. 
Pool site. Assume G.l. loan. $42,- 
200. 897-3948._________________ 


THINK AHEAD 


Just listed, 
3 
bedroom, 
1-1/2 
bath dining room home on a 
huge 
lot 
with 
possible 
future 
rezoning. A comfortable home to 
live in now and who knows what 
the 
potential 
might 
be? 
Only 
$28,500. 


A B R A M S 
REALTOR 
23 First St. 
Village Square 
Corte Madera 
924-1200 


OUT OF SIGHT 


SECLUDED PRIVACY 


Over 3/4 acre of seclusion & 
privacy with panoramic view. 2 
room (plus) cabin high on a hill. 
Large new sun deck. Down to 
earth living with Mother Nature. 
Full price includes 2 year old 
Baldwin piano. $26.950. 


JAMES HARVEY 


Brokers & R E. Consultants 
917 Sir Francis Drake Blvd. 
KENTFIELD ______________ 453-2230 
Rustic Redwood 


Nearly new home in a quiet setting 
of huge old trees. 2 story living 
rm., elevated study-den off master 
suite. 3 bdrms., 2 baths, dining & 
brkfst. areas. Open beam ceilings, 
skylites, fireplace & decks. $46,- 
950. 
FRANK HOWARD 


SPACE GALORE 


Ask to see this large home on 
Hillcrest Ave. There are 3 bed­ 
rooms, 
2 ' baths, formal dining 
room with barbecue in addition 
to a beam ceiling living room & 
kitchen on main floor. There is a 
large family room with another 
fireplace on the lower level. Plus 
a 
26x13 
room 
which can 
be 
converted to additional bedrooms 
of ??? $59,950. 


BEAM CEILINGS 
& PINE TREES 


New Morningsun listing, 3 bed­ 
rooms. 2 baths, large living room 
with fireplace. Water view, charm 
& privacy. $35,000. 


Cagwin-Hamilton 


Realtors 
206 E. Blithedale 
388-5113 
M ill Valley 


THIS ONE NEEDS HELP 
For the large family. Great loca­ 
tion across from Park School on 
a large lot. 3 bedrooms, 2 baths, 
family and dining rooms 
Bring 
your hammer, saw, clippers and 
broom. 
$39,950, 
but 
bring an 
offer! 


STEWART ASSOCIATES 


Realtors — 924-4200 ANY tima. 
215 Tamalpais, Corte Madera 
Ask for free picture catalog. 


910 Grant Avenua 
Novato 
897-7181 


Montecito Shopping Center 
San Rafael 
457-1650 


$21,000 


N m b — 420 


A NEW LISTING 


For this 3 bedroom home closely 
situated 
to 
shopping, 
schools, 
and easy freeway access. Needs 
some work but priced right for 
quick sale. Better hurry! 
Eves: 
Gordon Morse, 
897-5867 


“We Help People” 


HENRY HICKS & ASSOC. 


REALTOR 
1683 Novato Blvd. 
Novato 
897-6158 
MULTIPLE LISTING SERVICE 


ASSUME 6-1/4% loan. 3 BR., 2 ba. 
Westwood home w/fam. rm. 4-1/2 
yrs. old. W/w crpts., drps. Ample 
well Indscpd. yard w/patio. Quiet 
cul-de-sac nr. schls., shops. $32,- 
500. Owner, 897-5708.________ 


BY OWNER. 5 bdrms., liv. rm., fam. 
rm., all elec. kit., drps., w/w 
crpt. Nr. scho. $29,700. Aft. 6 
p.m., 897-7432._____________ 
BY OWNER. 3 bdrm., 2 ba., den, 
L.R. din. rm., elec. kit., pool site. 
Large 1st 5-1/2% loan of $21,- 
500 
assumable. 
1208 
Denlyn, 
Novato. Ph. 924-4042.________ 


FREE COUNSELLING 


FOR HOME SEEKERS 
How to buy . . . what money 
plans are available for your specif­ 
ic needs . . . what properties are 
available and how to spot a good 
buy! 
PICTURES and FACT on over 
100 homes in the NOVATO area in 
various 
price 
ranges. 
Examples: 
$24,500 - Lge. assumable G.l. loan. 
$39,950 for a 4 bdrm. and pool. 
Call now for that help you 
need, those answers you want, that 
information 
that 
may 
save you 
many dollars. 


"We Serve You.” 


associated developers 
p rii THPC 


957 FRONT STREET 897-5135 


4 Bdrms., 2 Baths 
Deluxe features that make this a 
real family home. Over 2,000 sq. 
ft. of living area divided into 7 
oversized rooms including family 
room 
(with fireplace), separate 
dining room, completely built-in 
kitchen, central heat, w/w carpet­ 
ing, insulated walls $ ceiling, 2- 
car garage. Full price $39,950. 
Your terms. Try 10% down.' 
P.S. Move right in on approval of 
credit. 
“ Your Friendly Realtor” 


Bellucci Realty 


971 Front S t 892-2231 


Peacock Gap— 430 


★ $55,900 ★ 
*lt has been ¿ompletely redone 
. . . decor by Carla Flood, AID 
and landscaping by Henry Cole. A 
grand rambling ranch-style with 
4 
bedrooms, 
2 
baths, 
family 
room, 
fireplace, 
cathedral 
beamed ceiling and a big double 
garage. Its ready . . . immediate 
occupancy! Realtors. 


T I M M E R ’ S 


3 
bdrms.. 
1 
bath, 
hardwood 
floors, frplc. Large level, corner 
lot. Near shops & schools. Va­ 
cant. 


5 BEDROOMS 


IN SAN MARINA AREA — 2 Story, 
2-1/2 baths, large family room, 
all elec. kitchen, wall to wail 
carpets, 
drapes. 
Fenced 
land­ 
scaped yard. Near schools. Fine 
home for large family. $39,950. 


Knutte Realty 


MULTIPLE LISTING SERVICE 
7395 Redwood Highway North 
Office: 897-1107 
Home 892-9683 


★ $21,500 
No sweeter home to call your 
own than this light and airy 2 
bdrm. charmer. Living-dining rm. 
with fireplace. Kitchen inc. stove 
& refrig. Nicely maintained yard, 
level 
location. Immediate occu­ 
pancy & priced to sell fast. NEED 
WE SAY MORE? 


★ $29,950 
This new listing is something 
special. 
Attractive 3 
bdrm., 2 
bath 
with 
2 
fireplaces, 
large 
family room. Double garage and 
large trailer or boat storage area. 
Owner moving & must sell. Eves: 
892-2016. 


NORTHGATE REALTY 
661 Del Ganado Rd. 
479-2114 


★ $46,950 ★ 
CUSTOM BUILT 
Just Reduced $1550 
Recreation & gama room with 
bar & 
pool table. A separate 
family room, 3 large bedrooms, 2 
baths, carpets, drapes, all elec. 
kitchen plus a 20 x40’ haatad & 
filtered pool with sweep, a per­ 
manent BBQ built on large patio, 
large 2-car garage, low mainte­ 
nance yard. This home excellent 
for outdoor living & entertaining. 
Located in area of custom built 
homes. 


PERACHIOTTI 


REALTY 


400 ROWLAND BLVD. 
NOVATO 
892-5430 
EVENINGS: 897-4469 


901 
San Rafael 
*B” St. at Third 
’til 8 pm 
454-8002 


Ross— 431 


NEW LISTING-EXCLUSIVE 
ROSS-SHADY LANE 
A home with charm, liv. rm. with 
fireplace & 
built-in bookcases, 
din. rm. and fam. rm. Completely 
modern kitchen, 2 Ige. bdrms., 2 
ba. New convenient carport. All 
on generous level lot. $45,000. 
Eves. 435-1835. Realtor. 


"Expanding Residential 
pDepartment Needs Salesman.” 


Coldwell. Banker 


500 Sir Francis Drake Blvd. 
Greenbrae 
461-2020 


San Rafael— 444 


SHADY LANE • $32,500 


2 bedrooms plus sun room. For­ 
mal 
dining room. Living room 
with huge fireplace. Level, beau­ 
tifully Idscpd. lot. 


MARIN TOWN 
& COUNTRY, RLTR 


Cr. 3rd & D Sts., 
San Rafael 


454-3145 
Eve. 456-0601 924-9203 456-7999 


San Anselmo— 440 


CAPE COD 
The charm of a New England 
home 
combined 
with 
a 
large 
level lot with a 2 car garage, in 
a choice close in location. All 
this beauty needs is some paint 
and a picket fence on the front 
yard. The living room is extra 
large with a fireplace. Formal 
dining room. Kitchen with porch, 
2 
large 
bdrms. 
complete this 
charmer. Offered at only $27,750. 
Hurry on this one. 


San Rafael— 444 


D-A-V-l-S 
Realtors 
1405 5th Ave., S.R. 
454-3522 


DOMINICAN COLONIAL 


on spac. crnr. lot with pool site 
& grassy play areas. Arch, de­ 
signed. 
Traditional 
charm 
* 
warmth thruout. Serene liv. rm. 
has marble fireplace & bay win­ 
dow seat. Form. din. rm., fam. 
rm. with brick fireplace, 4 bdrms. 
& den, 2 bas. & powder mr. 
Super-sized master bdrm. $65,- 
000. Eves: 453-8881. Realtor. 


^‘Expanding Residential 
Department Needs Salesmen.” 


Coldwell, Banker 
500 Sir Francis Drake Blvd. 
Greenbrae 
461-2020 


FANTASTIC 
contemporary 
ranch 
style. 3 bdrm., 2 bath, split level. 
2 huge fireplaces. Mint condition. 
All 
elec. 
kitchen. 
Many, 
many 
extras. 
No 
maintenance 
yard, 
beautiful 
protected 
patio, view 
oriented 
decks 
(Mt. 
Tam, 
bay 
view and yacht harbor). Close to 
everything, custom built, privacy. 
TRY 10% DOWN. Only $46,500. 
Realtor. 
T V McGUIRE 
★ 
456-5545 
NOW! at 506 3rd St. San Rafael 


✓ FOR THE FUN 
FAMILY! ✓ 


fn beautiful Loch Lomond, this 
lovely 3 bedroom, 2 bath home 
has every convenience for the fun 
family I 
Besides the heated 
& 
filtered SWIMMING POOL, there is 
a large family room with built-in 
barbeque! 
Also close to yacht 
harbors! 
Handsome living room 
with cathedral beamed ceiling & 
fireplace! 
Terrific 
assumable 
l o a n ! Owner will carry some 
financing! 
And 
PRICED 
RIGHT! 
$58,950. 
Nites 
call 
456-6229. 
Realtors 
DONALD GEDDES 


REALTY 


SAN RAFAEL 
1400 Lincoln Ave. 456-5040 


Large 
ranch 
home! 
Beautiful 
grounds! Huge brick patio! 3 BIG 
bdrms! Family rm! Indoor BBQ! 2 
way fireplace! $37,500! 
FRANK HOWARD 
ALLEN 
Leading Realtors Since 1910 
4th A Grand, S.R. 456-3880 


★ SLEEPY * 
Hollow! 
A delightful 3 bedroom, 3 bath 
on a near-acre with a stable and 
corral for 3 horses! Huge deck. 
Separate family rm. W/w carpet­ 
ing. Excellent privacy. If you are 
looking for an ideal placa to live 
and keep a horse or two . . . this 
is for you!!! $56,500. Realtors. 
T I M M E R ’ S 
901 "B" St. at Third 
San Rafael 
’til 8 pm 
454-8002 


Saw Maria— 443_ ________ 


BY OWNER, 3 bdrms., 2 ba., fam. 
rm., 
Ige. 
backyard. 
Near 
new 
schools. $33.450. 897-7949 


Sat h h e l— <44 


BEST SAN RAFAEL LOCATION 
WATER VIEW 
One acre of colorful landscaping 
provides secluded setting for this 
elegant Country Club home. 4 
bdrm., 3 tile baths, sewing rm. 
and separata workshop. A luxu­ 
rious 
home with 
many extras. 
$98.500. Realtor. Eves: 707-938- 
8286. 


"Expanding Residential 
Department Needs Salesmen” 


Coldwell, Banker 
500 Sir Francis Drake Blvd. 
Greenbrae 461-2020 


LOCH LOMOND 


ABSOLUTELY 
BEAUTIFUL. 
Privacy 
here!!! 
Trees 
& 
greenery everywhere, includ­ 
ing a big VIEW of the bay 
and bridges. The home is 
quietly elegant in the form 
of a cherry wood foyer and 
living room, a paneled fa­ 
mily room with stone fire- 
p l a c e , a wet bar, and 
warmth 
predominating. 
A 
formal dining room and a 
beautiful quarry tile indoor 
lanai, besides 4 bedrooms, 
2 baths plus powder room. 
3 fireplaces, plush carpet­ 
ing, 
intercom, 
etc., 
etc. 
AND A HEATED POOL in an 
ideal 
setting of windfree 
. privacy. 
EXCLUSIVE. 
Appointment 
only. $125,000. 


PARMELEE 


REALTY 


16 Mary St, S.R. 
453-5573 


PORTO BELLO 
2 BEAUTIFUL TOWNKOUSES 


A one-level 2 bedroom. 2 
bath in excellent condition, 
overlooking 
Marin 
Yacht 
Club. 
$42,500. 


A two-level on Royal Court. 
ON THE WATER. 2 bedroom, 
2-1/2 bath. Spectacular de­ 
corating. Many extras. 
$53,950. 


' PARMELEE REALTY 


16 Mary St., S.R. 
453-5373 


BEAUTIFUL FAIRHILLS! 
TREES! PRIVACY! VIEW! 
4 Bedrooms, 2 Baths 


This HANDSOME CUSTOM BUILT 
home has high beam ceilings in 
the living areas, a massive stone 
fireplace and tall windows look­ 
ing out on a sweeping view from 
the living room, a full dining 
room ana large family kitchen 
with 
spacious 
breakfast 
area! 
Very secluded and woodsy with 
great natural charm! Just listed 
— phone now for your appoint­ 
ment! $59,950. 


Don Timmer 


Realtor 
457-1400 
638 4th St., S.R. 


BY CWNER-S.R. MEADOWS. 


$29,500. 
Fine 
area, 
close 
to 
schls., trans., shopping & easy 
commute to 
S.F. 
Sparkling, 3 
BR., elec. built-in kit. Frplc., 2 
car 
gar. 
Beaut. 
Idscpd., 
min. 
maint., fenced yard. Call 479* 
4334. 
___ _______ 


SPECTACULAR 
PANORAMIC VIEW 
3 BR plus 2 baths plus rec. room 
plus live-in maid’s qtrs. plus 430 
sq. ft. deck, complete privacy, 
plus 2 car garage plus ample 
storage. $69,850. Principals only. 
Call fgr appt. 456-3690._______ 


WOODED WITH VIEW 
A -modern custom contemporary 
designed for low maintenance. 
An entry hall leads to a large 
living room, 2 large bdrms., mas­ 
ter bdrm. has its own private 
deck. 
All 
elec. 
kitchen. 
Good 
storage plus 2 car enclosed car­ 
port. In an area of fine homes, 
loaded with charm. Only $31,950. 


D-A-V-l-S 
Realtor 
1405 5th Ave., S.R. 
454-3522 


San Rafael 
Country Cinti— 445 


★ 


SPRING SPROUT 


from the expansive view of this 3 
bedroom, 3 bath home. Well built 
with heavy shake roof and set on 
1.4 acres of privacy. Excellent 
guest 
parking 
plus 
a 
3 
car 
garage. 
Pool 
site. 
EXCLUSIVE. 
$65,000. 


Fox & Carskadon 


Realtors — 
454-1010 
1210 5th Ave., S.R. Eve.- 456-1834 


Santa Venetia— 448 


$1500 DOWN & assume Gl loan. 
$237 per mo. total payment. 4 
bdrms., 2 ba., new snag carpet. 
Call 479-9541. 


MOM’S SPECIAL 
Just in case you want Mom to 
live close by, we've just listed a 
cute 2 bdrm., 
1 bath, dining 
room, 
neat 
kitchen, 
fireplace, 
great 
back yard 
with covered 
patio — brick BBQ and garden 
spot. Then, there’s a detached 
furnished 1 bdrm. cottage with 
complete 
kitchen, 
bath, 
living- 
dining area. Situated on a level, 
well landscaped lot in a conven­ 
ient location. Perfect for Mom or 
is presently rented for $160 per 
month. $35,950. 
NIPPER & MARCHANT 
Corner 2nd & E St., San Rafael 
Realtors 
456-9622 
Eves. 453-8850 


Sausalito— 450 


STARTER HOME 
PLUS INCOME 
' 


Main unit consists of 2 plus 
b e d r o o m s , 
living 
room 
w/fireplace, 
large kitchen plus 
dining 
nook. 
Studio 
apt. 
and 
basement area downstairs. 3 cov­ 
ered garages and garden area. 
$42.500. 


EASTMAN-RAVIZZA 


REALTORS 
Speeialists-inwater-oriented 
properties Since 1938 
1111 Bridgeway, Saus. 
332-2382 


Terra Linda— 464 


★ BIG BUY ★ 
With a swimming pool! Huge 4 
bedroom, 2 bath with a paneled 
family room, formal dining room! 
On a view lot . . . large poof, 
deck! 
Custom 
draperies. 
W/w 
carpeting. Backs to green belt 
good 
privacy!! 
Excellent 
schools and shopping near! $45,- 
500. Realtors. 


T I M M E R ’ S 
208 Northgate Shopping Center 
Terra Linda 
'til 8 pm 
479-2404 


CO-OP: $2,000. Own your 2 BR first 
floor apt. Monthly rental $176, 
util, includ. Tax advantage. 479- 
1312. 


READ ABOUT THIS VALUE! 
Right on D St. Property zoned R 
— could take 11 units. 2 separ 
ate pieces of property. Can be 
sold individually. One has quality 
4 bdrm., 2 bath, living room, 
dining room, big downstairs room 
(studio), yther has 3 bdrms. Look 
at the value in terms of present 
income and expansion possibili­ 
ties. $25,000 and $30,000. 
NIPPER A MARCHANT 
Corner 2nd A E St., San Rafael 
Realtors 
456-9622 
Eves. 454-0174 


SECLUDED 


GARDEN ESTATE 


Incomparable. 
1/4 
acre. 
Mani­ 
cured grounds with large pool, 
waterfall, numerous fruit trees, 
sprinkler system, outdoor light­ 
ing. This home is sunny, spa­ 
cious A warm. H a n d s o m a 
beamed ceilings, 3 bdrms. (over­ 
sized 
M/bdrm ), 
dining rm., 
2 
baths. Supar kitchen with built in 
BBQ. 
$69,950. 
Call 
454-2030, 
Realtors. 


E & LAND CO 


TRANSFERRED. 4 bdrms., 2 baths, 
family room, elec. kitch., cptg, 
drps., 2 car garage. New shake 
roof. $34,500. Owner. 453-6279. 


CUSTOM 3 BR. 2 ba., sep. formal 
din. rm., fam. rm. $ brkfst. rm. 
View. Eve: 453-0651. $45,950. 
REYNOLDS Realtor______ 479-5343 


LOTS OF big, beautiful new listings 
available. 
Terra 
Linda 
is 
our 
specialty. 
NORTHGATE REALTY 
479-2114 


POPULAR SPLIT LE V E L. 


Oak Hill model in beautiful condi­ 
tion. 3 BRs, 2-1/2 baths. Modern 
kitchen 
includes 
large 
eating 
area. Large sep. fam. rm. with 
its 
own 
wet 
bar. 
Large 
level 
outdoors includes wooden deck, 
excellent pool site, cyclone fenc­ 
ing. Newly installed wall paper 
and paneling, all tastefully done. 
Centrally located 
and 
excellent 
commute 
area. 
Owner 
trans­ 
ferred. $42,950. Realtor. 


GALLAGHER-STURIALE 
SAN RAFAEL 
479-1200. 


Tiburón— 466 


NEW LISTING! 


And it has everything! BIG rooms, 
outstanding floor plan, 20x40’ pool, 
large level lawn, magnificent 270* 
views, great family rm. with fire­ 
place, 4 bdrms., expandable base­ 
ment A bonus hideaway den. 3,000 
sq. ft. of stunning contemporania! 
Reduced to $99,500! 
FRANK HOWARD 
ALLEN 


Leading Realtors Since 1910 
1920 Paradise, Tib. 435-3844 


f 
4 


I J T H R IF T -A D S 
ff* ä 'v? iines, 4 days S3.00 


Mtndocim Co.— -640 


40 


p o rli» only, 


co of oil i**m* 


*eeh ad $250 


or lett. 


,« 'CRES °*ar Eel River & US 
101. wooded, $7400 term*. Giese 
Reaity. 819 South Main, Willits, 
Calif. 707-459-2453 


Income Property— 711 


4000 


Tiburón— 466 


★AUTHOR’S 


Let your creative genius roam 
free in 3700 sq. ft. of living area 
in this 4 bedroom, 3 bath Tibu­ 
rón 
abode. 
Your 
own 
private 
office/studio - complete with se­ 
parate entry along with two large 
decks to contemplate the beauty 
of the nearby hills and water 
scenery. Plenty of yard space for 
children’s play and room for a 
POOL 
SITE. 
A 
background 
for 
multi-purpose living at $68,750. 


Fox & Carskadon 
Realtors — 383-1453 
104 Tib. Blvd., Tib. 
Eve: 454-5229 


LOOKING FOR 


★ Spectacular view 
★ 3 Bedrooms, 2 baths 
★ All electric kitchen 
★ Formal dining room 
★ Ample closet & storage 
★ Beautiful patio & grounds 
★ Best commute 
★ Walk to school 
★ Area of fine homes 


Then call now to viaw this fine 
offering at $62,900. 


Earle & Solvason 


Realtors - 924-0442 


Petaluma— 528 


4-1/2% INTEREST 
This immac. 3 bdrm. home, w/w 
carpet, on Ige. lot, fully land­ 
scaped front & back. $20,500. 
Call 707-762-8916 anytime. 
3 
BDRMS., 
large 
fam. 
rm., 
2 
frplcs., new built-in kit., carpet­ 
ed. $25,000. By owner. Phone 
707 762-4614. 
30 ACRES, all or part. Flat, all 
frontage. $1500 acre. 454-3066 
weekdays ’til 3 P.M 
2 BEDROOM Spanish Ranchette on 
1/2 acre of sandy soil. Remo­ 
deled 
outside & in with new 
modern 
kitchen, well 
& rugs. 


BUILDER WILL BUY 
6 to 60 apts. in need of work or 
not. P.O. Box 522. Corte Madera. 


DUPLEX - 
SAN RAFAEL 
2 street frontages, so each unit 
is separate. 2 bedrooms, fire­ 
places, attached garages, patio 
and yard. Excellent condition • 
close to transportation. Both un­ 
its with excellent tenants. Shown 
by appointment only. $40,500. 


STEWART ASSOCIATES 


Realtors — 924-4200 ANY time 
215 Tamalpais, Corte Madera 
Ask for free picture catalog 


Commercial Property— 721 


ATTENTION INVESTORS 


Liquidation of an estate 
2 yr. old commercial office build­ 
ing. Very modern, excellent con­ 
struction. 
Leased 
to 
an 
AAA 
tenant. Must be sold. Ideal loca­ 
tion. Zoned R-4, excellent gross 
return. Tax shelter. Good appre­ 
ciation 
potential. 
Asking 
price 
$210,000. For information 


FRANK HOWARD ALLEN 
Realtors since 1910 
456-3880 


Industrial Property— 728 


300 FT. FRONTAGE 
On Belvedere St., San Rafael Lots 
155’ deep. Zoned PCMH. Will sell 
all or part. $2.50 per sq. ft. 
JOHN 
WOODSON, 
owner, 
453- 
8144. 


Fenced for horse. $23,900. 
763-8853. 
707- 


CHOICE 20 acre parcel on Adobe 
Rd., Petaluma. Excellent terms 
available. Private party. 707-763- 
2407. 
______________ 
GO WHERE THE VALUE IS! 
Lower cost — a sparkling 2 year 
hold 
home. 
4 
bdrms., 
family 
room, living room, dining room. 
All level corner lot — sprink- 
lered. Assumable FHA loan. Beam 
ceiling 
living 
room, 
complete 
built-in 
kitchen, nice neighbor­ 
hood, double garage. Landscaped 
and carpeted. Exceptional value! 
Easy commute location! Pending 
deal on larger home — MUST BE 
SOLD BY FRIDAY. Rare opportuni­ 
ty! $29.500. 
NIPPER & MARCHANT 
Corner 2nd & E St., San Rafael 
Realtors 
456-9622 
Eves. 388-9317 


★ HANDYMAN'S ★ 
BONANZA! 
An older duplex . . . practically 
downtown 
San 
Rafael 
. . . 
3 
bdrms. down and 2 bdrms. up! 
Th<* present rent schedule hasn’t 
L .an increased in over 10 years 
. . . with a little paint and fix-up 
the income could be increased 
substantially to produce real mo­ 
ney-maker! $22,950. Realtors. 
T I M M E R ’ S 
901 “ B” St. at Third 
San Rafael 
'til 8 p.m. 
454-8002 


MILL VALLEY 
6 UNIT APARTMENT BUILDING, 
2 
BEDROOMS, BATH, 
LIVING 
ROOM, LARGE ELECTRIC KITCH­ 
EN, PATIO, RAISED PLANTERS, 
LANDSCAPED, 
PARKING, 
COV­ 
ERED FIRST LEVEL, LOCATION 
IDEAL FOR SHOPPING, CLIMATE. 
VAST OPEN AREA ADJACENT. 
$107,000 SALES PRICE. TERMS. 
Crowley Co. 
332-5540 
388-2932 


PRIME recreation or business pro­ 
perty. Choice location. Some with 
live 
stream 
& 
hwy. 
frontage. 
REASONABLE TERMS. Owner. 456- 
5418. 5-7 p.m._______________ 
REOWOOD studded bldg. site, top 
Mt. Tam, seclud., view, 1/3 ac., 
$12,500, terms. 383-2837. 


SAN RAFAEL DUPLEX. 


5 rooms up, 4 rooms down. Good 
location. 
Close 
to 
everything. 
$32,500. 
0. F. CONTI 


REAL ESTATE 
801 D St., Cor. 2nd. San Rafael. 
456-1945. 


Lots 6 Acreage— 714 


ACRE 
PLUS, 
Glenwood, 
$14,500. 
Upslope, Bay view, level bldg. 
pad, util, in. Owner. 456-1716. 
ACREAGE in S.R. Bret Harte. Utils. 
6 view. Owner sub. builder. Easy 
highway 
& 
schools. 
456-6826 
eves. 


20,750 sq. ft. lot on Jordan St., 
San Rafael. Must be sold imme­ 
diately. Level, paved & fenced. 
Asking $39,500. 
PARMELEE REALTY, 453-5373 
FOR SALE: two 5000 sq. ft. bldgs. 
& one 7500 sq. ft. lot. 
Cal West Properties 
479-9210 
INDUSTRIAL BLDG. for lease. 5000 
sq. ft. Belvedere St., San Rafael. 
Cal West Properties 
479-9210 


ROUGH BUT NICE 
Older shack on 6-1/2 acres. Many 
trees, needs work. $18,200. 


ELEGANT 
3 bedroom. 2 bath home, family 
room. Large Gl loan to assume. 
$26.900. 


OPEN SUNDAYS 


CARRIE REALTY 
Cotati-On-The-Plaza 
707-795 5471 


$2500 down & assume loan. 6 mo. 
old 
Young 
America 
Home. 
3 
bdrms., 2 ba. frplc., formal din. 
rm., fam. rm. Lge. lot. 763-8504. 


Santa Rosa— 549 


Novato 
910 Grant Avenue 


Commercial Rentals— 742 


8500 sq. ft. bldg. on 4th St., San 
Rafael . . . good retail . . . fron­ 
tage . . . can be divided. $900 
per mo. 
Call John Hanks at 456-3220 


4000 sq. ft. bldg. w/9000 sq. ft. 
lot, San Ansel mo . . . great loca­ 
tion. 
Call John Hourihan at 456-3220 


Office space up to 9000 sq. ft. 
from 20c per sq. ft. 


Warehouse space from $120 per 
mo. 


GRUBB & ELLIS Realtors 
1029 "C” St., S.R. 456-3220 


Business Oppertwities— 770 


AAA 
CANDY AND SNACK SUPPLY 
.WE ESTABLISH ALL ROUTES 
(No selling involved) 
CASH REQUIRED 
Plan one * ................................. $975 
Plan tw o ................................. $1625 
Plan th re e ............................... $3250 
pExcellent income for a few hours 
weekly work. (Days & Evenings). 
Refilling and 
collecting money 
from coin operated dispensers 
within a qualified area. (Handles 
name brand candy and snacks). 
For 
personal 
interview 
send 
name, address and phone num­ 
ber to Multi-State Distributing, 
Inc., 1681 West Broadway, Ana­ 
heim, Ca. 92802 (714) 778-5060. 
ACTIVE 
DISTRIBUTORS NEEDED 
HUNT WESSON. New multi million 
dollar 
advertised 
snack 
pack 
product. NEED NOW reliable men 
or women in this area to service 
fast-moving coin operated prod­ 
ucts inicompany secured loca­ 
tions. Commercial A factory, part 
or full time, 10-12 hrs. per week. 
NO SELLING 
CASH REQUIRED - $600 to $1497. 
For more information write Quick 
Kup Distributing Co., 1111 West 
Robinhood Drive, Stockton, Calif. 
95207. Give name, address & 
phone number._______________ 
ARCO Station for Ise. Well estab.; 
ideal neighborhood on busy road 
in S.R. Mod facil.; lo inventory. 
Training 
program 
avail. 
456- 
0961._______________________ 


ARCO 
Atlantic Richfield needs qualified 
dealers to operate stations in 
Marin Co. Paid training, financial 
& promotional assistance & other 
fringe benefits. Call 1-392-3010 
days or 453-8306 eves. & week- 
ends. Ask for Jim Fraley._______ 
COFFEESHOP. 
excellent 
location. 
Southern Marin. $7200. 388-8687 
eves. 


Business Wanted— 777 


Houses For Bent 
(Uuforoished)— 810 


KENTFIELD. Modern 3 bdrm.. 2 ba., 
crpts., drps. Ideal loc. $300. Ph. 
456-6553. 
LARKSPUR. 4 bedroom & family 
rm., 2 bath, fireplace, carpeted, 
2 car garage, swimming pool. 
$350 
mo. j. ASIANO, 
Realtor, 
479-9232. 


Apartments For Rent 
(Furnished)— 815 


S.R 
1 bdrm., dining rm., garden, 
laundry fac. Near bus. Adults. No 
pets. $150 mo. 1-564-5551. 
S.R. downtown. 2 studios, $75 & 
$115. Utilities. 
1 
person only. 
Call 456-1815 5:30-8:30 p.m. 


LOMA VERDE, 3 btj/m., 2 ba., 2 oar 
garage. Dishwasner, timer range. 
Excel, view. Fenced. $280. Lease- 
buy. 472-1599. 
LUCAS VALLEY.* 4 bdrm. Eichler, 
dbl. garage, huge yard. 6 mo. or 
1 yr. Ise. Avail. Feb. 10 $300 mo. 
479-3837 or 472-0191. 
MARIN COUNTRY CLUB. 5 BR„ den, 
fam. rm., modern, fantastic view. 
3400 sq. ft. $435. 883-7475. 
MILL VALLEY, new executive 
home. Ail deluxe. $475 mo. 
388-1742 


b ig 


M.V. $550 mo. 4 BR., 2 ba., lge. 
din. rm., rec. rm., deck, panoram­ 
ic view. Lse. or Lease option. 
883-4862. 
M.V. W o o d s y 2 BR. hse. Wkg. 
married cpi. only. Gd. commute. 
No pets. Refs. req. $260. 388- 
3695. 
NOVATO, 
3 
bdrm., 
2 
ba., 
w/w 
carpeting. 
Recently 
remodeled. 
$250 mo. 897-4045. 
NOVATO. 3 bdrms., 2 ba., pool. 
Available Feb. 1st. $250. Lease 
Ref. After 3:30. 892-2517. 


2400’ 
Showroom & 
shop. 
Heat, 
good light, dry, parking. Also 800 
or 1200’, same bldg. 454-4778 or 
456-0482. 
CHOICE 
commercial 
shop 
with 
parking lot, next to Tamalpais 
Theater. Suitable for TV shop, key 
shop, etc. Fantastic traffic count, 
$225 per mo. 
D-A-V-l-S, 
Realtors 
454-3522 
NEED desk/ofc. space plus some 
secretarial, art or management 
help? Let’s 
discuss 
a flexible 
friendly assn. Northgate Indust. 
Park, 454-3210._______________ 
NEW WAREHOUSES 
From $120 Per Month & Up 
Exclusive Agents 
WILLIAM W. HOEY 
Company 
San Rafael_____________479-6170 
NOVATO. Good central area. 3200 
sq. ft. Retail, office or service. 
Flexible 
lease 
terms. 
Conven. 
parking. Days: 897-2125 or Eves: 
892-9492. 


BUILDING? 


CUSTOM 3 bdrm., 1-1/2 bath. dbl. 
used brick frplc. Home on oak 
studded 
1/3 
acre 
near Santa 
Rosa Golf & Country Club. Easy 
financing. Reduced to $30,900. 
GROUP 5 REALTY 
707-544-4035 
SPORTSMAN’S PARADISE 
Beaut. 160 acres - river front - 
adjacent 
to 
80 
million 
dollar 
Lake 
Sonoma 
now under con­ 
struction. 30 min. from Santa 
Rosa. $31,800. Terms. Call Dyna- 
six, 1 397-0681. 
,____ 


★ 
★ 
★ 
★ 
TIRED OF LIVING 


in confinement? Here’s a beauti­ 
ful ranch, near progressive city. 
5 plus 
acres, 
little red farm 
house, AAA condition. Many other 
buildings, fruit trees, horses, nice 
barn. Great country living for only 
$49.000. 


A B R A M S 


REALTOR 
23 First St. 
Village Square 
Corte Madera 
924-1200 


Get the tatest plans or see our own 
NEW HOMES for ideas & prices. 
We re NEW HOME SPECIALISTS! 
AND WE OWN OVER 50 CHOICE 
BUILDING SITES in a variety of 
locations, available NOW for YOUR 
NEW HOME. 
We know the builders & the len­ 
ders. We’ll give you TRUE figures 
on costs o f building, closing & 
financing. 
There is no charge for consulting 
us! 
FRANK HOWARD ALLEN 
Leading Realtors 
Since 1910 
Mill Valley 
388-2900 
Tiburon 
435-3844 
San Rafael 
456-3880 
Kentfield 
461-2900 
or write Box 508, Mill Valley 
CHAPMAN PARK 
Lot w/gentle slope. View. In sta­ 
ble, sought after area of Ige. 
homes. Excel, weather. 
_________ 383-1352__________ 
LOT IN FAIRFAX, fully improved. 
Graded. Ready to build. Plans 
inc. Across from school. $6,950. 
Terms. Call 388-8789._________ 
MUtR BEACH . . . 1 full level acre. 
Can easily be divided into 4 lots. 
Beautiful quiet location. $34,000. 
NORTHGATE REALTY 
479-2114 
M.V. 4 bay view improved lots. Nr. 
shops, 
bus. 
Owner finance or 
trade. Make offer. 388-2480.__ 
M.V. 2 beautiful homesites. $10,- 
000. & 
$20,000. 
Trees, 
view. 
Utilities. Paved st. 883-4862. 


897 7181 


Beautiful 3 (plus) hilltop acres 
with panoramic view located off 
Atherton Ave. on “ H" Lane. Per­ 
mit for horses and covered with 
oak and laurel trees. Complete 
with well. Price reduced to $26,- 
000. Possible to acquire addition­ 
al adjoining approx. 3 acre site. 
Magnificent ranch site (s). 
Eves; Gordon Morse, 
897-5867 


"We Help People” 


HENRY HICKS & ASSOC. 
REALTOR 
1683 Novato Blvd. 
Novato 
897-6158 
MULTIPLE LISTING SERVICE 


“ I 
aT T rAFAeT INVESTMENT LAND 
3.100 
sq. ft. knoll. 2,500 ft. 
frontage. 
Possibly may be re­ 
zoned for 31 units. $20,000. 
NIPPER A MARCHANT. Realtor. 
Cal! 456-9622. 


Montecito Shopping Center 
San Rafael 
45M 650 


Clear Lake— 591_ _ _ _ _ _ _ _ _ _ 


VIEW 
LOT, 
Clear 
Lake. 
Private 
beach. Reduced to $5000. Terms. 
Agent, 453-8721._________ _ 


Humboldt Co.— 614 


160 AC. rec. land, adj. Sjx Rlv. 
Nat Forest. Hunt, fish. $2000 Un. 
80 ac., $1000 dn. 986-5458.___ 


lake Tahoe— €26_________ 


CONDOMIN., Incline V. 3 BR.. 2-1/2 
ba., crpts . drps., deck. AEK, bar, 
pool, sauna, beach priv. Owner. 
$42,000, $5000 dn. 986-5458. 
GOLF course lot, Incline V . on 4th 
green. 1-of-a kind. Nr. ski area. 
Low dn. $27,000. 986 5458.____ 
LOT, Chamberlands Beach A Moun­ 
tain Club near lake, ski area. 
Level. Arch, plans avail. $6500. 
Owner. 461-2000. 


SLEEPY HOLLOW 
Just listed — a park like setting 
with complete privacy, next to 
San Domenico. Entrances from 2 
streets — could 
be 2 or 3 
beautiful homesites. 2.65 ACRES. 
$24.000. 
NIPPER A MARCHANT 
____ 
Realtors 
456-9622 
Eves. 454-3434 
___ _ 


TIBURON SPECTACULAR 
V i e w from Mt. Tam to Bay 
Bridge, level 1/3 acre; area of 
exclusive 
homes 
near 
schools 
and ferry. $27,500, by owner. 
435 4728. 
$3000 OFFERED for building lot in 
central Marin. Call 457-0818 ev 
enings. 
. 
WE need building lots; wilt pay 
cash. Call Bill Ferrua or Merritt 
Pollock. Eves., 456-8116. 
D-A-V-l-S Realty 
454-3522 


West Marin, 1630 a c . . . $500 000 
Sleepy Hollow, 3/4 bc . . . . $8500 
Mendelsohn, Eve, 461-1584. 


OFFICES, Tamalpais Bldg. S.R. 512 
sq. ft., $145. Also 145 sq.ft. $55. 
Air 
cond. 
Janitor/utilities 
incl. 
Call 453-3230._______________ 
RICHMOND, easy commute. 2000 
sq. ft. offices. Plentiful parking. 
Phone 456-7167. 
SAN RAFAEL. Beautiful paneled off­ 
ice, central location. $75 month. 
456 2922. 
SAN RAFAEL. Approx. 640 square 
feet. 2 room office, $142 per mo. 
NIPPER A MARCHANT, Realtors. 
CALL 456-9622 
SAUSALITO, 4000 sq. ft. frontage 
on 
Bridgeway. 
Ample 
parking. 
Ideal retail location. 332-4730. 
SAUSALITO. Comm, sapce combined 
with living quarters, ideal spe­ 
cialty store. 
Lease $500. Call 
Carl Pearson. 
ALLEN REALTORS 388-2900 


SAN MARIN 
Air conditioned — medical, den­ 
tal professional office space for 
lease. Contact . . . 


John Carbone 
897-6127 
ARGUS Real Estate 
801 San Marin Dr. 
Novato 
WANTED: dry storage, approx. 10 ft 
x 20 ft., must have 24 hour 
access. Call 388-0400. 


PROFITABLE, OPERATING, mfg. or 
whlsle. business wanted by expe­ 
rienced management/mktg. exec. 
State full particulars 1st letter 
please. Reply IJ Box 512. 
WANTED: Gift A card shop 
All replies confidential. 
Phone 479-7347 


Real Estate Loans— 785 


$1,000 to $10,000 2nd Loans 
We have money on best terms, 
lowest fees in Marin County. 
Virgil Breen & Co. 
Locally owned A managed 
Licensed since 1934. 
456-1144 
FAST action on 1st or 2nd loans. 
Borrow on your real estate equity, 
improved or unimproved. Ask for 
Mr. Pollock. 
DAVIS REALTY CO. 
454-3522:Eves-. 456-8116 
PRIVATE MONEY, reasonable fee on 
1st A 2nd T.Ds. Brkr., 
456-1718. 


SECOND HOME LOANS 
from $1000 to $10,000 
5-Day Service 
JOHN WOODSON, 453-8144 
LOAN BROKER 
1414 Lincoln Ave., San Rafael 
(Since 1950) 


SECOND HOME LOANS 
And Personal Property 
$5,000 to $10,000 
48 HOUR APPROVAL 
NO PREPAYMENT PENALTY 
ROYCE FINANCE PUN 
935 Lootens PL, S.R. 
454-1122 


SMALL PAYMENTS 
2nd Mortgages, $1,000 $ 10,000 
Compare Our Costs First 
Fireside Thrift 
1011 C St.. S.R. 
456-1121 


Money Wanted— 792 


NOVATO, 
3 
big 
bdrms., 
large 
fenced yard. Immac., close to 
town. $245. 897-6539, 456-4174. 
NOVATO, 3 BR., 2 ba., family rm. 
Elee, k i t c h 1 $285 on lease. 
NORTHGATE REALTY, 479-2114 or 
897-1794. 
NOVATO. 
2 
bdrm., crpts., drps., 
AEK, fresh paint. 1st, last plus 
dpst. 
$215 
per 
mo. Call Mr. 
Downey for appt. 472-2476 eves. 
NOVATO: Attractive, immaculate 3 
bedroom, 
2 
bath, 
fireplace, 
fenced, private, fish pond. Lease 
$260. 897-2296. 
NOVATO, Bel Marin Keys, 172 Mon­ 
tego Key: 4 BR., 2 ba., Ig. dock, 
crpts., 
drps. 
Waterfront. 
$300 
lease. Cali 692-2834. 
NOVATO. Custom built 3 bdrm., 2 
bath, elec. kitch., 2-car garage. 
Newly decor. Fenced yd. $275 
mo. 479-5352; 453-9625. 
NOVATO, new custom built. 3 BR., 
1-1/2 
ba., fenced yard. $275. 
Resp. family only. 456-2712. 
NOVATO: San Marin 4 bdrm., 2 ba., 
fam. 
rm., 
double 
fireplace, 
drapes, fully crptd. AEK, fenced 
yard. $315. Lease. 897-2765. 
PET. vac. ultra new exec. 4 BR., 2 
ba., sep. din. rm., fam. rm., cul- 
de-sac. Ref. $285. 763-8541. 
PETALUMA: East side 4 BR., 2 ba., 
fam. 
rm. w/built-in BBQ, fire- 
p l a c e . Pool, red. patio, AEK 
w/washer, dryer turn. Call 707- 
763-2975.___________________ 
SAN RAFAEL, 3 bdrm., 1-1/2 bath, 
inc. washer & dryer. Avail, on 
lease. $300 mo. 
SAN ANSELMO, 3 bdrms., 1 bath, 
nice area. Avail, on lease, $300 
mo. 
PIERCE REALTY, 453-3540 
SAN RAFAEL. 2 bdrm., stove, re 
frig., garage. Clean. On the wa­ 
ter. $250. Agt. 924-4200; eves 
924-0293. 
SAN RAFAEL, 3 BR., 2 ba., family 
room. Crpts., drapes. Pool. Garde 
ner incl. $350. 453-6105. 
SAN RAFAEL. Sun Valley area. 3 
bdrm., 2 bath, garage, family 
area. Immaculate. Lease 1 year 
or more, $275. 
DON TIMMER, Realtor 
457-1402 


Real Estate Wanted— 763 


★ ★ D-A-V-l-S REALTY ★ ★ 
WILL BUY YOUR HOUSE 
FOR ALL CASH 
Also old homes bought in as-is 
condition for ail cash. Call 454- 
3522. 
I WANT 
North Lake Tahoe area, large old 
ranch or lodge. Need plenty of 
room, outbldgs., cabins, etc; 
I HAVE 
substantial equity in Sausalito 
duplex and Santa Barbara and 
Los Angeles 
income properties 
plus cash and good credit.. Call 
Ken Johnson, 332-5467. 
LARGE home in west Marin with 
beauty & privacy. Some land. To 
$65,000. 897-5605. 
TIRED of apt. living. Retired couple 
will pay to $35,000 cash for 3 
BR., 2 bath ranch style. Will 
consider 
Glenwood, S.R., Terra 
Linda or Novato. Prefer Glenwood 
because they have 2 married 
sons who own their own homes 
there. Phone Livewire Lindskog, 
454-0832, eves. 383-2903. 


Business Opportunities— 770 


RESPONSIBLE PERSON 
WANTED 
to 
own 
and 
operate 
cigarette and confection vending 
route in San Rafael-Novato and 
surrounding area. Pleasant busi­ 
ness. High profit items. Can start 
part time. Age or experience not 
important as company will give 
ON THE JOB TRAINING to person 
selected. Requires car and mod­ 
erate cash investment. For de­ 
tails write Manager, please give 
phone number. Reply i-J Box 510. 
SMALL restaurant lease for sale. 
Good 
clientele. 
Averages 
$135 
per day. Completely set up A 
ready to go. $3950. 924-0844. 


TEXACO 
SERVICESTATION 


CAR°WASH 
Marin County 
Be your own boss! Control your 
own income. 
TEXACO PROVIDES 
★ Business building plans 
★ Promotional assistance 
A Paid training 
Contact A.P. Pratali 
Days, 235-9011 
________ Eves., 347-7835_______ 
* * VARIETY STORE! 
MILL VALLEY! 
Small investment! $7500 includ­ 
ing stock valued at $6100. Ideal 
for c o u p l e ! Rent $100 per 
month! 
Nites 
call 
388-0093, 
GEDDES, Realtor, 388 6160. 
Well 
established 
elegant 
lady's 
boutiqua relocating. All baautiful 
fixtures plus mailing list availa­ 
ble. Ideal for other businesses 
including leather attire. Excellent 
work space. Attractively priced 
for quick sale. Mill Valley. Reply 
l-J Box 505. 


INVESTOR 
Earn 10% annually on $10,000 
select 2nd loan on Tiburon home. 
High equity. 


VIRGIL BREEN & COMPANY 
Locally owned & managed. 
Licensed since 1934. 
456-1144 


INVESTORS EARN 10% 
On secured 
loans. Wc handle 
appraisals and service loans for 
you. Ask for Mr. Pollock. 
D-A-V-l-S 
454-3522 
Eves: 456-8116 
SMALL 
Mfr. 
A 
Distr., 
$400,000 
annual 
gross, 
needs 
$25,000 
loan 
for 
growth 
& 
expansion 
capital. Inventory, accounts re­ 
ceivable, fixed assets as collater­ 
al. Reply l-J Box 515. 


Houses For Rent 
(Furnished)—-805 


3 
BDRMS., 
non-tract, 
cul-de-sac 
with other nice houses. View to 
bay. Trees. Knoll Rd., San Rafael. 
$325. 
Dean Weibel, Realtor 
456-9635 
BELVEDERE 
LAGOON, 
1 
to 
5 
months, charming 2 bedroom, 2 
bath. $495. 435-4882. 
M.V. $550 mo. 4 BR., 2 ba., Ige. 
din. rm., rec. rm., deck, panoram­ 
ic view. Lse or Lease option. 883- 
4862. 
SAN RAFAEL, 3 bdrm., 1-1/2 bath, 
inc. washer A dryer. Avail, on 
lease, $300 mo. 
PIERCE REALTY, 453-3540 
$350. 6 rm. home in Mill Valley. 2 
chldrn. welcome, no pets. Refs. 1 
yr. lease. To see, call 388-5772, 
Walburn Realty. 


Houses For Rent 
(Uwfmnislied)— 810 


7 BEDROOM, 4 bath country estate. 
Valley of the Moon. $800 mo. 
Broker's 
Co-operation 
invited. 
Burney Rlty, Santa Rosa, 707- 
542-2515.___________________ 
3 
BDRMS., 
open 
beam 
ceiling. 
Wooded 
setting, 
sunny 
patio, 
deck. View of Mt. Tam. Short 
walk to Coleman school. 5 Marin- 
ita, San Rafael. $375 per month. 
Dean Weibel. Realtor 
456-9635 
AVAILABLE Feb. 1. 3 BR.. 2 baths. 
AEK, carpet», patio, yard. $275. 
897-5814.____________________ 
BEL 
MARIN 
KEYS 
waterfront. 
4 
bdrm., 2 ba., carpeted, draped, 
disp., dshwshr. $290 . 883-4361. 
C M. 4 bdrms., 2 ba., drps., AEK, 
frplc., view, Ige deck. 2 car gar. 
Close to schools. $350. Lease. 
924-4583.____________________ 
CORTE MADERA. SPOTLESS town- 
' 
house. 3 bdrms., 2-1/2 baths, 
pool and billard room facilities. 
Perfect commute. $325. Roaltors, 
332 5050. 
HOME & LAND CO. 


SAN RAFAEL: Duplex, 2 bdrm., car­ 
pets, 
drapes, 
electric 
kitchen 
Sparkles! Adult couple only. Refs 
req. $195 mo. 


CORTE MADERA: 3 bdrm., 2 bath 
family room, level lot, close to 
schools & bus - Redwood High 
$350 mo. 


TIBURON: 3 bdrm., 1 bath, stove 
refrigerator, view. Reed Heights 
Walk to Junior High. $325 mo. 


EARLE 4 SOLVASON 
Realtors 
924-0442 


S.R. IMMAC. 3 rms., $125 mo. incl. 
elect. & water. Adults, over 50. 
454 8957. 
S.R. LOVELY 2 bdrms., elec kit., 
new 
carpets. 
Newly 
painted. 
$225. 454-3153. 
S.R. New studio. Conv. loc. Util, 
inc. $160 mo. Timmer, Realtor. 
Ask for Mr. Lorne. 456-4124. 
STUDIO 
& 
1 
BR., 
heated 
pool. 
Swedish 
modern. 
Util. 
paid. 
$135. M.V. 388-5290. 
TRAILER, Novato. 1 bdrm. $125. 
Electricity incl. Adults. Call 333- 
2495, evenings.__________ 
$180. 
Deluxe 
2 
bdrm., 
Rohnert 
Park. 
2 
male 
students 
OK. 
Ref s./security dep. 456-3193. 


Tuesday, January 19, 1971 
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$155 UP. Terra Linda studios & 
larger. Garages, maid service, TV, 
utils. 479-7091. 
$6 PER DAY, by the week. Olympic I 
size 
pool, 
maid 
service. 
Near 
H.A.F.B. 883-5952. 


Apartments Fir Rent 
(Unfurnished)— 820 


IMMACULATE 2 bdrm., elec. kit., 
close to transportation. All util, 
paid. 
Adults 
only. 
$250. 
San 
Rafael. 454-7768 eveVwknds. 
KENTFIELD. Deluxe 1 bdrm., elec. 
kitchen. View. Incl. water, garb., 
garage, cable TV. Mature adults, 
no pets. $185. 924-1215. 
LARGE 3 BR. romantic townhse. on 
quiet street in Saus. hills. Exten­ 
sive gardens & sweeping view. 
$460. 332-1067._____________ 


LUXURY APTS, FAIRFAX 
$165 to $185 and up. New 1 & 2 
bedroom, 
2 
bath. 
(Will furn.) 
Pool, park-like setting. Priv. sun 
deck. Adults, no pets. 456-8696. 
M.V. 2 Bdrms., w/frplc. Priv. deck. 
Adults only. No pets. $190. Call 
383-0255.___________________ 
M.V. 1 BR., drapes, carpet; C. TV; 
carport; laundry. No pets or chil- 
dren. $165. 383 2483._________ 
M.V. 
Strawberry, 2 bdrm. $185. 
Pool. No children or pets. Suita­ 
ble couple. 383-1352. 


$100. 2 ROOM apt. w/bath. Util, 
incl. 
downtown 
S.R. 
Mature 
adults preferred. 456-1535. 


WE RENT FURNITURE 
LIVING FURNITURE Rentals 
124 Belvedere St.. S.R. 456-4152 


Apartments For Rent 
■(Unfurnished)— 620 


BR. • carpets and drapes. All 
elec. kitchen. Vic Hamilton Base. 
No pets. Refs. req. $180. 
Wm. BUSH REALTORS 
456-2020 
Eves. 883-6608 
2 BDRM., 1-1/2 bath, country town- 
house. Built-ins, w/w cpt., car­ 
port. 
$175/mo. 
inc. 
water 
& 
garbage. Call after 6 PM, 707- 
762-9174. 
BEDROOM large San Rafael apt., 
near High School. Very clean. 
$163/month. 453-6849. 


& 2 bdrm. across from Marin 
Golf & Country Club. Adults, no 
pets. 
1000 Ignacio Blvd. Mgr. 
Apt. #28. 883-7101. 
ADULTS. San Rafael condominium. 
2 BR., 2 ba., elec. kit., spotless 
condition. 
Meticulously 
maint. 
grounds. Pool, rec. fac. All facili­ 
ties except phone included. $250, 
lease. 
A.R. 
Roumiguiere, 
Inc., 
Realtors, 453-6630, 456-1562. 


BON AIR 


GARDEN APARTMENTS 


In Beautiful 


Greenbrae 


1 - 2 - 3 BEDROOM 
1 - 2 BATHS 


Furnished or Unfurnished 


MANAGER 
384 VIA CASITAS 
PHONE 461-0434 
C.M. 2 bdrms. Crpts., curtains, all 
elec. kit. Conv. location. No chil­ 
dren or pets. $200. 924-2169. 
C.M. 2 BR., AEK, w/w crpts/drps 
Patio, pool, view. Adults. $225 
mo. 924-4443. 
C.M. DELUXE 3 BR., very spacious 
flat. 
View. 
Gar. 
Responsible 
adults. $275. 461-9044. 


NOVATO. 2 bdrms., $145. Garb., 
wtr., cable TV incl. No pets or 
children. 897 2050. 
NOVATO: 
1 
bdrm., w/w carpets, 
drapes. Your own private deck. 
Elec. kit. $140 per mo. No chil­ 
dren, no pets. ASSOCIATED DE­ 
VELOPERS, 897-5135; eves., 892 
2403. 
NOVATO. 1 bdrm. townhouse. Elec. 
kit., crpt., drps. Garbage & wtr. 
No 
chldrn. or pets. 
897-1756 
after 6 p.m. 


OPEN! NOW RENTING! 


NEAR MILL VALLEY, Near Tiburon, 
near Sausalito at Mill Valley • 
Tiburon • and US 101 Cloverleaf. 
Brand 
new 2 
bdrms., deluxe. 
Shag carpets, dishwasher, pool, 
cable TV. Gorgeous view. “ QUIET” 
- ideal commute by bus or car. 
No pets. Refs, required. $225 mo. 
From US 101 take road to Tibu­ 
ron, 
left at first signal onto 
frontage road, then up the hilt to 
35 Thomas 
Drive, Mill Valley. 
FURNISHED MODEL. Phone 454- 
0832 and/or eves. 383-2903. 


PANORAMIC BAY VIEW 
Elegant & very spacious 2 bdrm., 
2 bath with large deck & frplc. 
Pool & tennis court. Belvedere 
area. $315-$325. Ph. 435-9033. 
PETALUMA: 2 vacancies, Ige. 2 BR. 
luxury apt., pool. $165, No pets. 
707-763 6604. 
★ SAN FRANCISCO VIEW ★ 
Gracious Tiburon 3 bdrm., 2 bath, 
fireplace, pool, priv. garden. 
Adults, no pets. $345. 435-3294. 
SAN RAFAEL. 2 bdrm. townhouse. 
W/w crpts., dshwshr., pool, priv 
verandahs, excel, view 
& loc 
Adults only. No pets. $195. 237 
Picnic Ave., S.R. 456-0382. 
SAN RAFAEL. 2 BR., 1-1/2 bath 
Pool. Laundry area, carport. Adult 
couple only. Lse., $220. 
DON TIMMER, Realtor 
457-1402 
SAUSALITO. 2 BR., 2 ba., frplc 
Cpts., drps., wash./dry. Carport 
Bay view. $300. 332-3128. 
SAUSALITO. 
2 
BR., 
2-1/2 
bath 
luxury tnhse. Fireplace, bar, Ig 
decks ever deep water frontage 
sweeping view of S.F., skyline 
Angel Island, etc. Close in, con 
venient, $525 per mo. 454-0280. 
SAN RAFAEL, center of town, 
rooms. Hardwood floors, steam 
heat. Apply 1111 4th St. 


SAN RAFAEL. Custom built 4 bdrm., 
3 ba., crpts., drps., AEK. Good 
close-in 
location. 
Avail, 
now. 
Chldrn., pets OK. $395.461-5740. 
SAN RAFAEL/Dominican. 3 bdrms., 
2 baths, w/family rm. or 4th 
bdrm. Privacy. $350 mo. Fox & 
Carskadon, Realtors, 454-1010. 
S.A. 2 bdrms., frplc. Walk to schls. 
& shopping. $245. 1st & last 
mo. plus $50 cleaning dep. 457- 
0933. 
SAUSALITO, custom 1 bedroom plus 
home with lush gardens, sur­ 
rounding intimate patio. $300. 
lease. Realtors, 332-5050. 
HOME & LAND CO_ _ _ _ _ 


SAUSALITO. 3 BR., 2 bath, view 
home. Level site. No pets. Refs, 
req. $450 mo., lease. 
BUSH REALTY 
456-2020 
SLEEPY 
HOLLOW. 
$265. 
3 
bed­ 
rooms, 
1-1/2 
baths. 
Available 
Feb. 1st. Lease. Refs. 234-7004. 


C.M. Townhouse. 3 BR., Ige. liv. 
rm., din. rm., 2-1/2 ba., crpts., 
drp. Club house, swimming pool, 
rec. rm. & exercise rm. avail. 
Good commute. $350. Ph. 924- 
1257._______________________ 


★★CREST M A R IN * * 


• 1 & 2 BEDROOM UNITS 


•PANORAMIC VIEW 


Private deck or patio, G.E. kit., 
frplc., luxurious crpts. & drps., 
bars A pantries, huge closets, 
moving walls, sound-proof, cable 
TV. Aduits. 


Pool, Sauna, Tennis Court 
Turn off Hwy. 101 at L u c a s 
Valley 
Rd. 
S.R. 
472-0400/454- 
8574. 


SAN RAFAEL. Close in. Lovely 
bdrm. apt. Modern bidg. Quiet 
mature adult only. No pets. $155 
454-0544. 


Apartments Fir Heut 
É (Unfurnished)— 820 


WE RENT FURNITURE 
LIVING 
FURNITURE 
124 Belvedere St.. S.R. 
RENTALS. 
456 4152 


taplex Fir Rent 
■(Unfernished)— 830 


FAIRFAX 3 bdrm., extra Ige. deck, 
woodsy. $240. No dogs. 456-5717 
or 456-1566. 
NOVATO. 2 bdrms., crpts.. drps., 
stove, refrig., garage. $210 mo. 
Call 883-6242 aft. 3 weekdays. 
SAUSALITO spectacular 2 BR., 2 
bath, story liv. rm., frplc., decks, 
view. 
$450, 
realtor. 
POLLY 
McNAUGHT 332-1610. 
S.R. 2 Bdrms., 2 baths. Waterfront 
with 
40 ft. dock. Swim pool. 
$400 mo. Ise. (40 Porto Bello). 
Call 692-2834. 
S.R. Modern 2 bdrm., 1-1/2 bath. 
No dogs. $215 per month. 456* 
0864 or 479-2116. 
TIBURON. 2 bdrm., frplc., elec. kit., 
Ige. 
patio 
A 
deck, 
carport, 
Aduits. $300 mo. 435-1094. 
TIBURON waterfront. 2 bedroom, 
rugs, 
drapes, 
fireplace, 
elec. 
kitchen. $4430. Phone 435-4267. 


Rooms For Rent— 835 


2 
ROOMS. 
Separate 
entrance. 
Washer, dryer, share bath. 
383-1925 
COMFORTABLE sleeping room, heat­ 
ed, close to business district. 
Working man only. 1135 Mission 
Ave., San Rafael. 
FURNISHED 
bedroom, 
in 
private 
home. Settled person. Meals op* 
tional. Call 897-5845. 
$75/mo. plus util. Employed wom­ 
an. House privileges. 
Corte Madera. 924-5645, eves. 
IN 
hills 
2 miles above Fairfax. 
Room, priv. entr., big deck. No 
pets. $80. Ph. 457-1181._______ 
MEN ONLY. Rooms w/priv. baths A 
every other convenience for your 
comfort. 34 Grove, S.R. Ample 
parking. 453-9880. 
ROOM 
downtown 
Corte Madera. 
With 
bath. Linen service. $60 
month. 924-3144. 
San Rafael High School area. $90. 
Large room, double closets, sit­ 
ting room available. Bay view, 
pool. Employed female, kitchen 
privs. Evenings, 454-8236. 
TAM VALLEY. Large room, private 
bath, carport, quiet. $100 mo. 
Ph. 388-3349. 


Share Rentals— 840 


EMPLOYED male will share Sausali­ 
to apartment w/same. $95. Good 
location. 332-3129. 
EMPLOYED Mother with 4-vr. old 
son to share 3 bedroom. 2 bath, 
view, and pool house with same. 
Ref. 
required. 
Call 
454-8236 
eves. 
ESTABLISHED male artist is seeking 
M.V. house or apt. to share witn 
same. 
Preferably with working 
space. 388-9623. 


★ENCHANTED KNOLLS* 
M.V. Newly decorated. 2 BR. Elec. 
kitchen, carport, storage room, 
laundry facilities. No children or 
pets. $200., yr. lease. Brokers 
cooperation. Cali 388-5169. 


S.R. 
3 
bdrms., 
workshop, 
extra 
room down. $250 mo. Call 1-346- 
5451. 
S.R. Ac. of priv. 3 BR., 2 ba., fam. 
rm., 
w/w 
crpts., 
wshr/dryer, 
horse barn. $395. 479-4604. 
S.R. Hillside home. 3 bdrms., 2 
baths, drapes, w/w cpts., firepl., 
I 
atio w/lanai. 2 car gar. Privacy. 
325. 454-4115. 
STRAWBERRY WATERFRONT. Panor­ 
amic Bay view. 3 bdrm., 2 bath, 
din. rm., frpi., BBQ. Lg. Rec. rm. 
Deck & patios. Adult pref. Lse. 
$525 mo. 456-4952.___________ 
TERRA 
LINDA, beaut, atrium Ei­ 
chler, 4 BR., 2 ba., fam. rm., 
AEK, frplc., cust. drps., util, rm., 
2-car gar. Low maint. tndscpng. 
Nr. park & s c h I s . $365 inc. 
water. 479-3467, 479-1958. 
TERRA LINDA, mod. 5 BR.. din. rm., 
rec. rm., view, $385 mo. Ise. 
Northgate Realty. 479-2114. 
TIBURON, older home, upper unit. 7 
rms. Spect. view. Walk to ferry. 
$450. unfurn. $400. Dep. Refs. 1- 
986 5458. 
_ 
$225 UP — All Areas A Sizes. 
Tots & pets o.k. Brkr. 
Marin County Rentals 
456-3232 
WATERFRONT 
3 
bdrm., 
2 
bath plus family 
room, newly decorated. Lease or 
lease 
option. 
No 
pets. 
$300. 
Refs. req. 
BUSH REALTY 
456-2020 


Apartments Fir Rent 
(Furnished)— 815 


FAIRFAX, 
mod, 
4 
bdrm., 
2 
ba. 
Lse./option. $500 dn., $300 mo. 
$30,500. Owner. 461-1584. 
GREENBRAE. Sparkling 3 bdrm., 2 
bath home. Tam view. Patio. Sun. 
Low maint. 
Owner transferred. 
Avail. Feb. 1st. $400 mo. 
SEYMOUR A HICKMAN 
pRealtor_______________454-8664 
HOUSEBOAT- Sausalito, unique stu­ 
dio. 
natural 
wood 
int., 
fully 
equipped. $175 plus dep s. 453- 


1 A 2 BEDROOM APTS 
No children or pets. 
BAY VIEW TERRACE APTS. 
215 Bayview St., San Rafael 


★ BAY & BELVEDERE VIEW * 
Superb new Spanish furniture. 
1 bedroom, shag carpets, $245. 
2 bedrooms, very spacious. $340. 
Fireplace, deck, pool, tennis. 
Adults, no pets. 
Phone 435-9033. 


FREE CABLE IV 
1 
bdrm. view apt. Avail. 2/1. 
Beautifully furn. in Medit. decor. 
Priv. 
deck. 
nr. 
trans., 
shops. 
Adults, no pets. $190. 
ANSELMO PARK APTS. 
60 Park Way, San Anselmo 
457-1620 
or 
454-3910 
M.V., $165/mo. 
1 bdrm., central 
loc., from 2/1— 3/15. Call Dirks, 
388 9507, or eves., 388 8542 
S.A. Mod. 1 bdrm., carport. Mature 
adults. Refs. No pets. $160. 1st 
A las* Plus deoosu. 45*- 


FAIRFAX, ideal 1 BR garden apt. 
duplex. Pref. senior citizen. $125. 
1 st/last mo. 454-1617. 
GREENBRAE. Luxurious 2 bdrm.,il­ 
l/2 bath. No pets. Children 10 
plus OK. $275. 332 5678. 


GREENBRAE LUXURY APT. 
Spac. iiv. rm., frplc., & din. area 
deck w/view of mtns. & bay. AEK 
plus wash. A dry. Huge eat-in 
kitch. 2 Ige. BR., Ige. closets A 
stor. 2-car gar., pool. Priv. No 
pets. $295. 461-9269. 
GREENBRAE, new townhouse, dix. 
elec. kit., seif clean oven, etc. 
Frplc., crpts., drps., 2 BR., 1-1/2 
ba., $275 mo. includ. cable TV, 
P 
arb. & water. No lease req. 
hone 453-5663. 
HARBOR HILL APTS. 
S.F. VIEW 
1 & 2 BR., DEN 
$260— $490 
TIBURON 
435-3423 


H IL L * 


“The Address With A Song” 


Located in "Scenic” Greenbrae, 
“Hummingbird Hill” offers that 
extra "Something” to the "Lady” 
in "Your” Life at a reasonable 
rental one can afford! 


Spacious 1 & 2 bdrms., luxury 
units, self-cleaning ovens, frost- 
free refrigerators, dishwasher & 
all eiec. kits. Avocado A gold 
decor throughout. Gold shag car­ 
pet, 
drapes, 
spacious 
storage 
throughout, private decks, Cable 
TV inc. Views of Mt. Tam A 
colorful hillside, carport, indivi­ 
dual storage & laundry facilities. 
Pool 8i tennis courts. Adults, no 
pets! 


SUBJECT TO AVAILABILITY! 
RENTAL OFFICE 
461 Via Hidalgo, # 3 
451-1864 
Hidalgo off Bon Air Rd. 
Greenbrae 


★ SAN RAFAEL CANAL ★ 
Elegant 2-3 bdrm., 2 bath. 
Pool. $225 to $300. (Will furn.) 
Adults, no pets. Ph. 454-6223. 
SAUSALITO. $350. 2 bdrm., 1-1/2 
baths, 
frplc., 
carpet, 
drapes, 
dishwasher, washer, dryer. View. 
Avail. 1/20. 332-0869. 


SKYLARK 


GIRL wanted to share 2 bdrm. San 
Rafael apt. with same. $80 a 
month. 456-1017. 
RESPONSIBLE working girl in 20'* 
share 
Santa 
Venetia 
house 
w/same. $70 mo. plus deposit. 
Ph. 472-1562 aft. 6:30 pm. Re* 
ferences required._________ ___ 
★ ROOMMATES ★ 
Call 332-2221 or 388-2221 
31 Caledonia St., Sausalito 
2 p.m.— 7 p.m. Mon.— Sat. 


SAUSALITO, $100 plus util. Man 
share apt. w/same. Own bdrm. 
View. Straight. 25 to 30 yrs. Eve. 
A wknds. 332-4774.___________ 
SHARE modern apt. with 38 year 
old woman. $60 mo. Off D St. 
456-0122 or 461-1478._______ 
TWO master game disciples share 
Sausalito bay view house • gar* 
den, w/another. $150. 332 5390. 
YOUNG 
COUPLE w/beaut. Fairfax 
h o u s e would like to share 
w/same. $90 mo. plus util. 456* 
5347. 


Luxurious new GARDEN apts. with 
overwhelming views of Mountains 
and Bay. 
Homelike 1-2-3 Bedrooms 
2 Baths, Carpets, Drapes, 
Frigidaire Self-Clean Appl. 
Fireplaces and Elevators 
Many Extras! 
POOL 
SAUNA— EXERCISE 
RECREATION CENTER 
Adults, No Pets 
Top of Skylark Dr., Larkspur 
(off Magnolia Avenue) 
Mgr: 924-1717 or 924-2254 


SPACIOUS 2 bdrm. * Ige. closets. 
View deck, carpets, drapes and 
colored appliances. 1 child O.K. 
$165, Ise. 456 3193. 454-1703 
eves. 
S.R. 2 bdrm. Exc. cond. Nr. every­ 
thing. 
Crpt., 
drps. 
$225. 
No 
chldrn. or pets. 456-5717. 
S.R. 1 4 2 bdrm. Beam ceil., pool, 
drps., w/w crpt., tile bath, stv. 4 
refrig. 456-2418. 
S.R. 1 bdrm. only. Club hse., pool, 
pool tbl., Ige. lawn. Lndry. fac. 
$145. 454-5537 aft. 3. 
S.R. Canal area. 2 bdrms., crpts., 
drps., elec. kit. No chldrn., no 
pets. $200. 454-5300._________ 
S.R. Canal area. 2 bedroom, $185. 
New paint, carpets, drapes. Near 
shops 4 schools. No pets. Phone 
454-6677 or see manager, 162 
Belvedere St., apt. # 7 .________ 
S.R. Lovely 2 bdrms., elec. kit., 
carpets, 
drapes. 
New 
paint. 
$200 454-3153._________ _ _ _ 
S.R. $147.50. 1 bdrm. Utils, incl. 
No pets or children. 1563 Lincoln 
Ave . S.R. 456-1354.___________ 
STRAWBERRY 2 BR. opp. T/C Shop. 
Ctr. View, deck, pool, new crpts. 
Adlts/no pets. $210. 383 0471. 
STUDIO APT. Center of town, San 
Rafael. 
Pvt. 
bath/steam 
heat 
Apply 1111 4th St. 


Y O U N G man will share 3 BR. 
house. 
Fairfax, 
w/same. 
$100 
mo. plus util. Straight. 453 6443 
eves. 
YOUNG 
man will 
share new 3 
bdrm., 2 bath hilltop home in 
San Anselmo with same. Must be 
liberal, indiscreet. $115 plus all 
util. 
All 
modern conveniences. 
Avail. Feb. 1st. Call Frank at 
986-6634 days. 
YOUNG 
single 
college 
girl 
w/2 
bdrm. apt., S.R. seeks working or 
college girl under 24 yrs. $66.75 
plus 
split util. 
Cal! 454-2019 
eves, 5 to 8. 


Miscellaneous 
For Rent— 855 


INSIDE STORAGE 
Cars, boats, etc. Larkspur, 
mo. 924-0464 or 383-0475. 
$19 


Rest Nenes— 880 


LARGE 
cheerlul 
room, 
lovely 
area.Nutritious 
delicious meals. 
Excel, care. 472-1420. 


$185. 2 BR. Pool, Cable TV. 12 
minutes to GG Bridge. No pets. 
___________ 924-4631__________ 


INCOMPARABLE VIEW 
Finest 1 bedroom in Marin! Deep 
shag 
carpets, 
fireplace, 
deck, 
pool. Prestige Tiburon location. 
Adults, no pets. $260. 435-3294. 


TERRA LINDA, 2 bdrms., 1-1/2 ba., 
crpts., 
drps., 
elec. 
kit., 
pool 
Cable TV. No children or pets. 
$170. Ph. 479-5114._______ __ 


THE MEADOWS 
IN TERRA LINDA 
1 and 2 bedrooms apts., 2 and 3 
bedroom townhouses. 
Subject to availability 
Air conditioning, club house, din­ 
ing room and bar, pools, Saunas, 
tennis court. 
Country Club Atmosphere 
Children and pets accepted 
910 Lea Drive-Ph. 479-1600 
TIBURON 2 bedroom, superb view. 
Fireplace, 
deck, 
pool, 
tennis. 
$285. Adults, no pets. 435-9033. 
TIBURON, 1 bdrm., crpts., drps., 
AEK, deck, garage, laundry room. 
Walk to ferry. $190. 1-986 5458. 
TIBURON - 3 
bdrms., 
2 
baths, 
carpets, drps., AEK, frplc., deck, 
view $335. 435-3779._______________ 
* TIBURON VIEW APTS, k " 
$245. Elegant 2 bedrooms, 
2 baths. (Will furnish) 2 pools. 
Decks Adults, no pets. 
388-3576. 
TOWNHOUSE, very elegant w/deck; 
1 
bdrm. — $130, lease. Inc. 
wtr./garb. 
456-3193, 
454-17C2 
eves.__________________ 
$130. Cozy 1 bdrm. apt inc. drps., 
water, garb., crprt. A stor. rm. 
Married cpIs. only. No cpldrn., no 
pets. Ret. 454-2648. 
$125 Up. What U need we have. 
MARIN COUNTY RENTALS 
801 D St. Brkr. Fee. 456-3232. 


THE COTTAGE 
Residence Care Center 
Full Room & Board 
Men or women. Single & double 
rooms. Nurse supervision. Color 
TV, patio. 1120 Nye St. 
San R a f a e l ________ 457-9393 
WOMEN, 24 hour care. Happy at­ 
mosphere. Good food. Ambulatory. 
Near dwntwn. 454-2376. 


Hntnis-Mntels— 885 


FOUNTAIN MOTEL. Large beautiful 
rooms 
with 
kitchenette. 
Day. 
week 332-1732. 
_______ _ 
LOVELY comfortable rms., dwntwn. 
San Anselmo. TV, maid service. 
Wk., mo. rates. 453-3532.______ 
MOTEL ROOMS. Weekly rates. Some 
kitchens. San Rafael. 
__________ 453-9795___________ 
SPORTSMAN S LODGE MOTEL 
Novato. Monthly rates, $150 up. 
Luxury rooms, TV, maid service. 
All facilities. 
897-2151 
WEEKLY A MONTHLY RATES 
Most credit cards accepted. Villa 
Rafael Motel, 456-4975. 


Wanted Te Reet— 870 


$50 REWARD for info, leading to 
leasing 2-3 bdrm. house in Mar* 
in. w/garage & yard. For respon* 
sible f a m i l y of 3. Rent not 
exceeding $250. 1-533-3136 aft. 
6.________________________ 
$50 REWARD. Tam teacher’s family 
needs 2-3 bdrm. house or flat 
with backyard. Mill Valley or vie. 
Up to $200. 388 6295.________ 
ACCOUNTANT, wife, 16 mo. son, 2 
dogs need house. To $175. Good 
refs. 707-226-7352 coll.________ 
APT. 1 bdrm., rustic, part turn., 
garage, frplc. To $175. Empl. 
female w/exc. 
refs. 
388-0544: 
after 4 p.m., 864-8077. 
ATTENTION LANDLORDS! 
Homes - Apts. - Duplexes 
NO CHARGE FOR 
BEST TENANTS. 
Marin County Rentais. 
456-3232 
BUSiNESS Executive, wife and 1 
child d e s i r e 2 bdrm. home 
immed Pref. So. Marin. Mr. Coi- 
lins, 441-8220._______________ 
CARPENTER-grad 
student 
couple, 
dog. seek cottage in Marin. Quiet 
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Trucks— 929 


Mobile Homes, Parks 
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453-4000 


rates 


Wanted To Rent— 870 


FEMALE teacher desires 1 bedroom 
cottage in Mill Valley. 383 3303, 
days 567-5856. eves/wknds 
GRANDPA has come to stay 
so 
family of 3 need 3 bdrm 
fur 
nished house or apt under $215. 
Excel, refs 383-0291. 
LEATHER 
Tailor-Artist 
cpI 
needs 
woodsy 
1 
BR 
miracle or 
Ige 
studkv Marin, to $ 125_669 1614 
MATURE. 
employed 
handyman 
needs room in private home in 
exchange for favors Reply I J Box 
507?_______________ 
MATURE 
single 
woman 
desires 
small 1 BR apt , turn or unfurn. 
Refs To $100 479 0248 
NEED GARAGE 
S R 
or S.A. area, for minor VW 
repair. 
454 3591 


RESP 
business 
couple, 
mid 30s, 
desires 
1 
or 
2 
bdrm. 
home, 
Fairfax area 
To $200 mo * 5 4 
4243 
RESPONS 
family 
man 
needs 
3 
bdrm. home to rent or lease Up 
to $210. Good refs 
Call collect 
415-993 5697 
' 


RESPONS. cpI 
w/refs needs 
1-2 
BR 
hse . Marin. Sonoma 
Under 
$125. 
Country, 
Secluded. 
707- 
838-2186 collect. 
RESPONSIBLE adults, (prof. man) 1 
child seek 2 or 3 BR hse. $125 
to $175. 221-9181 
RETURNING 
student from 
Europe 
needs small cottage w/yard. M.V. 
or 
Marin Ccunty vicinity. 
921 
9610 til 11 A M 
TEACHER. 15 yrs. w/district. npeds 
1 
BR 
cott. 
or 
apt, 
woods or 
seascape 
Saus, 
M.V . 
Tiburon, 
Larkspur. 
No children, 
pets or 
parties 
Lease desired. Write In- 
dep Jrnl. Box 513 
____ 
TWO 
GIRLS over 21 need 
1 or 2 
bedroom unfurnished 
apartment 
or 
house Up to $150 
By Fe 
bruary 
1st. Call 
454 3020 ext. 
254 days._________ 
VIETNAM veteran, college bound, & 
his dog need a place to stiy 
$100 $150. 388 8285. 


WANT 3 
bdrm., 2 ba. hse., R-3 I 
zoned, 
in 
Marin 
United Youth 
Ministries, 453-8660 
WANT- TOUR HOUSE CLEANED? Need 
house near C.O.M 
Approx. $250 
mo 
Reliable young adults. Have 
refs. 924 2 3 5 9 .__________ 


YOUNG 
DOCTOR 
needs 
unfurn. 
house or apt. 
in Marin. 
Days, 
563-7294; eves. 388 8872._ 
YOUNG S.F. exec, in architect, firm 
needs 
unfurn. 
apt./hse. 
in So 
Marin, 421-7653 days. Eves. 388 
7256 
_ 
_ 
________ 
YOUNG 
woman, 
23, 
wants 
very 
much to rent a cottage or apt 
Quiet, seclud. area. Can afford 
$150 mo Please ph. 843 0950 


Vacation Rentals 
(Resort Areas)— 880_________ 


1 BEDROOM holiday ski cabin. $60 
week, or $150 mo. All util. Inc 
Sips. 6 
Year round hydro mas­ 
sage pool & sauna. Box 8218, 
So. Lake Tahoe, or ph. 916-541- 
2 1 2 7 ______ 
ALPINE MEADOWS, 3 bdrms , 2 ba. 
on creek. $150 week. $85 week 
end 454 6190 or 479 1840, mes 
sage._________________________ 
LAKE TAHOE, North Shore. Sleeps 
10. 
Near 
c a s i n o s 
Week­ 
ends/week. 707-996 2674 


20x40' 
BEL 
AIRE. 
$1000 
down 
unfurn., $1500 furn 
Space 244. 
Leisure Lake Mobile Park, Petalu 
ma 707 763 5373 
1966 
BILTMORE Mobile Home 
2 
bdrms.. 
good 
loc 
on 
space 
$6500 Call 897 6259 bet. 9 A M 
to 1 P M or 6 P.M to 9 P M 
12’x60' 1 year old Broadmore Orig 
puce $9.000, asking $5600. 707- 
763 5961 


10x57 
311TMORE 
EXPANDO 
Near 
Greenbrae 2 bdrm , skirts, porch 
& storage shed 461-0182.__ 
BUY OR LEASE WITH OPTION Depos 
it $480 
$107 per month. 
FREE MOBILE OME SHOW 
LEISURE LAKE PARK & SALES 
300 JStony Point Rd.. Petaluma. 
CHAMPION '69. 65x12', 2 BR.. 1 
extra 
Ige. 
I 
bath 
Awning 
& 
skirting 707-763 8089 eves 
Own Your Own Lot 
VALLE VISTA 
Finest Mobile Subdivision 
Write for free information: 
225 Brittain Lane 
Santa Rosa. 707-542 2516 
USED 
12x50' 2 bdrm.. front kit 
Candlewood 
Park. 
Petaluma 
Adults. 575 No McDowell. 


YOUNG BROS. MOBILE 
HOME SALES 


7530 Redwood Hiway. Novato 
Ph. 415-897-4151 
12x60 Manatee 2 BR , 
1 bath 
S#S928. $4550 
10% Plus T&L 
on approval of credit. 
20 wide Parkway. 2 BR.. 1 bath. 
s#9493. $6195. 10% plus J&L 
on approval of credit. 
Any Viking in 
Stock - our 
cost 
plus 
1% 
No 
dealers please 
Open Daily till Dark, closed 
Sun 
day 
We 
have 
Mobile 
Home 
Space 
Available in Novato. 


Recreational Vehicles, 
Trailers— 910_______________ 


8-1/2' Full Cabover— jacks inc. 
Factory built. 707-7fa3-3909. 
1967 
AIRSTREAM 
26' 
Overlander 
twin 
Inter. 
Exc. cond. 
$5.500. 
697 3483 
AIR 
STREAM 
67 Special. 
30 ft. 
International Sovereign. 1-owner 
Air 
cond., 
jacks. 
Reese 
hitch 
Immaculate condition. Sells new 
over 
$10,000. 
Priced 
for 
quick 
sale, $5595. Dir. Phone 897 2191 
and ask for Harvey Schuinan. 


ARISTOCRAT 16' Land Commander 
trailer. 
Clean. 
Rugs. 
Car 
Vac. 
$1365. Call 479 3190. 


1957 CHEVY pickup. V-8, 4 speed. 
Make offer 
897 2688 


1971 GMC - TRUCK 
Need responsible party with good 
credit 
to 
make 
small 
monthly 
payments 
Call 457-3770 today! 
Dealer. Vin #112259 
CHEV ‘69 1/2-ton panel. V-8, auto 
transmission. P/S.Good condition. 
CaH 388-4752_ 
____ 
CHEV 1947 1 ton flatbed 
Excellent condition. Make offer. 
I ? 4 0384 
CHEV ’51 pickup 
New paint job 
Many new parts. Needs cylinder 
work $200/offer. 457-1849.__ 
CHEV *70 1/2-T. 350 V-8. 8' bed, 
dlx 
cab, 
A/T, 
new 
tires, 
top 
shape1 
Warr. Ask. $3000 
453- 
8932 ________ 
_ _____ 
CHEVROLET 
'67 
1/2 
ton 
pickup, 
R/H. heavy duty. 4 new 6 ply 
tires, 
$1395. 
65 
Shields 
Ln.. 
Novato_after 6 P.M. 
CHEVY '57 pickup. Good tires, runs 
well Offer. 
Call 461 1286 
___ 


CHEVY 
Pickup 
1964. 
Large 
bed; 
recent overhaul. 
$750. Call 924 4533.___ 
DODGE '52 truck, 1-1/2 ton van. 
New 
body 
Excel, 
cond. 
$550 
454-4151. 
FORD 
‘66 
1/2 ton pick-up. Long 
wide bed 
Best offer 479-6777. 
FORD '62 Econoline van. R/H. Good 
condition. 
$550 
Also Atlas all 
steel Hunter's camper shell. 8' 
bed. 2 bunks, boat rack. $200 
Call 454-6471.________________ 
FORD '61 Econoline with bed and 
carpeting. $350 Call Diane after 
4 P in__3i 8l09.69 _________ 
FORD 
'60 3/4 ton. New tonneau 
cover Good rubber. Clean $550 
479:Z 422J * 5 days _ 
GMC '68 van. Model 4000. V-6. 2 
axel 
Truck a-way 
lift. 
20’ 
bed 
w/aluminum box. 
73,500 miles 
$3500. See at 67 Paul Dr., Sa.i 
Rafael. 


GMC '60 Panel Truck 
$600 firm. 453-7748 


importad Cars 
Used— 954 
Imported Cars 
Used— 954 
Chevrolet— 962 


Renault '68 - CLEAN 


$695. 42 Mohawk, C M. 12-5. 


This 
1600 roadster has a 
lot to offer, such as pet 
formcnce, economy, driving 
enjoyment & dependability. 
Equipped 
with 
4-speed 
transmission, 
radio 
and 
heater. Sleek silver exterior 
with black top and black 
bucket seated interior. All 
of this in one neat pack 
age You’ll agree when you 
see 
and 
drive 
this 
out­ 
standing 
automobile. 
ZHU 
152 


$1595 


LEON C. FELTON 
VOLKSWAGEN 
601 Francisco Blvd., S.R. 
456-9040 Wed. & Fri ’til 9 
Daily to 7. Sat. & Sun. to 5 


MGA ‘59 Orophead Coupe 
Good cond $550. 454-0403 aft. / 


RENAULT 
sedan 
'58. 
overhauled. 
Excel. 
$200. 453 6153 


Completely 
condition. 


i^Demo S a b * 


« SAVE 3 


7 0 Toyota Landcruiser 


This vehicle was put into service 
late in the year and has been 
driven less than 200 miles. It’s 
equipped with 4-wheel drive, dual 
low 
range 
transmission 
and 
heavy duty mud and snow tires. 
Stk 
# 2335. It’s condition, of 
course, is showroom perfect and 
carries the full 
j^ F a c to r y GUARANTEEj/ ' j/ ' 


Dexter Toyota 


CAREFULLY SELECTED 
NEW CAR TRADE-IN 
445 Francisco Blvd 
San Rafael 
456-7071 


FORD '65 1/2 ton truck with cam 
per. Loads of extras. $1595. 


453 8422 


MUST SELL: 1971 Ford truck, cus 
tom 
250. Make offer. 
After. 6 
P.M.. 897 4F32. 


URGENTLY NEEDED 
Good 
late 
model 
TRUCKS, 
any 
make 
or 
model. 
Will 
pay 
top 
DOLLAR Drive it into 
Schuman Chevrolet 
7123 Redwood Hwy., Novato 
897-2191 


Imported Cars New— 952_______ 


★ TOYOTAS ★ 
All models available for 
Immediate delivery. 
NOVATO TOYOTA 
897-3191 


Imported Cars 
Used— 954 


NO TAHOE. Alpine Meadows. Deluxe 
cabin. Sips. 11. Avail, wknd. or 
Washington holiday. 388-7836. 
SEA RANCH apt. on beautiful Son 
oma Coast. Magnif. ocean view 
Sips. 7. From $60. 2 dys.; $175 
wk. 362 0450; 343 5321 
SUN 
VALLEY. 
3rd 
couple 
share 
deluxe 
condominium, 
week 
of 
Feb. 14-21. $22 a day. 456 9558 
TAHOE INCLINE Twnhse. 3 BRS. 3 
ba AEK. Linens. Skiing, casino 3 
blks. 454-5474 eves. 
TYROLEAN 
Chalet 
at 
Ski 
Incline, 
Tahoe. 
3 
bdrm., 
2 
bath, 
new. 
fully furnished. 200 yards to lifts. 
Call 883-5263 after 6 P.M. 


Motorcycles Scooters— 900 


’70 
360 
YAMAHA 
Enduro. 
Wide 
bars; 21” front wheel. 2 months 
° id Must sell. $750 461-0538 
'68 SUZUKI X6 Scrambler, 250cc. 
5000 miles 
Excellent condition. 
Fast. $350 388 8190 
’67 
HONDA 
trail 
90 
Very 
good 
cond. 
Must 
sell. 
$200 or best 
offer 453-6821 _ 
_______ 
1969 KAWASAKI 175 
Bushwacker ”. 
Excel 
cond 
Low mileage 
Must 
sell. $400 454 8449 
1969 HONDA 350. Good condition 
$550 or offei. 
Phonej456 0362.________ 


I960 650 BSA. Excellent condition. 
$625. 
Aft. 6. call 897-5587______ 
1970 KAWASAKI MACH III 500 
Low 
miles. 
Immaculate. 
Super 
fast. $690 or offer 457-2167. 


1970 
HONDA 
450 cc Scrambler 
Brand new Completely equipped 
Roll bar. 800 miies. $850 
Mr. 
Greene, 924-0648 


1970 BULTACO PURSANG. 
Good cond. 
$700. 479-7696, eves 


1970 HONDA. CL350. 
$625 OR OFFER 838 2341. 


FORD 
Econoline van 
'62. 
Crptd., 
refrig . 
bed, 
stove, 
tape spkrs. 
Asking $895. 472 1423. 


January Clearance Sale 


3 Well equipped 1971 CHAMPION 
Motor Homes. 
$7,245 
$7,495 
$8,495 
C C Jones 
Sales & Rentals 
128 Bellam 
San Rafael 
Phone: 456-4100 or 472-2082 
MOTOR HOME SHOW 
(Free Admission) 
Ten major lines of Motor Homes, 
Travel 
Trailers, 
& 
Campers 
to 
choose from at discount prices. 
See us now! Lease or Buy. 
RALPH VESPER MOTOR CO 
976 Santa Rosa Ave., 
Santa Rosa 


TRAVELEZE '69 30', self-contained 
Excel, cond. $4500 or best offer. 
Call 461-9240 


- UTIL 
trlr., 2 whl., 5x8, new plywd 
inter., new canvas, spare $350. 
Eve , wknd., 457 0616. 


Auto Repair, Parts— 915________ 


4-50x7-50/13 
McCoy 
Blue 
Streak 
autocross caps. 
3/4 new 
$85. 
3 8 3 - 1 2 9 2 . _____ ____ ___ 
1 PR 
ot A 
Mags, 9” x l5 ". Good 
condition. $75. 
453-4684 
ENGINES, 
TRANSMISSIONS. 
and 
misc. parts for most makes and 
models 453-1420___ 
LOW 
COST 
Volkswagen 
Repair 
Used 
& 
rebuilt 
engines 
from 
$150. Free towing. 897-7345 


MG engine, rebuilt. $150; carbure 
tors, 2 tonneau covers, used, & 
one like new. ’62 Pontiac. Cana 
dian-made powergiide, $175. Call 
after 5 pm . 454-3287_ _ _ 
PAIR American mags, 
13” x 4 -l/2 ” 
lug 
pattern, 
never 
used, 
$80. 
454 3149 


'70 VW Squareback 
Only 8,000 m i l e s 
WHY PAY 
MORE? $2195. 776 BDI 


J & B FORD SALES 
Where Your $$ Buy More 
5860 Paradise Dr., Corte Madera 
924 5807 Open Eves. & Sunday 


★ ★ ★ ★ ★ 
'69 OPEL 


2 dr., like new. ZJL 391 
$1395 


Lyons Ryan Ford ! 


619 Francisco Blvd.. San Rafael 
453 4220, eves, to 9 
★ 
★ ★ 
★ ★ 


★ 
★ ★ 
★ ★ 
'67 TRIUMPH 


Convertible. TKN 233 
$1095 


Lyons Ryan Ford 


619 Francisco. Blvd., San Rafael 
453-4220, eves to 9 
★ 
★ ★ 
★ ★ 
1965 MG 1100. clean inside & out. 
Needs 
transmission 
work 
$ 175/offer. 897-2412._________ 
A H. SPRITE ’62. Runs reliably but 
needs work. $175 or offer. 453 
3450. ext. 37. eves/wknds. 


’65 
MG 
MIDGET roadster. 
We 
dare you to compare 
this MG with any on this 
page 
Like 
new 
in 
every 
respect from it’s sparkling 
jet 
black 
exterior 
to 
its 
black top and black bucket 
seated 
interior. 
Equipped 
with wire wheels. 4 speed 
transmission, 
radio 
and 
heater XPG 859. 
$1095 


LEON C. FELTON 


VOLKSWAGEN 
601 Francisco Blvd , S.R 
456-9040 Wed. & Fri. ’til 9 
Daily to 7, Sat. & Sun. to 5 


MGB GT 
’67. 
36,000 
miles, 
wire 
wheels. Excel, cond 
First $1600 
takes. 435-4898. 
MGB-GT 
‘67. 
Excellent 
condition. 
Wire wheels. $2150 
Phone 332 
2939 after 5 p.m . 
_ 


OPEL GT ‘ 70. 
Blue, 
7000 miles, 
exc. cond. Private party. 
: _ 
1-665-3164 or 456 1942____ 
PORSCHE 
68 912, 5-spd 
Radial. 
Bahama 
yellow. 
Low 
mileage 
$3850. 
Eves, 
388-3682, 
days. 
391-7580. 
PORSCHE 
'66 912/5 spd 
42,000 j 
miles. 
Red. 
Excel, 
condition 
$3350. Ph. 223-172Sc__________ 
PORSCHE 912 '66. Racing mechan 
ic vaintained 
Excellent shape. 
New engine. $3400. 454-7124 


PORSCHE 
'60. 
Classic 
design. 
Rmvbl. hdtp. w/sun rf. Exc. cond. 
$1825. 441-4180/928 7865 eves. 


PORSCHE CARERRA 63.. 
$4,000_3321l 7616 or^885-4910. 


PORSCHE 


Looking for more than just 
a car? Then test drive this 
1967 
Porsche 912 Coupe 
You will find it to be the 
ultimate 
in 
driving enjoy­ 
ment. 
Baltic 
blue 
with 
black 
interior, 
5-speed 
transmission, Michelin radi 
al tires, radio and heater. 
Try it today. You owe it to 
yourself 710 BWS. 
$3795 


LEON C. FELTON 


VOLKSWAGEN 
601 Francisco Blvd., S.R 
456-9040 Wed. & Fri ’til 9 
Daily to 7, Sat. & Sun. to 5 


TOYOTA 
'67. 
4 
dr. 
sedan. 
R/H, 
extras. 
Good 
condition 
$175 
cash Take over payments for 17 
mo. at $44 per mo. 454-7918. 
TOYOTA 
’69 
Corona, 
4-dr. 
white 
sedan with black interior, AM/FM 
radio. $1500 or best offer. Call 
383-5236 after 5 p.m. ___ _____ 


TOYOTA CORONA ’67 4-dr. 
$j0 0 0 ___ 
Ph. 456-0864 
TRIUMPH SPITFIRE ’67. Red. Looks 
& runs good. $895. 
Dealer. 456-7711. 


TRIUMPH TR-4 black '63. New red 
interior. Chrome engine. Beautiful 
cond $700. 897-2062 eves.__ 
VOLKSWAGEN '63 camper with side 
tent, rebuilt 1500 engine, lots of 
extras $1300. 892-2654 
VOLVO '69. Automatic, radio. 
$2050 or best offer. 
Ph. 383-3270._________ 


VOLVO 
'68, 
6 cyl., stand, trans, 
w/overdrive. 
Good 
condition 
$ 1800 Ph. 922 6356 aft 6:30 


VOLVO ’67 122S. 4 dr. sedan Auto. 
Under 
40,000 
mi. 
Exc. 
cond 
$ 1600_388 6080. 
VOLVO 1961 sedan. Rebuilt engine; 
radio, 
heater. 
Very good condi­ 
tion. $ 5 0 0 4 56-9 759. 


VW ’69. Automatic. $1790 


days, 


’65 Chev. V-8 Malibu Hdtp. 


Automatic 
transmission, 
power 
steering. 
Very 
clean 
and 
runs 
great. $1195. MKG 437 


J & B FORD SALES 


Where Your $$ Buy More 
5860 Paradise Dr., Corte Madera 
924 5807 Open Eves. & Sunday 


Fa rt— 968 


CAMARO '68 convert. 32? eng. 
Auto. Clean. $1400. 
Call 454-3122 


Ford— 968 


CAPRICE '66. 
P/S, P/B, air. 
engine, new tires, vinyl top. 
$1095. Ph. 456-5116. 


327 
Only 


Ph. 
479-2171; 
5096 
883 


VW 71 BUG - 
7500 miles. 
$150 & take over pymts 479-6161. 
VW '70 BUS 9 passenger. Beige. 
Under 600 miles. 
454-3556 or 332-3352. 
VW ’70 Camper, 18.000 mi., war­ 
ranty. pop top. many extras incl 
15 ft. boat, 55 HP motor & trlr. 
$3795 
or sell 
separately. 388 
0718 


VW 70-Like New-$1750 
w/'71 license. 
Ph. 897-2416 


VW '69. Excellent condition. Radio, 
etc. 22,000 mi. Original owner. 
$1495 454-8680. 


VW '69. $1600 
5 9 0 0 _ m ile s _ ___ 
454 9382. 
VW ’68 Bug. Red. Radio, ski rack. 
Good condition. $1200. 
479-1310 
VW ’68 RVN 
37,000 miles. Mint 
condition 
$1195. 
Call 
Mike or 
Dick, 332-4390.____ ___________ 


VW ’68 SQUAREBACK. 
TOP CONDITION . . . $1525 
Call 461 5681. 
VW 
'68 
Squareback, 
light 
blue, 
black interior, new tires, radio, 
chrome 
loot 
rack. 
Immacualte 
cond.. 100% warranty. WHE 888 
. . . $1675. 
MILL VALLEY IMPORTS 
489 Miller. 388-2750 
VW '66 Microbus, 4 dr., 9 pass. 
Top 
mech. 
cond. 
$1150. 
Fact, 
rebuilt eng. 383-4789. 
VW 
'65. 
Uun 
roof, 
radio. 
White 
Excellent condition. $800 
Ph. 461-1369 
J 
VW '64 w/rebuilt 
eng 
& rebuilt 
brakes, 
new 
paint. 
Very 
good 
cond. 897-1063._______________ 
VW '63 SEDAN. Rebuilt engine. New 
brakes, 
new shocks. Very good 
tires. Immaculate inside & out 
$650. 479-5675._______________ 
VW ’63 sedan, yellow, radio, very 
nice, 
new tires. 
DPC 
524. . . 
$795. 
MILL VALLEY IMPORTS 
489 Miller,_M V 
________388-2750 
VW '62. Excellent condition. Radio. 
$650 
Call 461-1473. 


CHEV ’69 109 van. 307 V-8, auto­ 
matic. 
26,000 
miles. 
After 
5 
p.m., 461-0778. 
_______ 


CHEV 1970 Monte Carlo. Silver with 
black vinyl top. Bucket seats, air 
cond 
Low mileage. Excel, cond. 
$3500. 981 0792 days; eves. 461- 
9566.______________ ___________ 


CHEV 1960 4-dr. sedan. Very good 
cond. Tinted 
glass, 
good tires. 
$295. 479-4904. 


CHEV 
68 Impala 2 dr. R/H, P/S, 
P/disc brks., factory Comfortron 
j 
air. 
P/windows. 
Beaut, 
cond. 
$1975. 883-5814 after 6 
_____ 
CHEV ’67 Malibu stn. wgn. Rack, ; 
extras. Very clean, sharp looking. 
Exc. 
2nd 
car. 
Must 
sell. 
752 
2806 
_____________ 
CHEV '65 Impala conv. Low mi. 1 
owner, 
good 
cond. 
Inexpensive 
trans. $700/o*fer. 435-4186. _ 
CHEV 
'65 S/S 396. 
AM/FM. air, 
P/B. P/S. White w/blk. vinyl top 
Excel. $1050. 453 5216. 


CHEV 
’64 
Malibu. 
*68 327 eng. 
Fuel inj. High rise manifold, Holly 
4 barrel carb. Hurst 4 spd. New 
meats. $650. 435- 0 9 6 _____ 


CHEV ’62 Impala SS 
Clean. Excellent condition 
Call 479-5495 
CHEV ’62 Impala S/S. All new 327 
cu. in eng , P/G trans., muffler, 
brks., H/D shocks, paint. Loaded 
w/extras. 
$100/best offer. 461- 
0126. 
_ 
_______ 


CHEV ’60. R/H, P/S. P/B. Engine 
overhaul, 4 new tires. $300 or 
offer. 479-4558. 


CHEV ’70 Monte Carlo. Excel, cond., 
P/S. 
P/B. 
AM-FM 
stereo 
radio, 
bucket seats, console. Car sold 
new $4400 
Sacrifice for $3400. 
Ph 4 79-7946 


CHEVELLE ’70, Concours Estate wa 
gon. Automatic, radio, air, dual 
tailgate, power rear window, light 
group, 
10,000 mi. $3300 
435- 
0859: 


CHEVELLE ’67. Built Many extras. 
Best offer 
Call after 6 p.m., 453-5512 


CHEVELLE Concours '68 Excel. P/S. 
P/B, 
air, 
3 
spd. 
Trade. 
Phone 
454-5810 


★ ★ ★ ★ ★ 
’69 MUSTANG 
HARDTOP. Air conditioning, nev 
car warranty. YIE 759. 
$2195 


Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453-4220, eves, to 9 
★ ★ 
★ 
★ 
★ 


’68 Mustang V-8 Hdtp. 


FACTORY AIR CONDITIONING, lan­ 
dau top, automatic transmission 
and 
power steering. Very, very 
clean. $1995. WHE 999 
J & B FORD SALES 


Where Your $$ Buy More 
5860 Paradise Dr., Corte Madera 
924-5807 Open Eves. & Sunday 


★ ★ ★ ★ ★ 
’67 MUSTANG 


Convertible, beautiful red finish 
TLX 994 
$1495 


Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453 4220. eves, to 9 
* f t 
W 


★ ★ ★ ★ ★ 
’65 MUSTANG 
SHELBY GT 350. 4-speed trans 
mission, low mileage. NOF 265. 
$1395 


Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453 4220, eves to 9 


★ ★ ★ ★ ★ 


CAPRI ’71. $2500 
Green. 3000 miles. Driven over­ 
seas only. 707-763-4486._______ 


FORD” '69 
Club Sta. 
Wag. 
R/H. 
Econ. 
V-8. 
$2900. 
Cost 
over 
$4000. 
1525. 
Must be refinanced. 457- 


FORD ’59 sta. wag.. $124.99/best 
offer. Needs T.L.C. 472-1326. 
FORD 
1962 4-dr Meteor. $450 or 
best offer. 
Good 
tires. 
Perfect 
body, auto. Retiring, no need for 
2nd car. 388-1037.____________ 
FORD 
1965 
Fairlane 
500 Sports 
Coupe with 4 speed trans. $895. 
883 7431. See at Mobil Station, 
975 Diablo. Novato.____________ 


FORD ’66 station wgn. V-8. R/H, 
A/T P/S. 54.000 miles. 1 owner. 
$975. 897 7949._______________ 
FORD ’65 Galaxie 500. Blue 4 dr. 
sedan. V-8 352 engine. A/T, P/S, 
R/H, vinyl uphol. $450. 388-0431. 
FORD ’65 sta. wgn. Engine compì, 
rebuilt. New tires & battery. R/H, 
71 lie. $500. 479-4211._______ 
FORD ’63 Fairlane 2 door sedan. 
Automatic 
transmission. 
V-8. 
Good condition. $200. 453-1963. 


FORD ’63 Galaxie, 4 dr. Good condi 
tion. Just overhauled. Must sell 
quick. 456-5405._______________ 
FORD ’61 Sunliner Convert. Good 
running cond. Offer. 
453-5266 aft. 6 p.m. 


FORD ’60 Falcon. Stick shift, R/H. 
2 new tires & batt. Recent mech 
work. $325. 456-2449 aft 5 30 


FGRD 
’70 
Ranchero 
500. 
9000 
miles. Air, P/S. Gem top cover. 
Extended 
warranty 
50,000 
mi. 
456 5296. 
FORD ’70 Maverick. 10,000 miles. 
Assume lease, $70 mo., or put 
chase. 
$1,995. 
By owner. 
Call 
388 9184_ 
_________ 
FORD 
’70 
LTD 
Brougham 
2-dr., 
vinyl top. fac. air & a lot more. 
$3150 or older car or truck for 
equity. 332-5529._____________ 
FORcT GALAX IE 
500 
1967. 2 dr., 
hardtop. $1250. 433-1861 ask for 
Mr. 
Burkhart. Wknds. call 897- 
8082._________________________ 
MAVERICK 
70. Dark blue w/black 
vinyl interior. 200 cu. in. 6. R/H, 
w/w, 
new shocks. 
Excel, cond. 
$1775/best offer. Private party. 
461 1231 after7 j> .m 
MUSTANG 
’68. 
3 spd., 
21,000 
miles. Like new! White with blue 
int $ 1650. CaII 924 9346. 


MUSTANG ’68. Must sell V-8, R/H. 
W-O’s, W/W, 3 spd. Exc. cond 
$ 1400/best otter. 479-8549. 
MUSTANG '67, 2 plus 2, Body man 
special. $595. 
DEALER, 456-7711.____ 


MUSTANG 
'66. 
V-8, 
auto, 
trans.. 
R/H Low mileage Excellent cond. 
Good tires $1295 454 0690 


Domestic Cars Display— 998 


CHEVY ’57 - 
Call after 5:30 P.M. 
$75 
883-5447. 


VW ’62. 


Excellent condition. 
897-3677 


Auto Lease— 920 


ALFA ROMEO 
1967 Spyder. Excel, 
cond. New paint. Special motor. 
456-3110. 883 5573. 


AUSTIN HEALEY ’65, Mark III. excep 
tional condition. 39,000 mi. YJA 
. . 
$1795. 
MILL VALLEY IMPORTS 
489 Miner1_M.V 
______388-2750 


AUSTIN 
HEALEY 
’64 
Sprite 
New 
engine, new trans., new tires & 
tops. R/H. $675.453-0678. 
AUSTIN 
HEALEY Mark 
III. 
17,000 
miles. $2400. 
383-3309 


HONDA ’70 SI-100 


Perfect! $350. 
Phone 883-4281 
HONDA 450 Customized, chopped 
Much chrome. $950. 
_ ! 92 5_194 
HONDA 1970, 350cc, Cash or take 
“ over payments. 
CaH 4 54-0575________ 
HONDA 100. Fast. Excel, cond. plus 
extras. Under 2 months old Must 
sell 
Will 
sacrifice 
$385. 924- 
91393__________________ 


HONDA CB350 '70. Used 6 months. 


2,000 miles Like new $675. 


___________ 453-3238_____________ 


HONDA mini-trail. 1968 model. 
«* 
$150. Fair condition. 


Phone 453-4605 


T0Ï0TA 


LEASE FOR AS LOW AS 
$50.59 


Novato Toyota 


CALL 897-3191 


Autos Wanted— 925 


★ ★ TOP PRICE FOR ★ ★ 
CLEAN OLDER CARS 
Gem Auto Sales 
1530 4th, S.R. 


HONDA '70. CB 350. $650. 
_______ 3»3 13/8____ 


KAWASAKI '70, 250cc 
Sidewinder. 


Immaculate, 
1600 miles, $550 
JI35 16/7 
____ 


SALES It SERVICE 
Cycle Town 


933 Francisco. S.R. 
456-0335 
9 9 T W I F 
__________Sat. 9-5 
SUZUKI 120. street and trail 
Like 


new 
Extras 
$175 or offer 479- 
2326 
_______ ___________ 
TRIUMPH 67 650 


Unusually 
clean! 
Mechanically 


partee!; new paint, chrome, 8” 
ext 
etc 1900/ofr. 456 8814. 


BEST prices paid for Better, Older, 
Used Cars 
IVAN MOTORS 
439 Francisco Bl., 
San Rafael 


CASH FOR CLEAN CARS 
APPROX. $500 CATEGORY 
^ 
CREDIT MOTORS 456 6172 
CARS TO WRECK 
C & L WRECKERS 
931 2nd St., S.R 
453 4430 


WANTED: Used VWs, any cond. 


479 7544 


Trucks— 929 


’64 PICKUP, Chevrolet. 1/2 ton. 8' 


bed, V-8, automatic with camper 
shell Call 892 5156 


’59 FORD RANCHERO, lu ll power, 
auto , big engine 
$?95/best of 
ter 
89/ 1470 


CAMPER 
Lots of people have second 
cars. But how many have 
second homes? Here is a 
fully 
equipped 
'68 
VOLK 
SWAGEN 
Camper 
that 
is, 
ready to go. Water storage, 
ice box. sink, electrical out 
lets; everything you'll need 
for complete camping en­ 
joyment. One neat package 
at a low, low price. WSA 
064 


$2495 


LEON C. FELTON 
VOLKSWAGEN 
601 Francisco Blvd., S.R. 
454 9040 Wed. & Fri. ’til 9 
Dailv to 7. Sat. & Sun. to 5 


DATSUN ’69 2000 sports car Excel, 
cond. 
New 
clutch, 
ski 
rack. 
$1950. 383-2120. 


FERRARI 250GTE 2 plus 2. Cust. 
paint., blk. leather, Pirellis, Bar- 
oni whls. $4000. Call 388-0558. 


JAGUAR ’68 XKE 2 plus 2. Auto. 
Lease 
expiring, 
want 
to 
sell. 
Make offer. 472-1867, aft. 6 p.m. 


MERCEDES BENZ ’62 190SL conver­ 
tible. $550 as is. 
Phone 388 1910_______ 


MGC '68. 6-cyl., auto. Wire whls. 
Convertible 
Excellent 
condition 
$1795. Ph. 388 2150 


MGB 
’68, 
perfect running cond., 
needs tires. $1800 
383 5472 


SAAB '65. Blue. 30,000 miles. Piril 
li tires. New brakes. Must sell. 
$650/offer. 435-3379 


i s Selected \ f 
’69 Volvo 144S Sedan 
• Automatic transmission • 
An 
exceptional 
buy 
on 
a 
car 
rated one of the ten best engi 
neered automobiles in the world 
Lovely 
blue 
finish 
with 
smart 
adjusting seats. A flawless local 
1-owner 
4-dr. 
sedan. 
Our 
sale 
p r i c e of only $2299 can be 
financed at low bank rates with 
small down payment. ZFN 515. 


Dexter Toyota 


CAREFULLY SELECTED 
NEW CAR TRADE-IN 


445 Francisco Blvd 
San Rafael 
456-7071 


i* Selected 


’69 Toyota Coupe 


• $1499 • 
Sparkling red exterior with black 
vinyl top and handsome leather 
bucket seats. Showroom fresh in 
every respect. Low 1-owner mi­ 
leage. A practical economy car 
with the fun of a sports car. YFU 
746 


Dexter Toyota 


CAREFULLY SELECTED 
NEW CAR TRADE-INS 


445 Francisco Blvd. 
San Rafael 
_ 
456-7071 


Selected 
’67 Alfa GT Coupe 


VW '66 $975 


New eng./tires/clutch. 897 5915 


VW ’56 Sunroof - $150/offer. 
Call 457-1274 after 6 p.m. 
VW ’56 Kombi 8 pass. Exc. paint & 
uphol. Carpets. Mich. Xs, Porsche 
1600 
eng. 
$750. 
454 1197 
oi 
662-2153 eves.__ 
VW 1968 Bug. Clean, green. Runs 
\Kjft || c | 00 S 
479 8831. Ext. 40; 
584-1031, eves. 
VW 1954 - $800 
Near perfect condition, with good 
tires. Call 453-5154. 


” VW 1970 ~ WITH EXTRAS. 
TAKE OVER PAYMENTS 
CALL 479-4887. 


VW BUS 
1966. Runs well. $895. 
WFW 705. 
MILL VALLEY IMPORTS 
489 Miller, M.V. 
____388 2750. 
VW Camper '68 Adventurer. Excel 
ennd. 
Many 
extras. 
Must 
sell 
$2700/offer. 456 7264. 


CHEVY II Wagon ‘64 
Good cond 
$575/otter. 
897-7696. 
CHEVY Nova II ’67. 4 dr. sedan 
Auto. R/H, Good condition. Asking 
$1150. 924-4528 
CORVAIR 1961 station wagon R/H, 
auto. Very clean. $450 cr make 
otter. 479 4916. 
CORVAIR 
'66 Corsa 
4 spd 
New 
clutch. Recent engine work. Ex­ 
cel. cond 
$695. Days: 456-7545 
or Eves: 454-2928._____________ 
CORVAIR 
’65 
Monza. 
140 
H.P 
Clean — 
good condition 
must 
see. $500. 456 1589.__________ 
CORVETTE 
'70 
AH power, 4 spd 
11,000 
miles. 
Offer. 
388-1659 
eves; 561 2327 days._____ 
CORVETTE ”’697 427, 
removeable 
hrdtp. Low mileage, AM/FM rad., 
polygls. Ures. 383-J292. 
CORVETTE ’68. Good condition 
4 
spd., 300 h.p. Price $2900 Call 
924 4898. 
NOVA '69 
See at 
Rafael. 


Here Are Some 


“ BRASS TACKS" 


ABOUT AUTOMOBILE BUYING 


Automobile SELLING is 


business. The 
dealer 


a highly competitive 


with lower overhead 


REALLY has a competitive advantage. He can 


use this advantage to give his customers 


better d e a l s . . . In Marin County, overhead IS 


BETTER deals than 


6 cyl auto. P/S $1775. 
1355 Lincoln Ave., San 


Chrysler— 964 


'69 IMPERIAL LE BARON 


4-dr. Char, grey, new radial tires, 
gen. leath. int., full power, cruise 
control, thermo heat 
AC, AM/FM 
tape, 
adj. steer., perfect cond. 
25,000 miles. 
$4100. Owner. 
_____ 472-2224. 
CHRYSLER '66 4-dr. hdtp. 1 owner. 
A-l 
shape. 
48.000 
miles. 
Air, 
P/B, P/S, P/W. 454-1201. 
CHRYSLER 
1966 
300. 
Air 
cond 
Radial 
tires. 
Extvas. 
Clean. 
$1250_454-1031_ 
IMPERIAL 
Crown 
'65 
hdtp., 
gor 
geous car, local one owner, load­ 
ed w/every option, incl. factory 
air. See and drive to appreciate. 
Make offer. 883 7948. 


lower and you’ll find 


can find “ over the 


service is LOCAL! 


• A & E MOTORS 


bridge’ 
AND 


you 


the 


NSU 
SERVICE 
725 l incolli Ave 


COMPLETE VOLKWAGEN 
PORSCHE 


San Rafael 


MERCEDES 


456 5317 


American Motors— 9S7 
Dodge— 966 


★ ★ ★ ★ 
'k 
’69 AMX 


American Motors, like new. 
AWH 
$2395 


Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453-4220, eves, to 9 


+ 
jk 
_ 
à 
_ 
+ 
_ 
jk 


Buick— 958___________________ 


★ ★ ★ ★ ★ 


’66 BUICK 
LeSabre 2-dr. hardtop 
Platinum 
finish, 
beautiful condition. SGR 
003. 
$1395 


Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453 4220, eves, to 9 
★ ★ ★ ★ ★ 


! DODGE 
’66 Dart convert 
V-8. 4 
spd. stick. $800/trade for 2 CV 
332-5493. 
DART ’69 340 4 bbL P/S, auto, 
trans. Asking $2115. Call 924 
2684, 7 9 p.m.__ 
DODGE-767^Charger 
4-spd., 440. 
disc brakes. Exc. cond. Must sell 
$800. Eves., 479-3785. 
DODGE ’67 Charger 2 dr V-8, A/T, 
R/H. 
1 
owner. 
Exc. cond. Call 
435 0338._________ ___________ 


DODGE CORONET R/T '67 
Almost 
new 
440 
engine, 
new 
automatic heavy duty trans., new 
tires. P/S, P/B, disc brakes in 
front, air suspension shocks in 
rear, mag wheels. Bucket seats, 
console, leather interior. Excellent 
condition. $1300 or offer. 
Call 
457-2157 
after 
3:30 
p.m. 
or 
weekends. 


t BMW AUTOZENTRUM 


BMW 
SALES 
& 
SERVICE 
DELIVERY EXPERTS 
1829 Fourth St., San Rafael 


• CAMPBELL-BISHOP CHEVROLET 


CHEVROLET 
CHEVELLE 
NOVA 
CAMARO 
5889 Paradise Dr., Corte Madera 


• CORTE MADERA CHRYSLER-PLYMOUTH 


NOW 1HE ONLY CHRYSLER PLYMOU1H DEALER IN MARIN COUNI Y 
195 Casa Buene Dr., Corte Madera 
924-5622 


• DEXTER TOYOTA INC. 


4 
& 
6 
CYl INDIR 
LUROPt AN 


45/ 1441 


924 5100 


COROLLA— 
CORONA 
MARK II 
CROWN 
445 Francisco Blvd., San Rafael 
LANDCRUISLR 
456 /071 


• E. F. SWEENEY BRITISH CARS Inc. 


JAGUAR — 
AUSTIN AMERICA — MG 
523 Francisco Blvd.. San Rafael 
SPRITE 
454 6515 


• J & B FORD SALES 


FORD — T-BIRD — FALCON 
MUSTANG 
5860 Paradise Dr., Corte Madera 
MAVLRICK 
924 5800 


• $1999 # 
1 CxIilHc-aM 


BUICK '56. Eng. fire. 36.000 origin 
al. 4 new tires, new battery. V-8 
auto. $50. 457-2474 aft. 6. 
BUICK 
Wildcat. 
Low 
mi. 
Beaut 
cond. 
Air, 
new shocks, 
almost 
new radials, console, wide buck­ 
ets. $950/offer. 457-0616 


Rich racing green with exquisite 
saddle leather bucket seats. 5- 
speed 
gear box, dual overhead 
cam engine. The ultimate in low 
priced sports cars. #1432. 


Dexter Toyota 


CAREFULLY SELECTED 
NEW CAR TRADE-INS 


445 Francisco Blvd. 
San Rafael 
456 7071 


CAD. 
’67 
Cpe 
DeVille. 
Air, 
all 
power, 36,000 mi. Immac cond. 
$3500. 454-9323 or 461 0468. 


CADILLAC ’67 Brougham. 1 owner, 
every extra. Dark blue/vinyl top. 
$3000 firm. 388-0558_________ 


CADILLAC ’67. FLTWD 
Brougham 
Air, power, ultra extras. Immac. 
cond. $3500. Eves I weekends, 
call 479 4434._________________ 


CADILLAC 
'64 
2 
door 
f,dtp. 
1 
owner, low mileage. $995. Dealer. 
456-7711. 
_________ 


CADILLAC 
’63 
convertible. 
Body 
man special. $350 Lie. CWY 075 
Dir 456 7711 


i> Selected i s 
\ 
’65 Dodge Sport Coupe 
• $799 • 
This lovely little 2-dr. hardtop will 
make an ideal second car. Flaw 
less white exterior with original 
blue interior. Small economical V 
8, automatic transmission, power 
steering, 
new 
tires, 
radio 
and 
heater. 
Our 
special 
sale 
price 
can 
be 
financed 
at 
low 
bank \ 
rates with small down payment. | 
DAC 485. 


Dexter Toyota 


CAREFULLY SELECTED 
NEW CAR TRADE-INS 


445 Francisco Blvd 


Fort— 868____________________ 


’69 Ford Fairlane 500 


STATION WAGON, 
very 
low mi 
leage, 
lots 
of 
equipment 
and 
unusually 
clean. 
$2195. 
295 
DWK. 


J & B FORD SALES 


Where Your $$ Buy More 


5860 Paradise Dr., Corte Madera 
924 5807 Open Eves & Sunday 


• LARRY BRINK MOTORS 


LINCOLN - - MERCURY 
MONTEGO 
COUGAR 
DOR 
REBEL 
- HORNET 
LEASING 
250 E. Blithedale Ave., Mill Valley 


AMBASSA 


388 4948 


• LEON C. FELTON 


VOLKSWAGEN — KARMANN GHIA 
601 Francisco Blvd., San Rafael 
456 9040 


• MARIN BAY LINCOLN MERCURY 


LINCOLN 
MERCURY 
COUGAR 
R! NAIJLT 
SUBARU 
CAPRI 
RENTALS 
LEASING 
3rd & Lincoln St., San Rafael 
456 4211 


t MARIN SPORTS IMPORTS 


TRIUMPH 
JEEP 
923 Francisco Blvd. 
FORD CORTINA 
San Rafael 


t NOVATO TOYOTA INC. 


COROLLA 
CORONA 
CROWN 
LANDCRUISLR 


7505 Redwood Highway. Novato 


• SCRIPTURE OLDSMOBILE 


OLDSMOBILE 
TORONADO 
CUTLASS 
740 Francisco Blvd , San Rafael 


• SHAMROCK MOTORS 


CITROEN 
RENAULT 
PEUGEOT 
375 Millet Ave . Mill Valley 


453 1262 


LEASING 


897 3191 


LIASE A ll MAKLS 
453 24/4 


388 2b36 


I-J THRIFT-ADS 
¿3 , i " e * r 4 days $3.00 


P r iv a t e p a r t i* » o n ly . 


P ric e o f a l l item » 


• o c h a d $ 2 5 0 


or lets. 


Ford— 968 


Ford— 968 


MUSTANG ’66. Vinyl top, 4 spd., V* 
8, 
R/H. 
Excellent 
condition. 
$1150. 479-0359 after 5 p.m. 


MUSTANG 
’66. 
Six cylinder, A/T, 
R/H, good tires and condition. 
$895. Ph. 383-1603._________ 


MUSTANG '65 convertible. 3-spd. V- 
8, R/H, stereo tape, AM/FM radio, 
low mileage. Excel, cond. $950 
388-7328. 


OK $895 OK 


'65 THUNDERBIRD 2-dr. hardtop. 
White vinyl roof with tan leather­ 
ette 
interior. 
V-8, 
automatic 
transmission, 
power 
steering, 
power disc brakes, power win­ 
dows, radio, heater, swing away 
steering 
wheel 
and 
whitewall 
tires. A luxury car at a very low 
price. MOH 033. 


DE LONG CHEVROLET 


550 Francisco Blvd., San Rafael 
453-8582 'til 9, open Sun. 


OK $1795 OK 


FORD '67 LTD 2-dr. hardtop. 390 
V-8, 
Factory 
Air 
Conditioning, 
power steering, automatic trans­ 
mission. 
Mint 
condition 
inside 
and out. Whiteiwith black landau 
top and interior. Test drive it 
today. UGS 150. 


DE LONG CHEVROLET 


550 Francisco Blvd., San Rafael 
453-8582 days 'til 9, open Sun. 


Domestic Cars 
Display— 998 


j> Selected i* 
'66 Mustang Coupe 
• $1199 • 


Dazzling silver gold exterior with 
smart black vinyl bucket seats. 
Automatic 
transmission, 
power 
steering, "289’’ V-8 engine, radio 
and 
heater. 
An exceptional 
1- 
owner 
car 
in fine 
mechanical 
condition. Our special sale price 
can 
be financed at low bank 
rates with small down payment. 
SGR 996. 
Dexter Toyota 


CAREFULLY SELECTED 
NEW CAR TRADE-INS 
445 Francisco Blvd. 
San Rafael 
456-7071 


T-BIRD ’55 
Reasonable. Call 383-3727 
or 456-8372 after 6 p.m. 
THUNDERBIRD 
’56 Classic. 
Body 
very good, engine completely ov­ 
erhauled. Less than 1000 miles. 
Good 
tires. 
Black 
hdtp. 
conv. 
w/Continental 
kit. 
$1500 firm. 
461-2454 or 461-1677. 


Lincoln— 970 


LINCOLN 
'61 
Continental. 
Clean. 
Full pwr., R/H, Ither. int., new 
tires. Nds. muffler. $350. 479- 
8328. 


Mercury— 972 


★ ★ ★ ★ ★ 
70 COUGAR 


ELIMINATOR. New car warranty. 
315 BJD. 
$2895 
Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453-4220, eves to 9 
+ + it + i( 
MERCURY ’66 4 dr. hdtp. Monterey. 
W/air, etc. Good. $695. 454-1010, 
ask for AI Jestadt.____________ 
MERCURY '63 station wagon. P/S, 
P/B, auto., luggage rack. Good 
cond. $425/offer. 456-5878 eves. 


Oldsmobile— 974 


and 
VOLVOS 
AT SPECIAL 
SALE PRICES 


'64 Triumph 
SPITFIRE roadster. A terrific buy 
Vin#1300SL 
$495 


'64 Rambler 
440 hardtop, automatic transmis­ 
sion & power steering. DKR 787 
$495 


'60 Volvo 544 
4-speed transmission, bright rec 
finish. SHARP. BKE 070 


'65 Dodge 
DART GT. White with black viny 
roof. Good condition. ZXZ 020 
$795 


'67 Datsun 
STATION WAGON, 4-speed trans 
mission. A good second car. TF> 
673 
$799 


68 Simca 
4-dr. sedan. Immaculate condi 
tion. 000 AIF 


CUTLASS ’69. 2 dr. Blue w/white 
int. Power, Michelin tires. Priced 
to sell. 453-4635. 


OLDS '68 Cutlass conv. Gold, black 
top. W/W, P/S, P/B. White int. 
Excel. $1850. 479-6280. 


OLDS ’70 Cutlass Supreme. 2-dr., 
standard shift, top cond. Only 
7700 mi. Must sac. 383-0483. 


General— 996 


Hertz Off-Lease Cars 
FOR SALE 
456-0500 
★ ★ ★ ★ ★ ★ ★ ★ ★ 


SALE! SALE! 
★ ★ ★ ★ ★ ★ ★ ★ ★ 


AT 


LARRY BRINK 


lymouth— 976 
★ ★ ★ ★ ★ 
'65 PLYMOUTH 
VALIANT 2-dr. 
tion. RKL 940. 
Very good condi- 


$595 
Lyons Ryan Ford 


619 Francisco Blvd., San Rafael 
453-4220, eves, to 9 
★ ★ ★ ★ ★ 


HIGH PERFORMANCE 
1969 Barracuda 440 


NEVER REGISTERED. Posi-traction, 
torqueflite 
transmission, 
tach, 
rallye cluster group and slicks. 
Has original 500 miles. Special 
price of $2095. Vin#BH29M9B 
275075. 
Novato 
Toyota, 
7505 
Redwood Highway, Novato. 897- 
3191. 
PLYMOUTH 
’69 
Roadrunner. 
Air 
cond. $2450 or offer. Phone 838- 
2341. 
PLYMOUTH ’67 wagon. P/S, P/B, 
new t i r e s . Great car. Think 
springl $1000. Phone 453-6621. 


PLYMOUTH ’54. 4 dr. Auto. R/H. '71 
lie. 
5 new tires. New battery. 
Good cond. $150. 897-7279. 
PLYMOUTH CUDA *70 340 3-spd., 
P/S, 
tape 
deck, 
air shocks. 
Cream Yellow w/blk vinyl top. 
18,500 1 owner mi. $2690. 454- 
0824. 
ROADRUNNER '69. 4-spd.j mags; 
posi.; 
vinyl 
roof. Many extras. 
$2100/partial trade. 388-6877. 


66 Mustang 
2-dr. 
hardtop. 
6-cylmder, 
auto­ 
matic transmission. TOP CONDI­ 
TION. 001 CLH 
$1099 


67 Volkswagen 


KARMANN GHIA. Excellent condi­ 
tion, bright red finish. WRE 501 
$1099 


'63 Corvette 
FASTBACK, 4-speed transmission. 
Immaculate condition. DVZ 029 
$1395 


Annex 


Motors 


Marin’s Exclusive Volvo 
and Datsun dealer 


535 Francisco Blvd., 
453-6292 
San Rafael 
Next to Disco 
OPEN EVENINGS & SUNDAYS 


MOTORS 


Pontiac— 978 


FIREBIRD '67 convert. 326 H.O. 4- 
spd., P/S, P/B, P/top. 
883-5066 


Mill Valley 


★ LINCOLNS ★ 
'67 Lincoln 4 dr. Full pwr. fact, air, 
UAH 511. $2495. 
'69 Lincoln Coupe. Full pwr. Fact. 
air. YPG 655. $4695. 
'67 Lincoln Coupe. Full pwr. Fact. 
air. XTC 762. $2495. 
*63 Lincoln 4 dr. Full pwr. tact. air. 
UBM 152. $795. 


★ MUSTANGS * 
’67 Mustang. 6 cyl. Stand, trans., 
pwr. str. UHV 575. $1295. 
'68 Mustang 6 cyl. Stand, trans. 
Stock # P918. $1595. 
’67 Mustang. V-8 fast back. Auto. 
pwr. str. 289. TMP 300. $1495. 
'68 Mustang Fast back, GT. V-8, 
auto., pwr. str. WLF 318. $1895. 
'66 Mustang. 6 cyl. auto., pwr. str. 
Air cond. Vinyl top. VAP 546. 
$1350. 
‘66 Mustang 8 cyl. Stand, trans. 
RXH 988. $1195. 


★ IMPORTS * 
'67 Triumph Spitfire II, Roadster. 
TJG 879. $1195. 
'68 VW. VQY 618. $1395. 


★ OTHER MAKES ★ 
'68 Rambler Rogue. 8 cyl. 2 dr. 
hdtp. 4 spd. Pwr. Str. Fact. air. 
WKG 167. $1495. 
'66 Mercury. 8 cyl. Cyclone, 2 dr. 
hdtp. 4 spd. Pwr. str. UYR 735. 
$995 
’69 Chev. Malibu. 2 dr. hdtp. 8 cyl. 
Auto., 
pwr. str. Fact. air. ZTK 
635. $2595. 
'64 Rambler American, 6 cyl. auto. 
330, 2 dr. Stk. # R714A. $650. 
'66 Rambler 8 cyl. Rogue, 2 dr. 
hdtp. 
Auto., 
power 
steer. TKC 
446. $1295. 
'69 Olds 8 Cutlass convert. Auto., 
power steer. X714A. $2295. 
’69 Mercury Marquis, sta. wag. 8 
cyl. Auto., pwr. str. Fact. air. YGL 
900. $2895. 
'65 Mercury Montclair, 8 cyl., 4 dr. 
hdtp., Auto., pwr. str. RLM 519. 
$945. 
'68 Rambler Javelin, 2 dr. hdtp. 
SST. Auto., pwr. str. VGL 692. 
$1695. 
'69 Rambler AMX, 4 spd., XZF 469. 
$1850. 
'63 Chev. cyl. Nova. conv. coupe. 
Auto, trans. DCF 715. $650. 
'66 T-bird 8 cyl., 2 dr. hdtp. Auto., 
pwr. str. SOJ 342. $1495. 
’69 Chrysler, 8 cyl. Imperial LeBar- 
on. 2 dr. hdtp. Full pwr. Fact, 
air. YGG 274. $2695. 
'66 Dodge Dart 6 cyl. conv. coupe. 
Auto., pwr. str. TKB 927. $1195. 
'68 Dodge Dart 8 cyl. GT mod. 2 
dr. hdtp. Auto, pwr. str., fact air. 
VJF 576. $1895. 
'65 Rambler 8 cyl. 990 4 dr. Auto., 
pwr. 
st., fact. air. 
RMB 298. 
$795. 


LARRY BRINK 


PONTIAC 1963 Conv. $450. 


or offer. 883-7670, aft. 6 pm. 
PONTIAC *68 GTO. P/S, radio, air 
cond. 
Turbohydro. 
MUST 
See, 
$1575. MUST SELL. 479-9258. 
PONTIAC '62 wagon, deluxe model. 
New 
starter, 
battery 
& 
tires. 
Runs well. $400. 479-1969. 
PONTIAC ‘62 Tempest Stn. wgn. 
Stick 
shift. 
Clean. 
Needs tires. 
$200. Phone 479-1253 
PONTIAC '60 Station wagon 
$350 or offer. 
Call 892-9716 after 6 pm 


Rambler— 980 


AMBASSADOR 880 '66 sta. wgn. 
155 hp., 6-cyl. auto. Lo. mi. Orig. 
own. Exc. con. $1100. 479-6752. 
MARLIN '65. Very clean, orig. cond. 
Except, mech. cond. See to ap- 
preciate. $695 firm. 456-2740. 
RAMBLER Classic 660 1963. Good 
condition. $300 or best offer. Ph. 
461-0122 after 6 p.m._______ 
RAMBLER 
American 
*64 4 door. 
R/H, WSW. Fine looking. Excel, 
mech. cond. $535. 457-2661. 


Willys— 984 


*42 WILLYS truck, 327 valanced; 
blue printed, others. Off Sears 
Point. Ready for street. 897-6574, 
JEEP ’47. 10*16.5 Excellent condi 
tion. Fully restored. $850. 479- 
1260. 
JEEP ’67 Wagoneer. Reg. 1966. V-8, 
A/T, air, P/B. P/S, hubs, 4 whl 
drive. Exc. 
cond. 
$2100. Call 
eves. & wknds., 479-4534. 
JEEP. ’66 Custom Wagoneer. 4-whl 
dr., V-8. A/T, P/S, P/B. Top rack. 
$2100. 924-5185, eves. 


Legal Notkt 
known to said Clerk, and to any 
person who has filed his name 


Legal Notici 


653 E. Blithedale, near Camino 
Aito, Mill Valley 


388*4947 


RESOLUTION NO. 3989 
RESOLUTION GIVING NOTICE 
OF PROPOSED ANNEXATION 
TO CITY OF SAN RAFAEL OF 
UNINHABITED TERRITORY 
DESCRIBED HEREIN AND 
DESIGNATED “SAN PEDRO 
SCHOOL ANNEXATION,“ AND 
GIVING NOTICE OF TIME 
AND PLACE FOR HEARING 
OF PROTEST THERETO 
WHEREAS, pursuant to the 
provisions of the annexation of 
Uninhabited Territory Act of 
1939 a petition signed by owners 
of not less than one fourth of the 
land by area and by assessed 
value, as shown on the last 
equalized assessment roll of the 
County of Marin, in the herein« 
after described territory was 
filed with the City Council of 
the City of San Rafael on the 
29th day of December, 1970, re­ 
questing annexation of the here­ 
inafter described territory to 
said City; andl 
WHEREAS, pursuant to Sec­ 
tions 35305 and 35306 of the Gov­ 
ernment Code of the State of 
California the City Council shall, 
without delay, under the afore­ 
said circumstances, pass a reso­ 
lution giving notice of the pro- 
Eosed annexation, describing the 
oundaries of the territory, des­ 
ignating it by an appropriate 
name and setting a time and 
place wherein the City Council 
will hear written protests against 
the annexation made by persons 
owning real property within the 
territory; and 
WHEREAS, the matter of the 
proposed annexation to the City 
of San Rafael of said territory 
has been referred to the Local 
Agency Formation Commission 
for its consideration and ap­ 
proval, and said Local Agen­ 
cy Formation Commission ap­ 
proved the annexation of said 
uninhabited territory to the City 
of San Rafael prior to the circu­ 
lation or filing of the petition 
hereinabove referred to; 
NOW, THEREFORE. BE IT 
RESOLVED by the Council of 
the City of San Rafael, as fol­ 
lows: 
1. That Tuesday, the 10th of 
February, 1971, at the hour of 
8:00 p.m. In the Council Cham­ 
bers In the City Hall in the City 
of San Rafael, California, being 
a date at least forty (40) and 
not more than sixty (60) days 
after the date of passage of the 
resolution, is hereby fixed as 
the time and place, when and 
where the City Council of the 
City of San Rafael, California, 
will hear w r i t t e n protests 
against said annexation by any 
person owning real property 
within said territory and NO­ 
TICE of the time and place of 
said hearing is hereby given. 
2. The City Clerk shall cause 
a copy of the within Resolution 
to be published at least twice 
but not more often than once a 
week, in the Independent Jour­ 
nal, a newspaper of general cir­ 
culation published in the City of 
San Rafael and also in a news­ 
paper of general circulation pub. 
lished outside the City or San 
Rafael but In the County of Ma­ 
rin, State of California, which 
{»ublication shall be completed at 
east twenty (20) days prior to 
the date set forth above for the 
above described hearing. 
3. The City Clerk wall also 
cause written notice of the above 
proposed annexation to be mail­ 
ed to each person to whom land 
within the territory proposed to 
be annexed is assessed In the 
last equalized Marin County As 
sessment Roll available on the 
date that these proceedings were 
initiated, at the address shown 
on said Assessment Roll or as 


and address and the designation 
of the lands in which he has any 
interest, either legal or equit­ 
able, with said Clerk. Said no­ 
tice shall be given not less than 
twenty (20) days before the first 
public hearing on the proposed 
annexation. 
4. That for appropriate name 
of said territory so proposed to 
be annexed to the City of San 
Rafael, the same is herebv des­ 
ignated 
as S A N 
P E D R O 
SCHOOL ANNEXATION and the 
boundaries of said territory so 
proposed to be annexed are spe­ 
cifically described on Exhibit 
“A” which is attached hereto 
and incorporated herein in full 
by reference. 
L MARION A. GRADY. Clerk 
of the City of San Rafael, hereby 
certify that the foregoing Reso­ 
lution was duly and regularly 
introduced and adopted at a reg. 
ular meeting of the Council of 
said City held on the 4th day of 
January, 1971, by the following 
vote, to wit: 
AYES: COUNCILMEN: Bar. 
bier, Jensen, Miskimen, Mill- 
ryan and Mayor Bettini 
NOES: COUNCILMEN: Nona 
ABSENT: COUNCILMEN: 
None 
/s/ MARION A. GRADY 
City Clerk 
EXHIBIT “A“ 
Beginning at a point on the 
Northerly Hne of San Pedro 
Road (Prior to widening), as 
said line is 9hown on the “Map 
of Villa Real Unit No. Two,,r re. 
corded in Book 9 of Maps at 
page 76. Marin County Records, 
which point bears north 7*49' 
west 60 feet from the northwest­ 
erly coraor of lot 114 as said lot 
is shown on “The Map of Up­ 
lands . . .“, recorded in Book 8 
of Maps at page 4. Marin County 
Records, and which point also 
lies on the corporate limit line 
of the City of San Rafael: . 
Thence along said northerly 
line of San Pedro Road, which 
line is also the existing corpor­ 
ate limit line of the city of San 
Rafael, as said line is shown on 
aforementioned “Map of Villa 
Real Unit No. Two” and the 
“Map of Looh Lomond Unit 
One” and “Map of Loch Lomond 
Unit Three,” recorded respec­ 
tively in Book 7 of Maps at page 
97 and Book 8 of Maps at page 
106, 
Marin 
County 
Records, 
north 82°1T east 308 feet more or 
less to its intersection with the 
westerly line of Manderly Road 
as shown on said “Map of Loch 
Lomond Unit One” and thence 
south 55°0T east 828 feet more 
or less to a point which lies 
north 55°07* west 100 feet and 
north 34°53' east 60 feet from 
the most easterly corner of lot 
132 as said lot is shown on the 
aforementioned “Map of Up­ 
lands , . .” i 
. 
Thence leaving said northerly 
line of San Pedro Road and said 
corporate limit line and naming 
south 34*53* west 60 feet to a 
point on the southerly Hne of 
San Pedro Road, as shown on 
said “Map of Uplands . . 
which point lies north 55*07* west < 
100 feet from the most easterly 
corner of lot 132 as shown on 


^Thencesouth 34°53' west 445.53 
feet to the northeasterly line of 
Hillside Avenue as shown on 
said “Map of Uplands 
Thence along said northeast­ 
erly line of Hillside Avenue 
north 67°3T west 86.51 feet, north 
76*10* west 73.42 feet, north 38* 
66' west 69.40 feet, north 26*33' 
west 90.85 feet, north.57*08' west 
141.41 feet, north 51*45' west 
123.38 feet, north 37*08* west 
141.89 feet, north 41*06' west 
98.7*1 feet, and north 19*02' west 
42.97 feet: 
.. 
. 
Thence leaving said northeast- 
eriy line of Hillside Avenue and 
going north 1*35' west 84.75 feet, 
north 27*41' east 89.91 feeU and 
south 76*18*34" west 101.69 feet 
returning to said northeasterly 
line: 
.. 
Thence along said northeast­ 
erly line of Hillside Avenue north 
8*05' west 71.41 feet to the north- 
westerly corner of lot 114 as 
shown on the aforementioned 
“Map of Uplands . . 
whjch 
point is also on the southerly line 
of San Pedro Road per said 


Legal Notice 


Thence north 7*49' west 60 feet 
to the point of beginning. 
(Containing 10 acres more or 
less) 
No. 22 Jan. 12. 19. 1971 


San Rafael and also in a news­ 
paper of general circulation pub­ 
lished outside the City of San 
Rafael but in the County of Ma­ 
rin, State of California, which 
>ublication shall be completed at 
east twenty (20) days prior to 
the date set forth above for the 
above described hearing. 
3. The City Clerk shall also 
cause written notice of the above 
proposed annexation to be mail­ 
ed to each person to whom land 
within the territory proposed to 
be annexed is assessed in the 
last equalized Marin County As­ 
sessment Roll available on the 
date that these proceedings were 
initiated, at the address shown 
on said Assessment Roll or as 
known to said Clerk, and to any 
person who has filed his name 
and address and the designation 
of the lands in which he has any 
interest, either legal or equit 
able, with said Clerk. Said no­ 
tice shall be given not less than 
twenty (20) days before the first 
public hearing on the proposed 
annexation. 
4. That for appropriate name 
of said territory so proposed to 
be annexed to the City of San 
Rafael, the same Is hereby des­ 
ignated as GRANDI ANNEX­ 
ATION and the boundaries of 
said territory so proposed to be 
annexed are specifically de­ 
scribed on Exhibit “A” which 
is attached hereto and incor­ 
porated herein in full by refer­ 
ence. 
I, MARION A. GRADY. Clerk 
of the City of San Rafael, hereby 
certify that the foregoing Reso­ 
lution was duly and regularly 
introduced and adopted at a reg­ 
ular meeting of the Council of 
said City held on the 4th day of 
January, 1971, by the following 
vote, to wit: 
AYES: COUNCILMEN: Bar. 
bier, Jensen, Miskimen, Mul- 
ryan and Mayor Bettini 
NOES: COUNCILMEN: None 
ABSENT: COUNCILMEN: 
None 
/s/ MARION A. GRADY 
City Clerk 
EXHIBIT “A” 
ANNEXATION BY CHARLES 
GRANDI TO THE CITY OF 
SAN RAFAEL 
The land referred: to in this 
report is situated in the State 
of California, County of Marin, 
and is described as follows: 
BEGINNING at a point on 
the boundary line of the City 
of San Rafael, said point being 
at the Southwest comer of that 
certain parcel of land describ. 
ed in the deed to Reginald V. 
Finch, et ux, recorded Decem­ 
ber 2, 1968 in Book 2258 of 
Official Records at page 462 
Marin County Records, run­ 
ning thence along the Souther­ 
ly line of last said parcel 
North 89°09'40" East 591.669 
feet, thence North 17*30* West, 
310.30 feet, thence South 20*24' 
East 320.00 feet, thence South 
83*42*30" East 59.71 feet, thence 
South 24*412' East 262.62 feet to 
a point on the North Line of 
Valley View Avenue, as said 
Avenue was described in the 
deed to the City of San Rafael 
recorded December 30, 1947, 
in Book 536 of Official Records 
at page 327, running thence 
along the North Line of Valley 
View Avenue South 86*41*20" 
West 100 feet more or less to 
a paint on the boundary line 
of the City of San Rafael; 
thence along said City bound« 
ary line North 76*37' West, 25 
feet more or less; 
thence 
North 85*11' West, 119.34 feet; 
thence continuing North 85*11 
West, 170 feet more or less 
thence South 85*22* West, 130 
feet more or less; 
thence 
North 63*36' East, 90 feet more 
or less to the most Easterly 
comer of that certain parcel 
of land described in Parcel B 
of the deed to Marin Munici­ 
pal Water District, a public 
corporation, recorded Febru­ 
ary 15, 1954 in Book 850 of 
Official Records at page 65, 
Marin County Records, run- 
Ä 
thence along the Norto- 
rly line of last said par­ 
cel North 61*01*40" West. 370 
feet more or less to the point 
of beginning. 
No. 21 Jan. 12. 19. 1971________ 


Legal Notice 
Tuesday, January 19, 1971 
3tròpjwròrat-3ounial, 29 


^ ^ H 
N o . 33284 
NOTICE OF SALE OF 
REAL ESTATE—EXECUTION 
SHERIFFS OFFICE. 
COUNTY OF MARIN 
STATE OF CALIFORNIA 
BY VIRTUE of an execution 
i s s u e d out of the Municipal 
Court of Central Judicial Dis­ 
trict, County of Marin. State of 
CaMfomia, in an action wherein 


Legal Notice 


whereby said County will sell 
to said City under the terms set 
forth in said agreement all the 
right, title and interest of the 
State of California in and to the 
real property hereinafter de­ 
scribed. 


Legal Notice 


That, unless sooner redeemed. 
"warty 
b 
! the undersigned Tax Collector, 
. 
r o a CorDoration Dlalntiff and 1 pursuant to said agreement will 
any subcontractor under him tc 
CO.. a_cqrporauoi^piamtirx. anq | £Qt Jess than 21 days after 
pay not less than the said spe- 


^ 
S F S 1 
V n the 2 & of the pro 
Pour h u n d r e d Fourteen end | p®?ty tile ri*ht ,of redemption 
11/100 dollars, in Lawful money will cease. For information as 
of the United States, besides ! to the amount neccssary_ to re- 
Y 
V 
’’’i^Lani'Vhic i deem auolv to Stanley J. Fon- accompanied by a C e r t i f i e d 
day^le^ed upon? all to e righ t! I tez. Redemption Officer of Ma-| Check. Cash. Post Office Money 
Ititle. claim and interest of said 
defendant, 
IVA CHRISTOPH- 
ERSON in and to all that real 
property situated in the Corte 
(Madera, Central Judicial Dis-| 
trict, County of Marin. State of 


RESOLUTION No. 3988 
RESOLUTION GIVING NOTICE 
OF PROPOSED ANNEXATION 
TO CITY OF SAN RAFAEL OF 
UNINHABITED TERRITORY 
DESCRIBED HEREIN AND 
DESIGNATED “GRANDI 
ANNEXATION,” AND GIVING 
NOTICE OF TIME AND PLACE 
FOR HEARING OF PROTEST 
THERETO 
WHEREAS, pursuant to the 
provisions of the annexation of 
uninhabited Territory Act of 
1939 a petition signed by owners 
of not less than one fourth of the 
land by area and by assessed 
value, as shown on the last 
equalized assessment roll of the 
County of Marin, in the herein­ 
after described territory was 
filed with the City Council of 
toe City of San Rafael on the 
11th . day of August, 1978, re­ 
questing annexation of toe here­ 
inafter described territory to 
said City; and 
WHEREAS, pursuant to Sec­ 
tions 35305 and 35306 of the Gov­ 
ernment Code of toe State of 
California the City Council shall, 
without delay, under toe afore­ 
said circumstances, pass a reso­ 
lution giving notice of the pro- 
Sosed annexation, describing toe 
oundaries of the territory, des­ 
ignating it by an appropriate 
name and setting a time and 
place wherein the City Council 
will hear written protests against 
the annexation made by persons 
owning real'property within the 
territory; and 
WHEREAS, the matter of the 
proposed annexation to the City 
of San Rafael of said territory 
has been referred to toe Local 
Agency Formation Commission 
for its consideration and ap­ 
proval, and said Local Agen 
cy Formation Commission ap­ 
proved the annexation of said 
uninhabited territory to toe City 
of San Rafael prior to the circu­ 
lation or filing of the petition 
hereinabove referred to; 
NOW. THEREFORE. BE IT 
RESOLVED by the Council of 
the City of San Rafael, as fol 
lows: 
1. That Tuesday, the 10th of 
February, 1971, at the hour of 
8:00 p.m. in the Council Cham­ 
bers in the City Hall in the City 
of San Rafael, California, being 
a date at least forty (40) and 
not more than sixty (60) days 
after the date of passage of toe 
resolution, is hereby fixed as 
the time and place, when and 
where the City Council of toe 
City of San Rafael. California 
will hear w r i t t e n protests 
against said annexation by any 
person owning 
real property 
within said territory and NO­ 
TICE of the time and place of 
said hearing is hereby given. 
2. The City Clerk shall cause 
a copy of toe within Resolution 
to be published at least twice 
but not more often than once a 
week, in the Independent Jour­ 
nal, a newspaper of general cir­ 
culation published in the City of 


shall be all holidays recognized 
in th e collective bargaining 
agreement applicable to th e 
particular craft, classification or 
type of workman employed or 
the project. 
It shall be mandatory upon 
the Contractor to whom th e 
contract is awarded and upon 


Proposals will be considered 
for the complete job only. The 
proposal must be submitted on 
the form provided and must be 


rin County in the Civic Center, 
San Rafael, California. 
The property referred to and 
contained in said agreement is | 
situated in the County of Marin, 
State of California and is sub- 
¡caufornlâ. ¿Merited *» follows. 
1dS£Sîb^ L Ï Ï J f S V . 
to Wit. 
LOT 84, “Map of Marin 
Estates”, filed December 15, 
1955 in Book 8 of Maps at 
Page 110. 
More commonly known as: 
18 El Camino Drive, Corte Ma­ 
dera, California. 
And notice is hereby given that 
I will on Tuesday, the 2nd day 
of F e b r u a r y . 1971, at 10:00 
o’clock A.M. of said day, in 
front of Lobby # 2 Hall of Jus 
tice. Civic Center, in San Ra 
fael, California, County of Ma­ 
rin. in said County, sell to the 
highest bidder at PUBLIC AUC­ 
TION for Lawful money of the 
United States, all the right, title, 
claim and interest of said de­ 
fendant IVA CHRISTOPHER- 
SON in and to the above de­ 
scribed property, or so much 
thereof as may be necessary 
to raise sufficient money to 
satisfy said Judgment, with in 
terest and costs and accruing 
costs. 
Dated at San Rafael, Calif, this 
8th day of January, 1971. 
(SEAL) 
LOUIS P. MOUNTANOS, 
Sheriff 
/8/ By LELAND L. BROWN 
Lieutenant 
Sheriffs Civil Division 
No. 30 Jan. 15. 19, 26, 1971 


Parcel One: Assessors P ar 
cel No. 141-181-27, now within 
the City of Novato and more 
particularly described as fol 
lows: 
Tr of Id beg most Wly cor 
Lot 21, M & S Seventh Street 
Sub rg th N 28’ E 117.42 ft, 
N 53° W to most Nly cor Lot 
20, th S 28* W 128.41 ft Ely 
alg curv r i g h t R=45 ft, 
D -41.86 ft to P.O.B. 
Parcel Two: Assessors P ar 
cel No. 132-104-30, now within 
the City of Novato and more 
particularly described as fol 
lows: 
Trumbull Estates Unit 2 — 
Tr of Id beg pt S 63° E 20.06 
ft from most Ely cor Lot 138, 
Wth N 46* W 254.18 ft N 68* 
210.67 ft S 55* W 40.3 ft 
th alg NEly In Lots 133-139 
incl. SEly to P.O.B. 
Parcel T h r e e : Assessors 


Order or Bid Bond as a guar­ 
antee that the bidder will, if 
successful, promptly execute a 
satisfactory contract and furn­ 
ish bonds as required by these 
specifications. 
T h e 
Certified 
Check. Cash. Post Office Money 
Order or Bid Bond shall be not 
less than ten (10) percent of the 
total amount of the bid and 
shall be made payable to the 
Treasurer of the Marin Munici­ 
pal Water District. 
Proposals must be submitted 
in a sealed envelope addressed 
to the attention of Mrs. Norma 
L. Smith. Secretary, with the 
words “Proposal for Contract 
No. 539” clearly marked on the 
outside of the envelope. 
Specifications m a y be ob­ 
tained at 220 Nellen Avenue, 
Corte Madera, the office of the 
District. The $25.00 deposit re­ 
quired for each set ox specifi­ 
cations will be refunded when 
specifications are returned to 
the District. It is requested that 
those Contractors wishing a Wa­ 
ter District representative to ac­ 
company them on their first 
visit to the site of the work,. 
Parcel No. 132-104-29. n o w notify the District sufficiently 


NOTICE OF AGREEMENT TO 
PURCHASE PROPERTY 
DEEDED TO THE STATE 
FOR DELINQUENT TAXES 
NOTICE IS HEREBY GIVEN 
in accordance with toe provis 
ions of Division 1, Part 6, Chap 
ter 8 of the Revenue and Tax 
ation Code and toe written au­ 
thorization of the State Control­ 
ler that an agreement, a copy 
of which is on file in the office 
of the Board of Supervisors of 
Marin County and in the office 
of the City of Novato, and ap­ 
proved by the State Controller, 
whereby said County will sell to 
said City under the terms set 
forth in said agreement all toe 
right, title and interest of toe 
State of California in and to the 
real property hereinafter de­ 
scribed. 
That, unless sooner redeemed, 
the undersigned Tax Collector, 
pursuant to said agreement will. 


within the City of Novato and 
more particularly described as | 
follows: 
Trumbull Estates Unit 2 — 
Tr of Id beg pt N 30* W 20 
ft from most Ely cor Lot 144, 
rg th N 54° E 18.35 ft N 54* 
W 293.57 ft N 76* W 127.5 ft I 
S 40* W 45.97 ft th alg NEly 
Ln Lots 139-144 incl, SEly to 
P.O.B. 
Parcel Four: Assessors Par-1 
cel No. 151-161-09, formerly 
Parcel No. 150-191-09. n o w 
within the City of Novato and 
more particularly described as [ 
follows: 
Map of Rancho Village Unit | 
4 — Parcel B 
STANLEY J. FONTEZ 
Tax Collector 
County of Marin 
State of California 
No. 1454 Jan. 5, 12, 19, 1971 


NOTICE 
OF 
SCHOOL GOV­ 
ERNING B O A R D MEMBER 
ELECTION 
NOTICE IS HEREBY GIVEN 
to the qualified electors of the 
BOLINAS-STINSON 
U N I O N 
SCHOOL DISTRICT of the Coun- 
ty of Marin, State of California, 
that in accordance with law. a 
Governing Board Member Elec« 
tion to fill the unexpired term 
of Erik Lund, who has resigned, 


in ^advance so that necessary 
arrangements may be made. 
Progress payments will be 
mâde. 
___ 
NORMA L. SMITH 
Secretary 
Oorte.Madera. California 
No. 43 Jan. 19. 1971 


Contract No. 540 
Job D70-414 
INVITATION FOR PROPOSAL 
Sealed bids will be received 
at the office of the Marin Mu­ 
nicipal Water District. 220 Nel­ 
len Avenue. Corte Madera. Cal­ 
ifornia. until 1:30 P.M.. on Jan­ 
uary 27. 1971. and will be opened 
at the regular meeting of the 
Board of Directors of the Dis­ 
trict for furnishing labor. equip, 
ment and materials for the furn­ 
ishing and erecting of a one 
million gallon welded steel water 
tank at the District's Tennessee 
Valley site. 
The general prevailing rate of 
wages in the locality in which 
work is to be performed has 
been ascertained by the District 
and published under the pro­ 
visions of Section 1773 of the 
California Labor Code. 
Copies of the prevailing wage 
rates arc on file in* the office of 
the Secretary of the District at 
220 Nellen Avenue. Corte Ma- 
not le s s than 21 days after toe will be held on TUESDAY, the dera and of Marin C o u n t y 
flrst p u b S io n or the mallmg | 2nd day ot February 19T1. in Clerk and are available upon 
first publication 
of this notice as required by law, 
whichever is later, sell said pro­ 
perty to the City of Novato. 
That upon the sale of the pro­ 
perty the right of redemption 


said District, between the hours 
of 1:00 o’clock P.M. and 7:00 
o’clock P.M., during which per­ 
iod and between which hours! 
toe polls shall remain open. 
The precincts, polling places. 
wiU cease. For information as I 
precmcxs poiungjpiaces. 
S o n X u te 
as set forth on EXHIBIT “A , 
attached hereto. 


Freitas, Allen, McCarthy, 
Bettini ft MacMahon, Attys. 


NOTICE TO CREDITORS 
No. 19910 
Superior Court of the State of 
California for toe County of Ma­ 
rinEstate of THOMAS CALVIN 
MILLER, also known as THOM­ 
AS C. MILLER and as THOMAS 
CALVIN MILLER. JR. deceas­ 
ed. ___ 
NOTICE IS HEREBY GIVEN 
to the creditors of toe above 
named decedent that all persons 
having claims against the said 
decedent are required to file 
them ln duplicate, with toe nec­ 
essary vouchers, in the office 
of the clerk of the above entitled 
court, or to present them with 
the necessary vouchers, to the 
undersigned at the law offices 
Of FREITAS. ALLEN. MCCAR­ 
THY, BETTINI & MacMAHON, 
980 Fifth Avenue, San Rafael, 
California 94901 which is the 
place of business of the under­ 
signed in all matters pertaining, 
to the estate of said decedent, 
within four months after the 
first publication of this notice. 
Dated: December 30. 1970 
IRENE MARIE MILLER 
Executrix of the Will of 
toe above named dece­ 
dent 
FREITAS, ALLEN. 
MCCARTHY, BETTINI & 
MacMAHON 
960 Fifth Avenue 
San Rafael. Calif. 94901 
(415) 456-7500 
Attorneys for Executrix 
First publication: January 5, 
1971 
No. 1458 Jan. 5. 12, 19, 26, 1971 


Young, Rabinowitz ft 
Chouteau, Attys. 


NOTICE OF PROBATE 
No. 19956 
In toe Superior Court of the 
State of California, ln and for 
the County of Marin. 
In the Matter of the Estate of 
PETER HOUSE, also known as 
PETER WINSTON HOUSE. De- 


Notice of time set for proving 
Will, etc., and Application for 
Letters Testamentary. 
NOTICE IS HEREBY GIVEN 
that a petition for toe Probate 
of the Will of PETER HOUSE, 
also known as PETER WIN­ 
STON HOUSE, deceased, and 
for the issuance to RALPH L. 
PRESTON of Letters Testamen. 
tary thereon has been filed in 
this Court, and that Tuesday, 
the 20th day of Jan.. A.D. 1971, 
at 9 o’clock A.M. of said day, 
at the courtroom of said Court, 
Dept. 2, Hall of Justice. Civic 
Center, in the City of San Ra­ 
fael. has been set for hearing 
of said petition. Refer to peti­ 
tion for further particulars. 
GEO. H. ON OSS. Clerk 
By H. URATSU. 
Deputy Clerk 
YOUNG RABINOWITZ ft 
CHOUTEAU 
Attorneys for Petitioner 
606 Market Street. Room 800 
San Francisco, Calif. 94106 
Tel: 392-7806 
FILED: JAN. 6. 1871 
GEO. H. GNOSS. County Clerk 
By H. URATSU. Deputy 
No. 19 Jan. 12. 14. 19. 1971 


deem, apply to Stanley J. Fon- 
tez. Redemption Officer of Ma­ 
rin County ln toe Civic Center, 
San Rafael, California. 
The property referred to and 
contained in said agreement is 
situated in the County of Marin, 
State of California and is sub­ 
stantially described as follows: 
Parcel One: Assessors Par­ 
cel No. 152-101-05, formerly 
Parcel No. 150-176-18. s a l e 
1110-3/59, now within the City 
of Novato: 
Tr of Id beg at most Wly cor 
pci to Lang in 1116-496, rg th 
N 24* W 120.72 ft. S 65* W 
20.0 ft, S 24* E 120.72 ft. th 
N 65* E 20.0 ft to P.O.B. 
More particularly described 
AS!Assessors Parcel 150-101-05. 
Beginning at the most South­ 
erly corner of a roadway ease­ 
ment as shown in Assessors 
book 152, page 10, block 101, 
parcel 03; thence South 65* 
26' 00" West 20.00 feet; thence 
North 24* 00* 34" West 120.72 
feet;.thence North 65* 26' 00" 
E st 20.00 feet; thence South 
24° 00* 34" East 120.72 feet to 
the point of beginning. Said 
p a r c e l containing 2,414.29 
square feet or .055 acres. 
Parcel Two: Assessors Par­ 
cel No. 152-102-01, formerly 
Parcel No. 150-176-04, s a l e 
1134r60. now within the City of 
Novato: 
Tr of beg at most Sly cor 
to Shell Oil Co. in 1166-590, 
rg th S 44* E 212.34 ft. S 45° 
W 20.0 ft, N 44* W to pt S 45* 
W 20.0 ft. fr P.O.B., to N 45* 
E 20.0 ft to beg. Except, ptn 
within T.A.C. 10-020 
More particularly described 
as:Assessors parcel 152-102-01. 
Beginning at the most South­ 
erly corner of Assessors par­ 
cel 152-102-02; thence South 
46* 19' 30" West 20.00 feet: 
thence North 43° 40* 30" West 
191.29 feet; thence North 81* 
00' 00" East 25.00 feet; thence 
South 43° 40* 30" East 176.29 
feet to the point of beginning. 
Said parcel containing 3,786.46 
square feet or .087 acres. 
Parcel T h r e e : Assessors 
Parcel No. 152-102-03, formerly 
Parcel No. 150-176-19. s a l e 
1110-2/59. now within toe City 
of Novato: 
Tr of Id beg at most Sly 
cor pci conv Shell Oil Co. in 
1168-500, rg th S 43* E 35.0 
ft m/1 to Nly bdry T.A.C. 
86-07. th alg same S 81* W 
25.0 ft m/1 to NE Ln So; No­ 
vato Blvd. to N 43* W alg 
same 20.0 ft m/1 th N 46* E 
20.0 ft to P.O.B. 
More particularly described 
as:Assessors Parcel 152-102-03. 
Beginning at the most South­ 
erly corner of Assessors par­ 
cel 152-102-04: thence South 
43* 40* 30" East 35.00 feet; 
thence South 81* 00* 00” West 
25.00 feet; thence North 43“ 
40* 30" West 20.00 feet; thence 
North 46* 19' 30" East 20.00 
feet to toe point of beginning. 
Said parcel containing 557.62 
square feet or .013 acres. 
STANLEY J. FONTEZ 
Tax Collector 
County of Marin 
State of California 
No. 1455 Jan. 5, 12. 19, 1971 


NOTICE OF AGREEMENT TO] 
PURCHASE PROPERTY ■ 
DEEDED TO THE STATE ■ 
FOR DELINQUENT TAXES! 
NOTICE IS HEREBY GIVElfl 
in accordance with the provisl 
ions of Division 1, Part 6, Chap-1 
ter 8 of the Revenue and Tax­ 
ation Code and the written auA 
thorization of the State Control! 
ler that an agreement, a copy 
of which is on file in the office 
of toe Board of Supervisors of 
Marin County and in the office 
of the City of Novato, and ap­ 
proved by toe State Controller. 


Each qualified elector of said 
District shall be entitled to vote 
only in the School District elec­ 
tion precinct of which he is a 
resident. 
The election returns shall be 
canvassed by the County Super­ 
intendent of Schools 
at toe 
office of the County Clerk, Hall 
of Justice, San Rafael, Califor­ 
nia, at 10:00 o’clock A.M. on 
February 9. 1971. 
Applications for absent voter 
ballots m ay be made to the 
County Clerk not more than 
twenty-nine nor less than seven 
days prior to the election, and 
such ballots shall be returned 
to the County Clerk. 
The deadline for the receipt 
of absentee ballots is five o'clock 
P.M. on the day before the 
election. 
DATED: November 18. 1970. 
/s/ VIRGIL S. HOLLIS 
County Superintendent of 
Schools 
EXHIBIT “A” 
BOLINAS-STINSON 
UNION SCHOOL DISTRICT 
GOVERNING BOARD 
MEMBER ELECTION 
FEBRUARY 2, 1971 
LOCATION OF P O L L I N G 
PLACE: Stinson Beach Commun. 
ity Center, Stinson Beach, Ca. 
PRECINCT: 4300 
INSPECTOR: 
Shockey. 
Ro­ 
berta E.. Buena Vista Ave., Stin. 
son Beach, Ca. 94970. 
JUDGE: Sigmund, Marion B„ 
Sonoma Patio, Stinson Beach, 
Ca. 94970. 
CLERK: Switzer, Marie L., 
P.O. Box 241, Stinson Beach, Ca. 
94970. 
CLERK: Lund, Deanne A.. 19 
Avenida Olema. Stinson Beach, 
Ca 94970 
LOCATION OF P O L L I N G 
PLACE: Bolinas School, Star 
Route 1, Bolinas, Ca. 
PRECINCT: 4306 
INSPECTOR: Teixeira, Ange­ 
lina. Highway One, Bolinas. Ca. 
94924. 
JUDGE: Dewey, Miss Josce- 
13m. P.O. Box 154, Bolinas, Ca. 
94924 
CLERK: 
Bourne. 
Avis M.. 
Dogwood Rd.. Bolinas, Ca. 94924. 
CLERK: Lindheim, Mary T., 
P.O. Box 254, Bolinas, Ca. 94924. 
No. 1449 Jan. 5, 12, 19, 1971 


request from the Secretary at 
the above address and also the 
Marin County Department of 
Public Works. Civic C e n t e r , 
Room 304. San Rafael. Califor­ 
nia. 
Sundays and holidays shall not 
be less than two (2) times the 
above rates. The holidays upon 
which such rates shall be paid 
shall be all holidays recognized 
in t h e collective bargaining 
agreement applicable to the par. 
ticular craft, classification or 
type of workman employed 00 
the project. 
I t' shall be mandatory upon 
the Contractor to whom the con­ 
tract is awarded and upon any 
subcontractor under him to pay 
not less than the said specified 
rates to all laborers, workmen 
a n d mechanics employed by 
them in the execution of too 
contract. 
Proposals will be considered 
for the comDlete Job only. The 
proposal must be submitted on 
the form provided and must be 
accompanied by a C e r t i f i e d 
Check, Cash. Post Office Money 
Order or Bid Bond as a guar­ 
antee that the bidder will. If 
successful, promptly execute a 
satisfactory contract and furn­ 
ish bonds as required by these 
specifications. 
T he 
Certified 
Check, Cash. Post Office Money 
Order or Bid Bond shall be not 
less than ten (10) percent of 
the total amount of toe bid and 
shall be made payable to the 
Treasurer of the Marin Munici­ 
pal Water District. 
The proposal must be submit­ 
ted in a sealed envelope, ad­ 
dressed to the attention of Mrs. 
Norma Smith. Secretary, with 
t h e outside of the envelope 
marked: 
“Proposal for Furnishing and 
Erecting toe Tennessee Valley 
Tank” 
Specifications may be obtained 
at 220 Nellen Avenue* the office 
of the District. The $26.00 de­ 
posit required for each set of 
specifications will be refunded 
when specifications are returned 
to the District. It is requested 
that those Contractors wishing 
a Water District representative 
to accompany them on their first 
visit to the site of the work, 
notify the District sufficiently in 
advance so that necessary ar­ 
rangements may be made. 
NORMA L. SMITH 
Secretary 
Corte Madera, California 
No. 44 Jan. 19. 1971 


Contract No. 539 
File R277 
INVITATION FOR PROPOSAL 
Sealed bids will be received 
at the office of Marin Municipal 
Water District, 220 Nellen Ave­ 
nue, Corte Madera. California 
until 1:30 P.M., on January 27, 
1971, and will be opened at toe 
regular meeting of the Board of 
Directors of the District for toe 
furnishing and installation of 
approximately 1,125 lineal feet 
of 16-inch steel pipe and appur­ 
tenances. The work to be done 
lies in State Highway rights-of 
way. in the Manzamta area of 
Marin County. California. 
The general prevailing rate 0! 
wages in the locality in which 
w'ork is to be performed has 
been ascertained by the District 
and published under the pro­ 
visions of Section 1773 of the Cal­ 
ifornia T-abor Code 
Copies of the prevailing wage 
rates are on file in the office 
of the Secretary of the District 
at 220 Nellen Avenue, Corte Ma. 
dera. and of Marin C o u n t y 
Clerk, and are available upon 
request from toe Secretary at 
the above address and also the 
Marin County Department of 
Public Works, Civic C e n t e r . 
Room 304. San Rafael, Califor­ 
nia. 
Sundays and holidays shall not 
be less than two (2) times toe 
above rates. The holidays upon 
which such rates shall be paid 


NOTICE OF 
BULK TRANSFER 
Notice is hereby given to the 
Creditors of ALLAN C HOCK 
and HELEN E. HOCK, Trans- 
ferors, whose business address 
is 718 San Anselmo. County of 
Marin. State of California, that 
a bulk transfer Is about to be 
made to DARLENE P. ATKINS. 
Transferee whose business ad­ 
dress is 661 Cherry Street. No­ 
vato County of Marin, State of 
California. 
The property to be transferred 
is located at 718 San Anselmo, 
San Anselmo. County of Marin. 
State of California. 
Said property is described in 
general as: All stock in trade, 
fixtures, equipment and good 
will of that cleaning business 
known as THRIFTY D LUX 
SSS and located at 718 San An­ 
selmo, San Anselmo. County of 
Marin, State of California. 
The bulk transfer will be con- 
sumated on or after the 29th 
day of January, 1971. at Bank 
of America NT&SA, 1200 Broad­ 
way. Escrow Dept., Alameda, 
County of Alameda, State of 
California. 
So far as known to the Trans­ 
feree. all business names and 
addresses used by Transferors 
for the three years last paid. If 
different from toe above, art; 
none. 
Dated: January 13. 1971. 
Signed by: 
DARLENE P. ATKINS 
Transferee 
No. 45 Jan. 19. 1971 
\ 


ft 


30 ? n iin ifn îtrn t-Im irn a l. 
Tuesday. January 19. 1971 
STARS ABOVE 


230,000 So For 
At Von Gogh Show 


SAN FRANCISCO (UPI)-A 
record 230,000 persons have 
?een the Vincent Van Gogh 
exhibition since it opened Dec. 
12 in the M.H. de Young 
Museum in Golden Gate Park. 


legal Notic> 


COUNTY OF MARIN 
FICTITIOUS BUSINESS 
NAME STATEMENT 
100013 
The following persons are do- 
inc business as 
WACO ENGINEERING 
39 Porto Bello Drive 
San Rafael, County of Marin. I 
94901 
Former Cert. No.: None C ur-! 
rent Date: 1 IS 71 
This business is conducted bv: i 
SS or Tax I.D No.: 110-20-9587 
EVERETT ARTHUR COOP. 
ER 
39 Porto Bello Drive 
San Rafael. County of Marir. 
94901 
PAUL WARMBRUN 
29 Oimatucho, Nishi-Ku, No- 
geyama Mansion 4D 
Yokahama, Japan 
S 
EVERETT ARTHUR 
COOPER 
FILED: JAN. 15. 1971 
GEO. H GNOSS. Countv Clerk 
By H 
URATSU, Deputy 
No. 46 Jan. 19, 26. Feb 2. 9. 
1971 


Young, R&binowiiz & Chouteau, 
Attys. 


NOTICE TO CREDITORS 
No. 19923 
Superior Court of the State of 
California for the County of Ma­ 
rin. 
Estate of JOHN ANGUS Mc- 
ALPINE, deceased. 
NOTICE IS HEREBY GIVEN 
to the creditors of the above 
named decedent that all persons 
having claims against the said 
decedent are required to file 
them in duplicate, with the nec­ 
essary vouchers, in the office of 
the clerk of the above entitled 
court, or to present them, with 
the necessary vouchers, to the 
undersigned a the office of her 
attorneys. 
YOUNG. 
RABINO- 
WITZ & CHOUTEAU. 605 xWar- 
ket Street, Room 800, in the City 
and County of San Francisco, 
State of California, 94105, which 
is the place of business of the 
undersigned in all matters per­ 
taining to the estate of said de­ 
cedent, within four months after 
the 
first 
publication 
of 
this 
notice. 
Dated: December 30. 1970 
BEVERLY J. McALPINE 
Executrix of the Will of 
the 
above named dece­ 
dent 
YOUNG. RABINOWITZ & 
CHOUTEAU 
605 Market St. Room 800 
San Francisco. Ca. 94105 
392-7805 
Attorneys for Executrix 
First publication: 
January 5, 
1971 
No. 14C2 Jan. 5. 12. 19, 26. 1971 


Freitas, Allen. McCarthy. 
Bettini & MacMahon, Attys. 


REPLY 
Fluorescent orange or yel­ 
low clothing is more easily 
seen. Of the two hues, or­ 
ange is considered better 
because it provides an ideal 
contrast to the environment. 
EGGS CAUSE DISTRESS 
T. P. writes: What would 
cause 
terrible 
stomach 
pains after eating eggs? 
REPLY 


Allergy or an idiosyncra­ 
sy to eggs is the commonest 
cause unless the bowel is 
spastic and the eating of 
eggs is purely coincidental. 
In such instances, pain re­ 
sults from the bowel’s res­ 
ponse 
to 
nervousness, 
tension or fatigue. 
Today’s Health Hint — Al­ 
ways tell the baby sitter 
where you can be reached 
in case of emergency. 


WEATHER 


Tem peratures and precipita- 


NOTICE TO CREDTIORS 
No. 13909 
Superior Court of the State of 
California for the County of 
Marin. 
Estate of RALPH A. RING- 
SEIS deceased. 
NOTICE IS HEREBY GIVEN 
to the creditors of the above 
named decedent that all persons 
haying claims against the said 
decedent are required to file 
them in duplicate, with the ncc. 
essary vouchers, in the office 
of the clerk of the above entit­ 
led court, or to present them, 
with the necessary vouchers, to 
the undersigned at the law of­ 
fices of FREITAS. ALLEN. MC­ 
CARTHY. 
BETTINI 
& 
Mac- 
MAHON. 960 Fifth Avenue. San 
Rafael. California 94901, which 
is the place of business of the 
undersigned in all matters per­ 
taining to the estate of said 
decedent, within four months 
after first publication of this 
notice. 
Dated: December 29, 1970 
MAUREEN H. RINGSEIS 
Administratrix of the Es­ 
tate of the above named 
decedent 
FREITAS. ALLEN. 
McCa r t h y , b e t t in i & 
MacMAHON 
960 Fifth Avenue 
San Rafael. California 94901 
Telephone: 456-7500 
Attorneys for Administratrix 
First publication: 
January 5. 
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COUNTY OF MARIN 
CERTIFICATE OF 
- 
ABANDONMENT OF 
FICTITIOUS BUSINESS NAME 
No. 300001 
Cert. No. 3164. Date of Aband­ 
onment: 1/06/71. 
J h e undersigned hereby cer­ 
tifies that the below listed per­ 
son or other entity heretofore 
conducting a business under the 
fottowing fictitious b u s i n e s s 
iriTrne. certificate of which was 
filed on the date indicated in 
tljg stated county under the listed 
serial number, have abandoned 
the use of said fictitious busi­ 
ness name: 
•PAYLESS CLEANERS. 
Certificate Number 3164. Date 
filed: 1964. County in w h i c h 


tion 
for 
the 
24-hour 
period 
ending at 4a.m 
High Low Precip. 
Albany 
7 
-28 
Albuquerque 
64 
32 
Atlanta 
43 
23 
Anchorage 
-12 
-16 
B akersfield 
70 
48 
Bismarck 
9 
-15 
Boise 
45 
43 .02 
Boston 
19 
2 
B row nsville 
87 
51 
Buffalo 
18 
-1 .02 
Charlotte 
35 
23 
Chicago 
17 
10 
Cincinnati 
25 
13 
Cleveland 
19 
-2 .06 
Dallas 
56 
26 
Denver 
43 
24 .05 
Des Moines 
16 
-4 
D etroit 
23 
-2 
Fairbanks 
_ 
__ 
Fresno 
69 
52 
Helena 
38 
25 
Honolulu 
80 
69 
Indianapolis 
24 
5 
Jacksonville 
62 
42 
Juneau 
25 
16 .11 
Las Vegas 
— 
— 
Los A ngeles 
95 
66 
Louisville 
28 
13 
Memphis 
39 
20 
M iami 
70 
62 .37 
Milwaukee 
12 
4 
M inneapolis 
10 
-11 
New Orleans 
64 
34 
New York 
25 
5 
N orth P latte 
29 
9 
Oakland 
64 
_ 
Oklahoma City 
47 
17 
Om aha 
16 
-4 .01 
Palm Springs 
95 
55 
Paso Robles 
— 
44 
Philadelphia 
29 
12 
Phoenix 
84 
57 
Pittsburgh 
18 
2 .02 
P o rtlan d , Me. 
6 
-13 
Portland, Ore. 
51 
47 .37 
Rapid City 
— 
— 
Red Bluff 
71 
49 
Reno 
80 
47 
Richmond 
32 
18 
Sacramento 
56 
51 .01 
St. Louis 
28 
6 
Sait Lake City 
45 
37 .17 
San Diego 
81 
57 
San Francisco 
65 
52 
S eattle 
55 
52 .66 
Spokane 
44 
41 
Thermal 
91 
55 
W ashington 
30 
17 
•Winnipeg 
-7 
-20 


filed: Marin County. 
BS or Tax 
SS 
I.D. Number: 


HOLMES. 
S o l e 
549-24-2427. 
-VIRGINIA 
Owner. 
»VIRGINIA 
R E G E L , 
1615 
Fourth Street. San Rafael. Cal­ 
ifornia. 94901. 
*7S/ VIRGINIA REGEL 
e 
FILED: JAN. 7. 1971 
GEO. H. GNOSS. County Clerk 
By B. POSEY, Deputy 
No. 20 Jan. 12. 19. 26, Feb. 2.1971 


NOTICE TO DECLARE 
CANDIDACY FOR ELECTION 
'* TO SCHOOL DISTRICT 
GOVERNING BOARDS AND 
z 
COUNTY BOARD OF 
, 
EDUCATION 
^NOTICE IS HEREBY GIVEN 
TO ALL QUALIFIED PERSONS j 
that a consolidated school dis­ 
trict election will be held on j 
Tuesday, April 20, 1971, for the i 
purpose of electing school dis­ 
trict governing board members, 
throughout the County (elc-men- 
UU'V. high and junior college) 
and members of the County 
Beard of Education. 
»/Forms for declaring candidacy 
awd for th« nomination of candi. 
(kites for the election are avail* 
¿file from the Office of the 
u n t y 
Superintendent 
of | 
fhools. 201 Tamal Vista Boule- 
ird. Coue Madera, California. ! 
declarations of candidacy and 
mtnations by sponsors must 
am io Hiehwav rPsiriAnrv» in 
he fi>d with th« County Soper* 
?! 
resicience in 
ifltend^nt of School«? a* th» ahov-' 
address 
NOT LATER TH»,N 
**>0 P.M.. THURSDAY 
FEB­ 
RUARY 25. 1971. 
'7 s / VIRGIL 8. HOLLIS 
fj; 
County Superintendent of 
Schools 


HOW TO KEEP WELL 
By DR. THEODORE R. VAN DEt-LEN 


Poor Posture Caused By 
Fatigue— Backache Culprit 


P(xir posture caused by fatigue or ill 
health is a common culprit in backache. 
The muscles are not strong enough tc 
support the back of those who stand ail 
day. frequently in an awkward position. 
Dentists and housewives are typical ex­ 
amples. 
Strain leads to pain and tired back 
muscles. Weariness develops after slight 
exertion and is out of proportion to the 
amount of work done. On getting out of 
bed or a chair, the muscles 
of the back and legs are 
sore and stiff moving about 
usually brings relief. 
FAULTY POSTURE may 
not bo recognized unless 
there 
is obvious sagging 
and slouching. Early altera­ 
tions are detected by the 
physician through a careful 
study of the entire back. 
Clothing must be removed 
because slight changes in 
the spinal curves and the 
presence of tense and spas­ 
tic muscles cannot be de­ 
tected through fabric. 
More than the s p i n e is 
involved in slouching. The 
lower extremities, especial­ 
ly the arches and inner as­ 
pects of the k n e e s , are 
strained. 
The 
metatarsal 
areas of the feet spread, 
and the toes contract. Un­ 
due pressure and friction 
cause corns and callouses. 
xMUCH CAN BE done to 
alleviate fatigue produced 
by poor posture. The first 
step is to improve general 
health. Those who are on 
their feet all day should rest 
periodically. 
Ten-minute 
breaks may be adequate; 
20-minute breaks are better 
if backache is severe. 
Muscle strength must be 
built up through exercise. 
Walking is the most practi­ 
cal form, but it demands an 
erect posture. Don't be con­ 
tent to shuffle along in a 
movement 
which 
merely 
gets you someplace. Throw 
the shoulders back and put 
a spring in your step. Keep 
up the head. Other exercis­ 
es, such as tennis, swim­ 
ming and gardening, help 
increase muscular strength. 
(Questions on medical top­ 
ics will be answered by mail 
if stamped, self-addressed 
envelope 
accompanies re­ 
quest to the Independent- 
Journal.) 
IRRITABLE COLON 
S. T. writes: I have sto­ 
mach pains and a lot of gas. 
One doctor prescribed med­ 
icine for my n e r v e s . It 
didn’t do any good so I went 
to another doctor who took 
X-rays and said I have a 
spastic bowel. He gave me 
medicine, too, but it hasn't 
helped. Do you think I need 
an operation? 
REPLY 


No — tranquility. Bowel 
spasms may be produced by 
tension created by anxiety, 
frustration, anger, too much 
work, too little rest, or not 
enough 
relaxation. 
Take 
stock of your habits and 
emotions and make the ne­ 
cessary adjustments so you 
can live a calmer and more 
normal life. 
HUNTING HUES 
S. D. writes: Hunters in 
the past were advised to 
wear red. Now I understand 
that the safest colors are 
orange and yellow. 


Dynamite Theft: 
4 Months Jail 


Gerald Clair Crane, 18, of 
Larkspur, 
was 
sentenced 
yesterday in IVlarin Super­ 
ior C o u r t to 120 days in 
Marin County Jail for bur­ 
glarizing 
the 
Hutchinson 
Co. quarry in Greenbrae 
and having 100 pounds of 
stolen dynamite. 
J u d g e E. W a r r e n 
McGuire gave Crane credit 
for time already served in 
jail and placed him on pro­ 
bation for two years. 
Crane had earlier pleaded 
innocent to the charges, but 
pleaded 
guilty yesterday. 
An additional charge of bur­ 
glary was dismissed at the 
request of the district attor­ 
ney’s office. 


Jail, Probation For 
Burglary Count 


Arthur George Metzger, 
20, of no known address, 
was s e n t e n c e d to nine 
months in Marin County 
Jail yesterday for his part 
in the burglary of a Panor- 


BETA 


CAPELLA 
(ALPHA) 


THETA + 


« • * 


STAR / 
" 
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Charioteer Noted 
For Lovely Star 


Commission To 
Samuel Barber 
PHILADELPHIA (UPI)-Pu- 
litizer Prize winning composer 
Samuel Barber has been com­ 
missioned by the Girard Bank 
of Philadelphia to create a new 
orchestral movement. 
A bank spokesman said 
Monday he believed the com­ 
mision was the 
first ever 
requested by a banking institu­ 
tion. 
Barber, born in West Chester, 
Pa., 
said 
the 
composition, 
entitled “The Lovers,’’ will be 
based on love poems by Pablo 
Neruda, a Chilean poet. 
The Philadelphia Orchestra 
will premiere the movement in 
September. 


Attack Try 
Is Reported 
A 16-year-old girl told pol­ 
ice she was pulled into a 
car by a man who attem pt­ 
ed to rape her last night. 
The g i r l said she was 
walking across the 
East 
Washington Street overpass 
at 6:05 p.m. when a man 
stopped and pulled her into 
his car. She said he sped 
through several traffic sig­ 
nals and stopped at Payran 
and Jefferson streets, where 
she fought him off and es­ 
caped. 
She described her assai­ 
lant as a grey-haired man 
about 49 years old driving a 
1968 or 1969 blue Chevrolet. 


By SHERMAN WALKER 
The constellation which 
will be crossing the local 
meridian at 9 p.m. this 
week is the Charioteer (Au­ 
riga). It is supposed to re­ 
present a man riding in a 
chariot and carrying a fem­ 
ale goat and her three kids 
in his a r m s . But there 
doesn’t seem to be any my­ 
thological 
story 
that ex- 
p l a i n s 
the 
goats 
and 
absence of horses. The fi­ 
gure could just as well have 
been represented as a she­ 
pherd. The ancient peoples 
believed auriga to be a good 
omen for shepherds. 


The star at the southern 
end of the figure is really 
borrowed from Taurus (the 
Bull) and doesn’t belong to 
Auriga. It is called Beta 
Tauri and forms the end of 
the northern horn of the 
Bull as well as the right foot 
of the Charioteer. 
To locate the Charioteer 
in the sky, face southward 
at 9 p.m. Standard Time 
and look at the region of the 
sky that is almost exactly 
overhead. 
The bright star of this 
constellation is called Ca- 


pella which also means the 
Goat. It is the third bright­ 
est of all stars visible from 
northern latitudes and is 
about 40 light years from 
us. 
Capella is considered a 
very beautiful star by those 
who appreciate such things. 
It is usually described as 
being creamy white. It is 
circumpolar as seen from 
the northern half of the Un­ 
ited States, which means 
that it is in view any clear 
night of the year. 
Beta Aurigae is a spec­ 
troscopic binary — a double 
star — whose components 
are too close together to be 
separated in even the larg­ 
est telescopes. The compo­ 
nents eclipse each other, 
making Beta 
a 
variable 
star. 


Items Stolen 
Jacqueline N. Bums, 613 
Crinella Drive, Petaluma, 
told police that a portable 
sewing machine, 
a lawn 
mower and a leather coat 
were stolen from her car 
Sunday night. The items 
were valued at $220. 


Pair Committed 
To Treatment 


George Ruiz Gonzales and 
Paul Herrera, both 30 and 
from San Francisco, were 
committed yesterday to the 
California 
Rehabilitation 
Center by Judge E. Warren 
McGuire of Marin Superior 
Court. 
The judge suspended cri­ 
minal proceedings and or­ 
dered 
commitment 
for 
treatment after receiving 
doctor’s reports that the two 
were heroin addicts or in 
danger of becoming addict­ 
ed. 
They were charged with 
burglarizing several Tibu­ 
rón and Corte M a d e r a 
apartments. 


Art Display At 
City Schools Office 
Approximately 
100 
art 
works by faculty and classi­ 
fied employees of the San 
Rafael city schools are on 
display this month in the 
board room of the adminis­ 
tration building at Third 
and E streets, according to 
Bruce Pinegar, art consul­ 
tant. 
The show of paintings, 
sketches, needlecraft, sculp­ 
tures and jewelry is open 
from 9 a.m. to 4:30 p.m. 
Monday through Friday, Pi­ 
negar said. 


Marin County encom ia 
No. 1316 Jan. 5. 12, 19. 1971 


December 1969. 
J u d g e 
E. W a r r e n 
McGuire of Marin Superior 
Court placed Metzger on 
probation for three years 
and gave him c r e d i t for 
time already served in jail. 


Smog readings yesterday: 
North Bay, 18, clean air. 
Central Bay, 39, light air 
pollution. 
South Bay, 35, light air 
pollution. 


San 
Francisco 
Bay 
A rea: 
Dense tog 
through W ednesday except tair afternoons 
in areas other than San Pablo B ay; high 
both days in 50s and low 60s; low tonight 
from 
m id 
40s to 
low 50s. 
light 
winds. 
N o rth e rn 
C a lifo rn ia ; 
F a ir 
th ro u g h 
W ednesday except night and m orning fog 
in valleys with local m orning drizzle and 
fog persisting during afternoons in m iddle 
section 
of 
Central 
V a lle y ; 
rain 
likely 
today near coast north of E u re ka; cooler 
in most of area today. 
Northw estern C alifo rn ia: 
F a ir through 
W ednesday except night and m orning fog 
in valleys and drizzle or light rain near 
coast 
today 
north 
of 
E u re ka; 
slightly 
cooler; high today and low tonight Ukiah 
68 46 
M t. Shasta Siskiyou are a : Cloudy today 
and tonight, then fa ir Wednesday but with 
night and m orning fog in valleys; chance 
of 
light 
showers 
this 
afternoon; 
little 
te m p eratu re change. 
Sierra N evada: 
F a ir through 
Wednes 
day except some high clouds W ednesday 
in north; m ild tem peratures. 
Sacram ento 
V a lley: 
Fog 
through 
W ednesday w ith local afternoon clearin g ; 
high both days fro m 50s to low 60s; low 
tonight in 40s; light winds. 
L o w er 
S a c ra m e n to 
V a lle y : 
C loud y 
to d ay; light fog tonight; chance of rain 
W ednesday; high 
both 
days 55 63; 
low 
tonight 
45 52; 
light 
winds. 
San 
Joaquin 
V a lle y : 
Dense night and 
m orning fog persisting locally in north 
afternoons and fa ir afternoons elsewhere 
through 
W ednesday; high 
both days in 
60s in south 
and 
in 
50s 
in n o rth ; 
low 
tonight from m id 40s to low 50s; light 
winds. 
Salinas V a lle y : 
F air through 
Wednes 
day except patches of night and m orning 
fog 
high both days in 60s. low tonight 
from rrvd 40s to low 50s; light w inds; 
high today and low tonight Salinas 69-50, 
Paso 
Robles 65 45 
M onterey 
Bay 
A rea: 
F air 
through 
W ed n e sd ay e x c e p t patch e s of m o rn in g 
fog, nigh today in 60s, high. Wednesday 
from high 50s to m id 60s; low tonight in 
high 
40s or 
low 
50s; 
light 
winds. 
Santa 
C iara 
V a lle y ; 
Fair 
througn 
W ednesday except late night and m orning 
dense fog; high 
both days m 
60s; low 
tonight in 40s and low 50s; light winds. 
D a b lo . 
San 
R am o n 
and 
M o ra g a 
v a lle y s 
F a r 
thro u g h 
W ed n e sd ay 
except late n g h t and m orning dense foq; 
high both days from high 50s to m id 60s; 
*ow tor, ght in high 40s or low 5QS; I ght 
winds 
N apa 
and 
Sonom a 
v a lle y s 
F a ir 
through W ednesday except late n mt and 
m orning dense fog; high today 
,nd low 
tor got Santa Rosa 66 44, light v. ;ds 
Liverm ore 
V a lley: 
Fa i- 
mrough 
Wednesday except late night and morning 
dense 
tqg, 
m ild 
tem p eratu res; 
light 
wmds. 
Santa M a ria 
San Luis Obispo coastal 
a re a 
F a r th ro u g h W ed n e sd ay; high 
today in 70s. high Wednesoday from high 
60s to rmd 70s 
low tonight in 40s and 
low 50s; light winds. 
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To start a bargain, take 
a drive thru Classified 


Drive up and down the columns of the I-J Auto Section in 
Classified and you’ll find your beauty parked at the right price. 
Best automobile “drive” in Marin. Biggest, widest, with more 
cars than you’ll find anywhere else. Because here’s where 
Marin’s leading dealers do their competitive best to get your 
eye and your final decision. Take a drive right now . . . and 
start a bargain 


Marin s leading auto dealers sh o w their best in 
WANT-ADS 


SAN RAFAEL 454-4000 
MILL VALLEY 388 2351 
NOVATO 
892 9020 


H 
S 
v B 
i o n l o g f o r t o n i g h t a n d t o m o r r o w 
TUESDAY 
5:00 P.M. 
3 Get Smart (C) 
4 The Saint (C) 
9 Misterogers Neighbors (C) 
20 Batman (C) 
44 Popeye (C) 


5:30 P.M. 
2 The Flying Nun (O 
3 Dick Van Dyke Show 
7-11 ABC News (C) 
9 What’s New (C) 
10 KXTV News (C) 
20 Patty Duke Show 
44 The Three Stooges 


6:00 P.M. 
2 Wild Wild West (C) 
3 NBC News (C) 
4 KRON News (C) 
5 KPIX News (C) 
7 Movie (C) 
D e b o r a h Kerr, Rossano 
Brazzi in “Count Your Bless­ 
ings” (1959) 
9 Kukla, Fran and Ollie (C) 
10 CBS News (C) 
11 KNTV News (C) 
20 Gilligan’s Island (C) 
36 Movie (C) 
Rock Stevens in “Goliath 
the Conquest 
(1964) 
44 The Munsters 


at 
of Damascus” 


Channel Chuckles 


6:30 P.M. 
3 KCRA News (C) 
4 NBC News (C) 
5 CBS News (C) 
9 Consultation (C) 
Preventive dentistry 
10 KXTV News (C) 
11 Big Valley (C) 
20 Land of the Giants (C) 
44 The Addams Family 


7:01 P J i 
2 I Love Lucy 
4 KRON News (C) 
5 KPIX News (C) 
9 KQED News (C) 
10 Flying Nun (C) 
44 Get Smart (C) 
* 


7:30 P.M. 
2 Ice Hockey (C) 
All-Star game 
34 Julia (C) 
Bob Hope 
5 News Special (C) 
History of civil rights strug­ 
gle, part m 
7-11 Mod Squad (C) 
Carl Betz 
10 Beverly Hillbillies (C) 
20 Movie (C) 
Don Murray in "These Thou­ 
sand Hills (1959) 
36 David Frost Show (C) 
44 It Takes A Thief (C) 


8:01 P Ji. 
34 Don Knotts Show (C) 
Bill Cosby, Elaine Joyoe 
5-10 Green Acres (C) 
9 Folk Festival (C) 


1:31 P.M. 
5-10 Hee Haw (C) 
Marty Robbins. Connie Smith 
7-11 Movie (C) 
“Dr. Cook’s Garden” 
Bing C r o s by Frank 
verse, Blythe Dinner 
44 The Rifleman 


10:00 P.M. 
2 KXTV News (C) 
5-10 Sixty Minutes (C) 
7-11 Marcus Welby, M.D. (C) 
9 San Francisco Mix (C) 
Discovering 
20 Burke’s Law 


10:30 P.M. 
9 Critic at Large (C) 


11:00 P.M. 
2 The Avengers (C) 
3 KCRA News (C) 
4 KRON News (C) 
5 KPIX News (C) 
7 KGO News (C) 
10 KXTV News (C) 
11 KNTV News (C) 
20 Can You Top This? (C) 
44 Wagons Ho! 
11:30 P.M. 
3-4 Tonight Show (C) 
Bob Newhart hosts Della 
Reese 
5 Merv Griffin Show (C) 
Salute to the big bands, part 
n 
7 Dick Cavett Show (C) 
Dr. James D. Watson 
10 Movie 


Proposed 
Car Agency 
Wins Nod 


with 
Con- 


A proposed new car agen­ 
cy at Corte Madera Wye 
won 
favorable 
reception 
yesterday from Ralph D. 
Cairns, deputy county zon­ 
ing administrator. 
But Cairns agreed to post­ 
pone a formal decision until 
Feb. 1 to give Corte Madera 
, ,, 
_ 
. Town Manager Ronald E, 
Ben^ajia?ar m^A Bartel* a chance to discuss 


t:M P.M. 
34 Movie 


5) 


I-If-H 


'Yes, he's VERY good. 
His Nielsen is twenty- 
six point four, 
you know." 


Rage to Live” (1 
9 The Advocates (C) 
Tar and nicotine limits on 
cigarettes? 
36 Movie 
Jane Darwell in “The Grapes 
of Wrath” (1937) 
44 Movie 
Rebt. Taylor in “Ambush” 
(1950) 


9:36 P.M. 
5-10 All in the Family (C) 
20 Dragnet (C) 


K T I M & K T I M - F M 
All Programs Listed Are Heard On 
KTIM-FM Stereo 


1510 AM - 100.0 FM Stereo 
TONIGHT 
KTIM-FM Stereo 
5:25—Earl Nightingale 
5:30™News “30” 
6:00—Cocktail Hour 
6:30-Music with Don Hedman 
6:55-News Highlights 
7:00—Doug Pledger Internation­ 
al Music Hall 


8:00—Music w/Don Hedman 
8:55-News Highlights, f:55 
10:00—KTIM-FM Leaves the Air 


TOMORROW 
6:30-National 
Anthem 
FM 
Stereo Sign On 
6:30-Music With Bob Concie 
7:00-101 Hotline 
7:30—AM Sign On 
7:30—The Weather and You 
7:35—News “30” 
8:15—Clover Bulletin Board 
8:20-Sports Page With Bob 
Dinsmore 
8:25-Earl Nightingale 


8:30-Bennett’s Boardwalk 
9:00—Hometown Hotline 
9:30—Pledger’s 
International 
Music Hall 
10:0O-News Highlights 
10:15—Music with Bob Concie 
11:00—News Highlights 
11:05—Marin on the Go 
11:20-Swap Shop 
11:30—Shopping in the Village 
12:00—News “30” 
12:25—The Weather and You 
12:30—Music with Bob Concie 
1:00—Clover Bulletin Board 
1:05—Music with Bob Concie 
2:00—News Highlights 
2:05—Marin Coast to Coast 
3:00—News Highlights; 4:00 
4:05—Music for Marin 
4:25—The Weather and You 
4:30-Hamilton on the Air 
4:45—Hotline 
4:55—Clover Bulletin Board 
5:15—KTIM-AM Leaves the Air 
KTIM-FM Stereo Con­ 
tinues 
5:20—Sports Page With Bob 
Dinsmore 


the plan with town officials. 
Julie Lewicki, who owns 
Marin Volvo Center near 
Richardzon 
Ray 
Bridge, 
wants to build a new Saab 
Auto Agency and repair 
shop at the corner of Parad­ 
ise Drive and Highway 101 
Frontage 
Road at Corte 
Madera Wye. The half-acre 
parcel is in county area but 
is surrounded by the town of 
Corte Madera. 
Lewicki told the Indepen- 
dent-Journal he plans to 
move his Volvo service bu­ 
siness to the Corte Madera 
site. He will service both 
Volvos and Saabs, but new 
car sales will be limited to 
Saabs. 


Committee Plans 
Three Hearings 


Alan Ladd in “Lucky Jor­ 
dan” (1942) 
11 Movie 
Tyrone Power in “That Won­ 
derful Urge” (1949) 
20 Movie 
Marc Cassot in “Normandy 
Squadron” (1960) 
36 (:40) Movie 
K e n n y 
Baker in “52nd 
Street” (1937) 


12:00 MIDNIGHT 
2 KTVU News (C) 


1:00 A.M. 
3 KCRA News (C) 
4 KRON News (C) 
5 Movie 
Richard Basehart in “Pass­ 
port to China” (1961) 
7 KGO News (C) 
WEDNESDAY 


5:30 A.M. 
3 (:55) Farm Report (C) 


6:00 A.M. 
3 Rhyme and Reason 
5 Sunrise Semester (C) 
7 Western Europe (C) 


6:30 A.M. 
4 KRON News (C) 
5 Words (C) 
7 A.M. (C) 
10 Across The Fence (C) 


7:00 A.M. 
2 Jack La Lanne Show (C) 
34 Today Show (C) 
3 (:25) KCRA News (C) 
4 (:25) I Want to Work (C) 
5-10 CBS News (C) 
5 (:25) Ski Scene (C) 
7 KGO News (C) 
(:05) A.M. (C) 
9 KQED News (C) 
10 (:25) KXTV New* (C) 


7:30 A.M. 
2 KTVU News (C) 
(:45) Religion (C) 
34 Today Show (C) 
5-10 CBS News (C) 
5 (:55) Interview (C) 


1:00 A.M. 
2 Popeye Cartoons (C) 
34 Today Show (C) 
4 (:25) KRON News (C) 
5-10 Captain Kangaroo (C) 
7 KGO News (C) 
(:05) A.M. (C) 


When not listed, 
recorded music 
6:01 
KCB8 — News radio 
11:30 
till ii:so p.m. 
KFAX 
- 
Project 
Amerioa; :15 Bi­ 
ble; 
:30 Rosary; 
:46 Catholic School 
KGO — News and 
Sports 
KKHI - D i n n e r 
Conoert till 8 p.m. 
KNBR — Art Rob- 


KSFO — :05 Com­ 
mute Club w/Car- 
ter B. Smith Ull 
8:05 p.m. 


7:60 
SFAX — Solutions, 


TUESDAY EVENING 
independent stations follow a format of 
with news at regular intervals. 
Bible Institute 
KGO — Jim Eason 
till 10 p.m. 
KNBR — Les Wil­ 
liams till midnight 


8:00 
KFAX - Bible Days 
Revival 
KKHI - B o s t o n 
Pops till 10 p.m. 
KSFO — :05 Gene 
Nelson till 12:05 
a.m. 10:00 
KFAX — Hellenic 
American Hour :30 
Chinatown 
KGO - Russ Coglln 
till l a.m. 
WEDNESDAY MORNING 


K 
5:00 
CBS - .30 
radio 
till 
News 
11:3 


AX - News, :1 
iible Days Revi 
al Peace 
^ 
KGO — Newsbegt 
till 9 a.m. 
6:00 
KFAX—Chapel. :? 
Revival 
, . 
KKHI - :30 Col via 
Commute 
Cl u b 
till 9 a.m. 
KNBR — Frank Dill 
till 10 a.m. 
KSFO - :05 Terry 
McGovern till 8:00 
a.m. 


7:00 
KFAX - Bible Insti­ 
tute. :45 Prayer 
KSFO — News; *.15 
Terry McGovern; 
:45 Ski Report 
8:00 
KFAX - Bible, :30 
Biola 
KSFO - News; :15 
Terry MoOovern 


KFAX —*News. :15 
Heaven and Home 
:30 Haven ot Res* 
KGO - Jim Dunbar. 
till noon 
KKHI - Symphonic 
Variations 
KSFO - :05 D an 


The Joint Balanced Tran­ 
sportation 
Committee, 
formerly the Tiburon Boule­ 
vard Alignment and Shore­ 
line study committee, has 
alnnounced 
three 
public 
meetings on the boulevard’s 
future alignment. 
The committee’s report 
will be presented to Tiburon 
r e s i d e n t s at 7:30 p.m. 
T h u r s d a y at Del Mar 
School’s 
music 
room. 
A 
similar meeting for Belved­ 
ere residents will be held 
Jan. 27 at 7:30 p.m. at BeL 
vedere Community Hall. 
On Feb. 17 the Tiburon 
and 
Belvedere 
planning 
commissions will hold a 
special public hearing on 
the committee report and 
proposed alignment. That 
session will begin at 7:30 
p.m. at the Reed School au­ 
ditorium. 
KKHI — Echoes and 
Encores; :30 En­ 
chanting Hour 
11:00 
KCBS — :30 Music 
KKHi^Music 0* At Knifepoint 
Spheres 
* 
A 58-year-old Greenbrae 
man was robbed at knife­ 
point of $120 cash early Sa­ 
turday by two young men 
who forced him to stop his 
car on Camino Alto near 
Overhill Road in Mill Val­ 
ley, police reported today. 
George H. Mason, of P.O. 
Box 291, told officers he was 
driving toward Corte Mad­ 
era about 4:30 a.m. when a 
white auto pulled in front of 
his car, forcing him to stop. 
He said one of the men held 
a knife at his back, while 
another took his wallet con­ 
taining the cash. 
Mason told police the men 
then threw his keys away 
and slashed one of his tires 
before driving away. He 
could describe them only as 
w h i t e and in their early 
twenties. 


Man Robbed 


KFAX - News, :05 
Gospels 
KNBR — Dave Niles 
till 6 a.m. 
KSFO — :05 Night 
S o u n d s w/Russ 
Syracuse till 6:05 
a.m. 
1:00 
KGO — Jim Moore 
till 5 a.m. 


Sorkln till noon 
10:00 
KFAX—News, Chris­ 
tian Jew,: 15 China, 
Asia; :30 Bible 
KKHI — Telemusi- 
8uiz; :15 Concert 
irand; 
:30 Date 
in Music 
KNBR 
— 
J a c k 


K 
Hayes till 3 p.m. 
SFO - :45 Ski Re- 
ports 
11:00 
KFAX 
- 
Ne ws , 
Kathryn Kuhlman: 
-.30 Bible 
KKHI - Fops 
cert 
Con- 


12:00 
iX 
- 
Ne ws , 
irpherd Ho u r : 
5 Public Affairs; 
0 World Tomor- 


WEDNESDAY AFTERNOON 


KKBl’ —"world of 
Opera: :30 Com­ 
posers Corner 
8:00 
KFAX 
- 
Nows . 
Revival: :30 Green 
P a s t u r e : 
;45 
Euphesian Church 
KKHI - Symphonic- 
ally Yours 
3:00 
KFAX 
- 
Gospel: 
-.15 
Deliverance. 
:30 Camp Meeting 
KKHI — Designs in 
Melody till 6 p.m. 
KNBR - Art 
erts till 7 p.m. 


) _ Newsbeat 
II - Luncheon 
incert 
0 — News; :1§ 
t Carney Ull 4:05 
m. 
1:00 
iX 
- 
N e w s 
1 tee Poise ana 
)wer; 
:15 Pro- 
et America: :30 
lends AdventlBt 
> — Owen Spann 


6:00 
KFAX — New*, :15 
Public Affairs; :30 
Family 
of 
God; 
;45 Dr. Hoyt 
KGO — News and 
Sports till 7 p.m. 
KSFO - :05 Com­ 
mute Club w/Car- 
ter B. Smith; :45 
Ski Reports 


KFAX - Ne ws ; 
-.15 Americanism; 
:30 Bible 
KSFO — :I0 Mike 
Powell; :4S L o n 
Simmons S p o r t s 
Siow; -.45 Ski Re­ 
ports 


40 Cows Airlifted 
By Helicopter 


KAUNAKAKAI, 
Hawaii 
(UPI)—Forty cows were lifted 
from a barge stuck on a reef 
off 
the 
island of 
Molokai 
Sunday and flown to shore by a 
helicopter, one at a time. 
The cows, all heifers con­ 
signed to Meadow Gold Dairies- 
Hawaii, weigh 400 to 500 pounds 
each. 


8:30 A.M. 
2 Romper Room (C) 
34 Today Show (C) 
7 Movie 
Esther Williams in “On an 
Island with You” (1948) 
11 Cartoons (C) 


9:00 A.M. 
34 Dinah Shore (C) 
David Frost 
5-10 The Lucy Show (C) 
11 Jack LaLanne (C) 


9:30 A.M. 
2-10 Beverly Hillbillies (C) 
34 Concentration (C) 
5 Perry Mason 
11 Movie (C) 
James Stewart in “Thunder 
Bay” (1953) 


16:00 AJM. 
9-10 Family Affair (C) 
34 Sale of the Century (C) 


10:30 A.M. 
2 Make Room For Daddy 
34 Hollywood Squares (C) 
5-10 Love of Life (C) 
7 Galloping Gourmet (C) 


11:00 A.M. 
2 Farmer’s Daughter 


34 Jeopardy (C) 
5-10 Where the Heart Is (C) 
(-.25) CBS News (C) 
7 Mantrap (C) 


11:30 A.M. 
2 Donna Reed Show 
34 Who, What or Where (C) 
(-.55) NBC News (C) 
5-10 Search for Tomorrow (C) 
7-11 That Girl (C) 
9 Sesame Street (C) 


12:00 NOON 
2 Noony Cartoony (C) 
3 KRCA News (C) 
4 KRON News (C) 
5 KPIX News (C) 
7-11 Bewitched (C) 
10 KXTV News (C) 


12:30 P.M. 
2 McHale’s Navy 
3-4 Days of Our Lives (C) 
5-10 As the World Turns (C) 
7-11 World Apart (C) 
9 Misterogers’ Neighbors (C) 


1:00 P.M. 
2 Movie 
Dick Powell in “P i t f a l l ” 
(1948) 
3-4 The Doctors (C) 
5-10 A Splendored Thing (C) 
7-11 All My Children (C) 


1:30 P JI. 
3-4 World/Bay City (C) 
5-10 The Guiding Light (C) 
7-11 Let’s Make a Deal fC) 
20 (:55) KEMO News (C) 


2:00 PJL 
34 Bright Promise (C) 
5-10 Secret Storm (C) 
7-11 Newlywed Game (C) 
20 Movie Game (C) 


2:30 P.M. 
3 Movie (C) 
James Mason in “Biggei 
Than Life” (1956) 
4 World/Somerset (C) 
5-10 Edge ot Night (C) 
7-11 The Dating Game (C) 
20 Management Science (C) 
44 S.F. Today (C) 


|:00 P.M. 
2 Gomer Pyle, USMC (C) 
4 Words and Music (C) 
5 Mike Douglas Show (C) 
7-11 General Hospital (C) 
9 Sewing (C) 
10 Virginia Graham Show (C) 
20 Lone Ranger (C) 
44 Kimba (C) 


3:30 P.M. 
2 Popeye and Friends (C) 
4 Truth or Consequences (Cj 
7-11 One Life to Live (C) 
20 Speed Racer (C) 
36 (:55) Thoughts (C) 
44 Captain S. 7. (C) 


4:00 PM, 
3 Star Trek (C) 
4 The Big Valley (C) 
7-11 Dark Shadows (C) 
9 Sesame Street (C) 
10 Mike Douglas Show (C) 
20 Spiderman (C) 
36 Left, Right and Center (C) 
44 Bugs Bunny (C) 


6:30 P.M. 
2 Lost in Space (C) 
5 David Frost Show (C) 
Melina Mercouri 
7 KGO News (C) 
11 Perry Mason 
20 Leave It To Beaver (C) 
36 Mike Douglas Show (C) 
44 Marine Boy (C) 


a smmmmm^ £ 
TONIGHT: 
Al-Anon, 
Novato 
Family 
Group, 8 p.m., St. Francis Ep­ 
iscopal Church. 
Al-Ateens, 8:30 p.m., Mill 
Valley Community Church an­ 
nex. 
Alcoholics Anonymous, Grati­ 
tude Group, 8 p.m., San Rafael 
Recreation Center. 
California Committee to Le­ 
galize Abortion, Marin chapter, 
8:15 p.m., 40 Shell Road, Mill 
Valley. 
Civil Air P a t r o l , Marin 
Squadron 4 cadets, 7 p.m., 
Bldg. S-177, Hamilton Air Force 
Base. 
Council of the American In­ 
stitute of Banking, Marin Coun­ 
ty chapter, 7:30 p.m., Bank of 
Marin. San Rafael. 
Fairfax FarK and Recreation 
board, 8 p.m., Women’s Club. 
Fairfax School D i s t r i c t 
board, 7:45 p.m., district office. 
Family and Children’s Ser­ 
vices Advisory Committee, 8 
p.m.. Catholic Social Services 
office, Terra Linda. 
Family Services Agency of 
Marin, 8 p.m., 1005 A Street, 
San Rafael. 
London Arms Chess Club, 8 
p.m., 89 Red Hill Avenue, San 
Anselmo. 
Lynwood Park Improvement 
Association 
board, 
8 
p.m., 
school 
Mill Valley Architectural Ad­ 
visory Committee, 8 p.m., li­ 
brary board room. 
Mill V a l l e y Lions Club, 7 
p.m., Country Club. 
Naval Reserve Surface Divi­ 
sion 12-31, 7:30 p.m., 153 Madi­ 
son Avenue, Santa Venetia 
Ross Valley Camera Club, 8 
p.m., First Methodist Church, 
San Rafael. 
San Anselmo School District 
b o a r d , 7:30 p.m., Red HUl 
School library. 
Sausalito 
City 
Council, 
8 
p.m., city hall. 
Sir Francis Drake Kennel 
Club. 8 p.m., Humane Society 
building. 
SPEBSQSA, Marin chapter, 8 
p.m., 
carriage 
house, 
Elks 
Club, San Rafael. 
United A n c i e n t Order of 
D r u i d s , Grove 268, 8 p.m., 
American Legion Log Cabin, 
San Anselmo. 
West Marin Lions Club, 7:30, 
community 
building, 
Point 
Reyes Station. 
San Rafael Board of Educa­ 
tion, 8 p.m., district office. 
Elizabeth Cole, vocal-teach­ 
ing class, 7-10 p.m., San Fran­ 
cisco 
Theological 
Seminary, 
San Anselmo. 
Larkspur 
City 
Council, 
8 
p.m., city hall. 
Bel Aire Flood Control Zone 
advisory board, 8 p.m. 
T i b u r o n Design Review 
Board, 8 p.m., city hall. 
SOUTHERN SONOMA: 
Petaluma Planning Commis­ 
sion, 8 p.m., city hall. 
TOMORROW: 
Al-Anon Family Group, 12:30 
p.m., Redwood Presbyterian 
Church, Larkspur. 
Alcoholics Anonymous, Igna­ 
cio G r o u p , 8:15 p.m., the 
Church. 
Alcoholics Anonymous, Mill 
V a l l e y Group, 8:30 p.m., 
Church of Our Saviour. 
Alcoholics Anonymous, Ross 
Hospital Group, 8:30 p.m., 1150 
Sir Francis Drake Boulevard, 
Ross. 
Almonte Improvement Club, 
7:30 p.m., Almonte Hall. 
Civil Air Patrol, Marin Com­ 
posite Squadron 4, 8 p.m., Bldg. 
S-177, 
Hamilton 
Air 
Force 
Base. 
Coast Guard Reserve Unit 12- 
695, 8 p.m., Building 692, Fort 
Baker. 
Fairfax Lions Club, 8 p.m., 
Pepperwood Restaurant, San 
Anselmo. 
Independent Order of Odd 
Fellows, Mt. Tamalpais Lodge 
399, 8 p.m., temple, Mill Valley. 
Kiwanis Club of Ross Valley, 
12:10 p.m., Pepperwood Res- 
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Jn ftrp p ttfo tit-lm trn g l. 31 
BEST SHOWS FOR TONIGHT 
Unusual on television tonight: 
KTVU (2), 7:30 p.m. — The 24th National Hockey 
League All-Star game will be televised from Boston. 
KPIX (5), 7:30 p.m. — “ Rush Toward Freedom” 
presents “The Nonviolent Creed,” the third program 
in the reconstruction of the civil rights movement. 
Julian Bond narrates. 
KRON (6), KCRA (3), 8 p.m. — Bill Cosby is the 
featured guest on “The Don Knotts Show.” 
KGO (7), KNTV (11), 8:30 p.m. — Bing Crosby, 
. 
Frank Converse and Blythe Danner star in the 
movie drama, “Dr. Cook’s Garden,” based on Ira 
Levin’s Broadway play, “Rosemary’s Baby.” 
KRON (6), KCRA (3), 9 a.m. — “NBC Tuesday 
Night at the Movies” presents “A Rage to Live,” 
starring Suzanne Pleshette, Ben Gazzara and Brad­ 
ford Dillman. The film is based on John O’H ara’s 
best-selling novel. 
KQED (9), 9 p.m. — “Should the Federal Govern­ 
ment Set A b s o l u t e Tar and Nicotine Limits on 
Cigarettes?” is the subject on “The Advocates.” 


taurant, San Anselmo. 
Knights of Columbus, Robert 
A. McKenzie Council 3829, 8 
p.m., Mt. Carmel Meeting Hall, 
Mill Valley. 
Loyal Order of Moose, Novato 
Lodge 2041, 8 p.m., 850 Lamont 
Street. 
Marin Association of Life Un­ 
derwriters Inc., noon, Lin*Fa 
Gardens, Terra Linda. 
Marin City Senior Citizens 
Club, 10 a.m., Manzanita Cen­ 
ter. 
Marin County Committee on 
School District Organization, 8 
p.m., county schools office, 
Corte Madera. 
Marin County Juvenile Delin­ 
quency 
Prevention 
Commis­ 
sion, 4 p.m., Marin General 
Hospital. 
Marin County Labor Council, 
8 p.m., Painters Hall, San Ra­ 
fael. 
Marin County Mental Health 
Advisory board, 8 p.m., Marin 
General Hospital. 
Marin Ecumenical Associa­ 
tion for Housing, 8 p.m., First 
Congregational Church, 8 North 
San Pedro Road, San Rafael. 
Marvelous Marin Hi-12 Club, 
noon, Pepperwood Restaurant, 
San Anselmo. 
Mill Valley Youth Commis­ 
sion, 8 p.m., city hail. 
Native Sons of the Golden 
West, Fairfax Parlor 307, 8:30 
p.m., Women’s Club. 
Native Sons of the Golden 
West, Sea Point Parlor 158, 8 
p.m., Perry’s Hall, Sausalito. 
N o v a t o Lions Club, 12:05 
p.m., Peacock Restaurant. 
Novato Plan Review Commit­ 
tee, 
7:30 
p.m., 
community 
house. 
Optimist Club of Corte Mad­ 
era, 12:15 p.m., Edgewater Inn 
Restaurant. 
San Anseimo Rotary Club, 
12:15 p.m., Alexander Hail, 
S.F. Theological Seminary. 
San Rafael Lions Club, 12:15 
p.m., Elks Club. 
Sausalito Chamber of Com­ 
merce, 9 a.m., Alta Mira Hotel. 
Sausalito Planning Commis­ 
sion, 8 p.m., city hail. 
Marin 
Suicide 
Prevention 
Center board, 4 p.m., St. Paul’s 
Episcopal Church, San Rafael. 
Marin Blood Center, 10 a.m. 
to 6 p.m., 506 Fourth Street, 
San Rafael. 
San Rafael Sanitation Dis­ 
trict board, 5 p.m., city hall. 
San Rafael First Presbyteri­ 
an Church annual meeting, 7:30 


p.m., church. 
San Rafael High School con­ 
cert and symphonic bands, 
“Winter Musicale,” 8 p.m., au­ 
ditorium. 
Dr. Robert Lee, lecture, “The 
Future Ain’t What It Used To 
Be,” 8 p.m., Fine Arts Theater. 
San Rafael Goldenaires Sen­ 
ior Citizen Club, noon luncheon, 
1011 Fifth Avenue. 
Mosque Unit of Junior Theate 
of Marin, “The Cats and the 
Cockatoo,” 10:30 a.m., Bolinas 
School. 
SOUTHERN SONOMA: 
Rohnert Park Chamber of 
Commerce board, 8 a.m., Ches- 
ney’s Carriage House. 
Sonoma County Irate Taxpay­ 
ers Committee, 8 p.m., Santa 
Rosa Veterans Memorial build­ 
ing. 


Fire Chief's Son . 
Charged In Arson 


LACONIA, N.H. (UPI)—Ti- 
mothy Warren, 25, was arrested 
over the weekend and charged 
with looting and burning an 
elementary school. His father, 
the fire chief of Epsom, N.H., 
stood b e s i d e him at his ar­ 
raignment. 
Warren was arrested Friday 
after a 10-week investigation by 
state police of the Oct. 4 blaze 
at Center Branstead elementa­ 
ry school which caused $37,000 
damage. A judge continued bail 
at $6,000 pending a Feb. 5 
hearing. 
The suspect’s father stood 
stiff and expressionless Satur­ 
day when Warren was ar­ 
raigned. 


Dishwashers Taken 
Two electric dishwashers 
valued at $400 were taken 
from an apartment building 
under construction at 406 
Alameda 
Del 
Prado be­ 
tween 8 p.m. Saturday and 
10 a.m. yesterday, Novato 
police reported yesterday. 
V 


What Do You Need? We Got It!! 


* Speakers * Cabinets * OrHI Cloths * Itocord Changer« * 
Tuners * Amplified * Technical Books * Took * Recalling 
Tope * CoMeffes * Cartridges * A irtenn o U R o to rJ 
t a ^ H ^ B f e r s e n A Blimlnatod H H B B B bH B H HI 
£,Led'ianici PLUS + 4" f 
8 7 3 Fourth San R afael 4 5 7 - 0 4 6 6 


Solder Oam * Fiberglass * Hsedphones * Intercom» ♦ Car 
a 
a t 
m 
-----------------* e s i ------- ^-1--------- ----- B a - l ---------i -------- — * 
9 
KCKHOS Al ilVrVIO BBBrwVVIBIIVA 
IVIVpnanAO ABBrl 
Transistors * twitches * Strobe lights * Block Lights 


All TV & Radio Tubes . .. 5 0 % Off 


PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 
PRICES 


Fair Trade Minimum Prices SLASHED By Factory 
To Reduce Retailer Inventory Before Taxes! 
K l t c h e n A i d . 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 
REDUCED 


Limited To 
Stock On Hand 
EwloryAuthorized 
SALE! 


30-60-90 Days Same As Cash or Convenient Terms 


T H IR D & C STREETS 
S A N R A F A E L 
P h o n e 4 5 3 - 6 0 7 4 


■ i i r r g M 
m 
T ! « 
, , r i • j r n 1 1’4! 
U.JUUIILLL.m JI 


HOURS; Daily 8:30-5:30; Sat. 9:00 5:00; Wed. Eves. 7-9 p.m. 


Third &c St 
Son Rafaei 
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Diplomacy On Land 


Some Grumbling, But Bill 


On Terminal Planning Paid 


MARK CORYELL 


Top scout, instructor . 
WILLIAM OWENS 
. due Eagle rank. 


Mill Valley Scouts 


Due Highest Ranks 


Two Mill V a l l e y Boy 
Scouts will receive Eagle 
Scouts in a Troup 34 Court 
of Honor at 7:30 p.m. Thurs­ 
day at the Mill Valley Meth­ 
odist Church. 
The top rank in scouting 
will go to Mark Coryell, 15, 
the son of Mr. and M r s . 
Victor Coryell of 138 Stad­ 
ium Avenue, 
Mill Valley 
and William Owens, 16, the 
son of Mr. and Mrs. William 
J. Owens of 141 Yale Aven­ 
ue, Mill Valley. 
Both Mark and William 


Redwood High 
Concerts Slated 
For Thursday 


First Suite in E Flat by 
Gustave Holst will be the 
featured work in the annual 
concert by 
the 
Redwood 
High School bands in the 
Student Center at 8 p.m. 
Thursday. 
The suite will be played 
by the concert band under 
the direction of Sidney Gor­ 
don. The concert band will 
also play works by Bach, 
Giovaninni and Sousa. 
The intermediate Band, 
Redwood string quartet and 
Redwood woodwind quintet 
will also be featured in the 
concert. 
The 
intermediate 
band 
will play the finale to Dvo­ 
rak’s 
“ Symphony 
No. 
5 
From the New World” as 
well as works by Bach, Fill- 
more and Lecuona. 


Pleads Innocent 


Kenneth Paul Botai, 21, of 
San Anselmo, pleaded inno­ 
cent yesterday in Marin Su­ 
perior Court to a charge of 
burglarizing a residence at 
10 Meadow Way, Fairfax, 
Dec. 9. Judge E. Warren 
McGuire set trial for the 
week of Feb. 8. 


will attend the International 
Jam boree 
in 
Japan 
this 
summer. 


Mark, who is now an in­ 
structor of the troop, has 
served as assistant senior 
patrol leader. As a troop 
member for three years, he 
attended the 1969 National 
Jam boree in Farragut State 
Park, Id. Mark is a sopho­ 
more at Tam alpais High 
School and a member of its 
marching band. His outside 
interests 
are 
music, 
cy­ 
cling, photography and hik­ 
ing. 


William, a junior at Tam ­ 
alpais 
High 
School, 
has 
been with Troop 34 for over 
four years and has served 
as patrol leader, held the 
o f f i c e of scribe and has 
worked with Cub Pack 54 as 
a den c h i e f for the past 
three years. He is also in­ 
terested in stamp collect­ 
ing, s k i i n g , hiking and 
photography. 


Tax Rate Hike 
Due Discussion 


Faced with the possibility of 
deficit spending during next 
fiscal year, the San Anselmo 
School District board today will 
consider setting a tax increase 
election asking taxpayers to 
hike their rates 80 cents per 
$100 assessed valuation. 
The board, to meet at 7:30 
p.m. at Red Hill School, was 
told at its last meeting the 
district is dipping into re- 
s e r v e funds at a rate of 
$100,000 
per 
year. 
Next 
year’s 
predicted 
reserve 
will be only $50,000. 
In 
other 
matters, 
the 
board is expected to name a 
new principal for Hidden 
Valley 
School, 
consider 
changes to its 
maternity 
leave policy and review the 
1969-70 audit report. 


Expressing 
concern 
for 
the future development of 
lands east of Highway 101, 
the Corte M a d e r a Town 
Council 
toyed 
last 
night 
with the idea of a building 
moratorium but rejected it 
in favor of diplomacy. 
The evening’s discussion, 
not unlike that which has 
filled Larkspur’s city hall in 
recent months over open 
space along Corte Madera 
Creek, was sparked by a 
letter calling for a master 
plan of all undeveloped tide- 
lands. 
Councilman 
Robert 
P. 
Simmons maintained in his 
l e t t e r that should a pro­ 
posed ferry terminal be lo­ 
cated in the town, “ there 
would be a direct impact on 
the development of the pro­ 
perty east of the freeway 
. . . ” Such an impact could 
be contrary to the town’s 
recreational ideas for the 
area. 
Emphasizing the lack of a 
comprehensive plan, Sim­ 
mons admonished the coun­ 
cil to create a policy that 
there be “ no changes in 
zoning, no subdivision . . . ” 
until the G o l d e n Gate 
Bridge District picks a ter­ 
minal site and the entire 
area is m aster planned. 
His request preceeded by 
two weeks council conside­ 
ration of a controversial re­ 
zoning request from Vernon 
W\ Humber, whose property 
was once considered for a 
GEMCO discount store. He 
asked 
for 
rezoning from 
light industrial to commer­ 
cial. 
As the meeting progress­ 
ed, 
councilmen 
acknowl­ 
edged 
their 
immediate 
concern was delaying consi­ 
deration of the Humber pro­ 
posal until a study could be 
made. 
“ I don’t want to vote (on 
rezoning) and won’t vote for 
its 
approval,” 
Simmons 
said. “ Not for subdividing, 
zoning or anything else un­ 
til specific plans toward to­ 
tal objectives . . . ” in the 
area are presented. 
Referring 
to 
Humber’s 
contention that he has no 
plans for the property to be 
rezoned, but rather has re­ 
quested such action to en­ 
courage 
d e v e l o p e r s , 
Simmons said there was 
“ no way I can act responsi­ 
bly without knowing the in­ 
tention of the p r o p e r t y 
owner.” 
Seeking legal means to 
stall the Humber rezoning 
request, 
the 
council 
was 
told by Town Atty. Albert 


Conservation 
Plan On Agenda 


William Evers, president 
of Open Space Action, will 
discuss proposed legislation 
to create a regional envi­ 
ronmental control agency, 
at a public meeting of the 
Mill Valley unit of the Mar­ 
in Conservation League, 8 
p.m. T h u r s d a y in the Mill 
Valley Library. 
The environmental con­ 
trol agency plan is an out­ 
growth of open space bills 
introduced in the last ses­ 
sion of the Legislature. 


Bianchi it had three op­ 
tions: continue public hear­ 
ing on the m a t t e r in a 
delaying action and face 
possible court action, im­ 
pose a moratorium, or seek 
property owners’ coopera­ 
tion in drafting a master 
plan. 
“ I don’t want to impose 
any hardship on the own­ 
e rs,” 
Simmons 
conceded, 
“ but I want to see the area 
developed properly.” 
Councilman 
Harold 
B. 
Wagstaff, 
agreeing 
with 
Simmons, advised against 
the moratorium because it’s 
“ so cold.” Instead, he sug­ 
gested a “ more diplomatic 
way of doing it” by “ can­ 
didly” asking Humber to 
work with the town's plan­ 
ning commission on a m as­ 
ter plan. 
The council agreed unani­ 
mously. 


The Corte Madera Town 
Council last night barely 
managed to convince itself 
there was really $674 worth 
of work behind its planner’s 
half-hour 
ferry 
terminal 
presentation before a com­ 
mittee of the Golden Gate 
Bridge District in Decem­ 
ber. 
The bill, 
submitted 
by 
Livingston and Blayney of 
San Francisco, bluntly re­ 
quested that amount but 
failed to itemize the expen­ 
ses. 
“ That’s a hell of a lot of 
money for Livingston’s half- 
hour on the floor,” com­ 
mented Councilman Harold 
B. Wagstaff as other coun­ 
cilmen looked pained that 
he questioned the bill. 
“ If we can’t trust them, 
we’d better get new ones 
(planners), countered Coun­ 
cil Holmes S. Norville. 
“ No one is questioning the 


c a l i b e r of their work,” 
Wagstaff responded, “ but I 
d o n ’ t want them to take 
Corte Madera for a sucker . 
»» 
Following 
a 
comment 


from Town Engineer Arthur 
N. Morrison to the effect 
that the bill included many 
hours 
of 
discussion 
by 


phone between the town and 
the firm, the council ap­ 
proved payment by a 3-2 
vote, Councilmen Wagstaff 
and 
B y r o n 
D. 
White 


against. 
The Corte Madera Town 


Council also: 


CODES — Approved adopting 
the 1970 uniform building code, 
uniform plumbing code and un­ 
iform swimming pool code. 
PLANNING COUNCIL — Ap­ 
proved a three-year extension 
of a joint powers agreement 
with the City-County Planning 
Council but rejected the coun­ 
cil’s request for concurrence 
with a 
“ windshield housing 
survey” of the town. 


HOME OCCUPATION — Ap­ 
proved a home occupation per­ 
mit requested by Heather E. 
Forney of 168 Golden Hind Pas­ 
sage for operation of an art 
studio at her home. 
REAPPOINTMENT — Ap­ 
proved reappointment of Jack 
Sutherland to a second term on 
the town’s park and recreation 
commission. 
NORTH RIDGE — Agreed to 
meet with representatives of 
Larkspur, Mill Valley and the 
county to discuss preservation 
of the North Ridge Area be­ 
tween the municipalities. 
HOLIDAYS — Approved an 
employees’ association request 
to adhere to the state’s policy 
setting certain holidays to fafl 
on Monday. 
HYDRANT — Approved ex­ 
pending $960 for fire hydrant 


installation in the newly an­ 
nexed 
Meadowsweet 
Drive 
area. 
DREDGING — Heard a re­ 
port that the cost of dredging 
San Clemente Creek behind pri­ 
vate homes will be $4 per foot 
of $75 per hour to homeowners. 
Negotiations are continuing. 
AUTO AGENCY — Agreed to 
oppose a proposed auto agency 
in the unincorporated area on 
Paradise Drive at Highway 
101.FLEA MARKET — Learned 
that county planning commis­ 
sion review of the town’s ap­ 
peal of the flea market in the 
unincorporated area of Parad­ 
ise Drive will be Jan. 25. 


The Great Wall of China was 
begun in 255 B.C. 


UNION 
FREE 


e x t e r io r c a r w a s h 


AFTER 6 P.M. 


Wi*h any fill-up a! regu lar prices 


W e ore open 7 Days 8 A .M . to 9 P.M. 


(with other discount wash prices in effect) 


located next to G reyh ound , San R afael 


C h e c k o u r 
THE RAIN TUNNEL 


Delta is ready 
when you are 
to Orlando/ 
Cape Kennedy! 


Fastest way, lowest fare, only Night Coach— 
$119, including new 8% U.S. Transportation Tax. 


Arrive Orlando/ 
Cape Kennedy 


4:20p 


Leave 
San Francisco 


7:30a 
12:40 p 
9:22 p 
10:15p Night Coach 
7:16a 
1:10a 
11:32a 


Tourist fares: Day $148, Night Coach $119. 
For reservations, call Delta at 388-5533 or see your Travel Agent. 


Fares include new 8% U.S. Transportation Tax. 


Lead Mechanic Joe Leyden. 
Another Delta Air Lines 
professional. 


THESE PRICES LIMITED TO STOCK ON HAND! 


Lim ited Ti 
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A VALUE 


W INNER! 


E ve ry One 
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A G reat 
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B U Y ! 


IT'S 


BA C K 
AGAIN! 
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fcSVooi£ 
HOURS: 


Daily 8:30-5:30 
Sat. 9:00-5:00 
Wed. Evei. 7-9 


30-60-90 Days 
Same As Cash or 
Convenient Terms] 
THIRD & C STS. 
SAN RAFAEL 


I) Phone 453-6074 
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REHO 
FFERED TO YOU AT SHARPLY REDUCED PRICES! 


E OF THESE FANTASTIC STOREWIDE VALUES! 


OPEN MON. THROUGH FRI. 9:30 TO 9; SAT. 9:30 TO 5:30; SUN. 11 TO 5 


IN A D D ITIO N TO THE RETAIL STORES S H O W N ABOVE, WARDS HAS CATALOG STORES IN THE LOCATIONS LISTED BELOW 
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Terrific selection of Indies' 
newest-look nylon umbrellas 


Vinyl patent, wood 
Q A 
or m etal handles, 
O 
4 9 
carved or polished. 


Special buy Y i,h s e l f ‘ fabrici 
slip-cases. 
J 


: SAVE 
*3 EACH! 


Reg. 5.99 
Pants 29-44 


Tuesday, January 1 9 ,1971 
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4 DAYS ... WED-, THURS., FRI., SAT. 


W 
a r d s 


year 


*2 off! W ards matched 


work sets . . . "p lu s" quality 


9 
9 
:? ' . l 


Reg. 4.99 
Shifts S, M, L, XL 


You get extra-wear fabric of 2-ply 
Dacron® polyester and combed cot­ 
ton . . . NEVER NEEDS IRON ING! 
Extra-strength stitching with poly­ 
ester thread; seat seams d o u b le ­ 
stitched I Proportioned fit, permanent 
crease. 


SAVE *30! 


W ards own 2-button suits 
in new patterns, colors 


Once-a-year savings! 2-button style in the 
latest shape . . . wider lapels, deeper 
vent! Imported wool worsted-silk blend. 
Newest patterns, colors. Regulars, longs 
and shorts. Hurry in! 


Normal alterations at no extra charge. 


Vi price sale! 


Men's sport shirts with 
longer-point collars 


CHARGE IT'* AT WARDS! 


Get the latest fashion styling: 
longer point collars and half 
sleeves . . . get 'em new at ter­ 
rific 
savings! 
Rich 
polyester- 
cotton 
b le n d s stay neat, 
fresh-looking alw ays! Men's 
sizes S-M-L-XL. Hurry in! 


Men's luxurious 100% 
f 
acrylic knit shirts! 


f o r 
Special Buy 


Half sleeve mocks! Bold 
new st ri pi ngs ! N o n ­ 
wr i n k l i n g , ma c hi ne- 
washable. Men's sizes S- 
M-L-XL. 


Repeat of a sellout! 
Low, low price on 
cotton gauze diapers 


Two-ply, surgical type cotton 
gauze diapers— fast-drying! 


BIG SAVINGS 
ON BABY NEEDS! 


Everything you need for your baby! 


Special buy! 
Package of 12 


Thick 'n thirsty, cotton- 
gavze digpers are strictly 
first quality! Now at a 
come-quick sale price. Soft, 
easy-to-wash and fast-dry­ 
ing. With pinked and sel- 
vaged edges that won't 
fray or chafe baby. Pack­ 
age of 12. 20x40". 


— 
69 
| f o r ^ h 
Rey. 3 for 1.99 H 


S a n i t i z e d H , 
cotton. 
Adjustable d ia -^ ^ ^ ^ ^ ^ ^ B 


of 3. 3-18 mos. 
B 
B 
B 
B 
B 
B 
B 
Waterproof vinyl pants 
Pull-on style. Soft 
nylon over rubber O 
Q Q 
waist, legs. Pack w f O R # # 
of 3. 3-24 mos. 
t#*.Jfsn.i* 
Baby receiving blanket 
Printed stripe on 
brushed cotton. 
$ * 1 
White or pastels. ALtQQ 
| 
30x40". Set of 2. 
R^.2|Gri.29 
Thermal knit crib blanket 
Cotton blanket 
lasts long. 6" ny- 
taffeta bind- 
i ng . Wh i t e or [ 
pastels. 3 6 x 5 0 ". 


S m o o t h , pre - F.I 


to t* 


ton. Elastic end». 
Pits 27x52" crib ^ 
mattress. ' 


3.99 


78 


U ff. $1 


/VtONTGO/l/lER 


mm 
WS&Á 


2 5-jewel skin 
divers watch 


Reg. 2 
Self-wind 
ca 
has luminous 
ute timer bez 


hand. 


U tility cabinet or base cabinet 
YOUR 
CHOICE 


SAVE 
B ase c a b in e t o r g a n iz e s 
pantry. Stain-resistant plastic 
top. 36x24x20". 
TABLE LAMPS TO PRIMP A 
PRETTY PICTURE W INDOW ! 


REG. *40 EACH 
JUST CHARGE IT! 
0 Crystal lamp with gleaming 
golden base, white shade. 
Night-light in base. 45" high. 


® Traditional lamp of hydra- 
stone in moss green or honey 
gold. Parchment shade. 42" high 


0 Spanish moss green or hon­ 
ey gold hydras tone lamp; 
white parchment shade. 44". 


0 Early American amber or 
green glass lamp with night- 
light, ruffled shade. 33" high. 


0 Satin white crackle glass 
with night light in base and at­ 
tached chain trim. 43" high. 


Heavy gauge steel. 5 
shelf spaces. W h ite 
enamel finish. 63x24x 
14-inch. 


Save $5! U tility cabinet 
w ith 5 full shelf spaces 


Reg. 24.99 
Bright, easy-clean white 
enamel finish over sturdy 
heavy-gauge steel. 60x 
22x12" wide. 


SAVE NOW ON HEALTH ITEMS 
Save on bath, hand 
tow els and w ashcloths 


■ Reg. 2.25 
I 
bath towel 


Gracefully fringed, 
fashion-rib 
towels, 
reverse to nubby cot 
ton terry. 


Hand towel, Reg. 1.30.....1.07 
Wash cloth, Reg. 65c...57c 
4-gallon humidifier 
vaporizer 


Add filtered, mois- 
V B 
C 
turized air to room, 
Æf 
I 
^ 
~ 
Lasts 24 hours! 
I 
if ® ' 
'/r Save $3 ... 
heating pad 
$2 off 1-gal 
vaporizer 
1.11 off bath mats! 
Night light on 
dial, 2 washable 
covers, 6 W cord. 
UL listed. 
21x36" oblong or 
21x27" contour 


YOUR CHOICE 
Reg. 8.99 


Runs 8 to 10 hours on a 
filling. Tough plastic case 
in compact size. 
M K M Reg. 3.99 


Fluffy nylon pile; latex back 
Choose either size. 


$4 of# 1 !/2-gal 
vaporizer 


27x48" oblong, R< 
Save 2.11............ 
Lid cover, Reg. 1.99 
Tank set, Reg. 4.99., 


Reg. 13.99 


Last to 20 hours on one 
f i l l i n g . W h i s p e r - q u i e t 
motor; durable plastic. 
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Special Buy! Innerspring 
mattress set 


“ 5%< 
Ü S L . 
* 
# 
C 
# 
C 
TWIN OR 
% 
# 
% 
# 
F U U S IT 


Twin or fu ll mattress and 


box spring set. M u lti-n eed le 
q u ilt cover. H andles. 
Queen set 
$138 
King set.............. $178 
M . ^ Êk 


5-piece bedroom group in 
"Del M ar" Spanish Oak Finish 


Includes triple dresser and mirror, two 


commodes and standard-size headboard. 
No-mar plastic tops. 
King headboard $10 additional. 


Reg. 79.95, 5-draw er chest..................69.88 91Q88 


■ 
Æ 
SPC GROUP 
■ 
M 
REG. 254.75 


SAVE NOW ON SLEEPERS AND SOFA SETS! 


SAVE 
$40! 


*50 off! 4-cushion velvet sofa 


Lovely fad e-resistan t fa b ric en- 
j a a 
a 
h a n c e s a n y d e c o r ! S t u r d y 
£ A 
| U 
springs, b a ll casters. H a rd w o o d 
fram e 
Reg. 399.95 


Save *60! Sofa and chair set 


H e rc u lo n ® lim e tw e e d c o v e r in g ; 
9 
1 
0 
8 
8 
m atching 
arm 
caps; 
b a ll-b e a rin g 
I i r SIT 
casters. 
Reg. 379.95 


Sleeper 
sofa 


Factory 
select 


fabrics. Choose 
yours now! 


*70 off! Sofa- 
bed and chair 


U p h o l s t e r e d i n b i s c u i t 
tufted b la ck vin yl. O p en s 
to sle e p 2 easily! 


SPECIAL BUYS ON WARDS FINE CARPETING! 


U 


EACH 


6x9' area rug 
bargain sale! 
19«? 
Reg. 25.99 te 39.99 


Select nylon, polyester or 
acrylic piles in solids and 
tweeds. Foam rubber jute 
backs.. 


Assorted room size; Trom 10x12' to 
12x18'. Nylon, acrylic, polyester 
surfaces in solids and tweeds . . . 
cut from Wards high-quality carpet­ 
ing. All ends are neatly finished. 


New colors! 3 
tubular rugs 
88 


Special Buy 
3-RUG PACK 


G reen , rust, brow n! 1 0 1 "x l3 7 " 
rug fo r 9x12' a re a . 22x34“ scat­ 
ter, 
22x68“ 
runner. 
D u ra b le 
d o u b le core. 


SPECIAL BUY! 
Smart rugs for 
large rooms 


YOUR CHOICE 


M O N T t - O / V U ^ Y 


Early Bird 
Income T( 
Refund1. 


re tu rn in 


Specialist 


S ervit» 


¿m m 


Reg. 259.95 
MODEL 12249 


I Screen. C om pact 
Iwith slide-rule UHF, 
iC for great viewing! 


MODEL I1160 


MODEL 17241 
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b i g 
SAVINGS! 
WAITED 
TIME! 


18-lb. load 
washer 
1491» 


18 
agitator for thorough 
cleaning action; lid reverses 
to open right or left; front 
servicing for easier repairs. 
Model 6129 


Electric 
dryer 


Special 
Buy 


Giant 8 cu. ft. drum for full 
18-lbs. Clothes tumble 
freely . . . dry faster with 
fewer w rinkles. Pre-set 
timer stops dryer automati­ 
cally. Safety-stop door. 
Model 7029 


100 PLUS for all your ice needs! 


100 P L U S is big enough to 


hold over 100 cubes, smal 


enough to fit into the 


freezer compartment. 


Three easy-twist, easy* 


release trays are durable 


plastic-there are no 


metal parts to freeze up. 


Extra-large keeper stores 


extra ice for all your 


special parties... and 


everyday meals as well. 


688 
Reg. 8.88 


Order 100 P LU S 


and give all your 


parties a pick-up! 


Call your nearest Ward 
store and ask for San 
Leandro ext. 225 or 270 


O f f e r expires Feb. 1, 
1971. 


16 cu. ft. UPRIGHT FREEZER 
or FR0STLESS 
REFRIGERATOR-FREEZER 


Y O U R CHOICE 
10088 


I Jf 
m 
each 


Special Buy 


UPRIGHT FREEZER... 
holds 560 pounds; mag­ 
netic gasket; no-chip 
liner; d e f r o s t d r a i n ; 
basket. 
Model 4640. 


R E F R I G E R A T O R - 
FREEZER . . . Freezer 
holds 129 pounds; 2 
dozen egg rack; vegeta­ 
ble crisper; 2 cold con­ 
trols. 14 cubic foot. 
Modal 1410. 


YEAR GUARANTEE 
on color pkfvro tube 
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23 inch diagonal COLOR 
Airline® TV. . . with instant- 
on pictyre, pre-set VHP and) 


A 
C 
Q 
8 
8 
I 
M# W Reg. 519.95 


New brighter screen on A»r- 
[Hne® 23" d ia g o n a l TV. 
AFC, slide tint/color con- 
■ oak veneer cabinet. 


Save s6 to $7! Powr-Kraft 
3 /8 " reversible drill or 
sabre saw kit with case 


i YOUR 
CHOICE 


EACH 


Reg. 25.99 3/s-inch variable speed drill 
p ro d u ce s 0 to 1 ,0 0 0 RPM. 2.5 am p 
motor has bronze bearings. 
Reg. 26.99 sabre saw kit . . . includes 
2-speed saw, 3 blades, rip guide, and 
auxiliary knob. W ith carry case. 


PAY-IN-MAY LAYAWAY .. $5 holdsany purchase up to * 2 0 0 'til M ay 
.. $10 holds purchase over *200 


AAOINTTGO/VXEKVl 


$ 2 3 off! 2 3 0 - 
am p arc w e ld e r 


9.6-H P low 
p ro file m otor 
12-foot aluminum cartop boat 


Lightweight aluminum boat has extruded 
gunwales; safety flotation built under 
the seats. 53" beam. 


Reg. $459 


Easy-carry, stow 


Twist-grip 
throt 


tie. 414-gal. tank 


ru11 gear-shitt, 


a u t o r e w i n d 
starter. 6-HP. 


25% OFF! 
DISPLAY LIGHT 
FIXTURES 
OVER 19.99 


SKI EQUIPMENT 
CLEARANCE 


25% OFF! 
SAMPLE FIREPLACE 
ENSEMBLES 
SOME ONE ONLY 
QUANTITIES LIMITED 


S6 Jnftrprtifrret-iimraat!._________ Tuesday, January 19, 1971 


/ W O I V T G O / I A E R 


m m iM 


FREE E ST IM A T E C O U P O N 


GAS WATER HEATERS 


O ur best ga s 
w ater heater 


REG. 99.95 


Automatic flam e co n ­ 


trol regulates burner 


to meet your hot water 


needs. 
Delivers 
43.7 


qcd 
per hour at 100 


I n s t a l l a t i o n a v a i l 
able, extra. 


$10 off deluxe 
w all furnace 
$16 off counter 
flow furnace 


REG 
174.95 


C o m p a c t 
3 5 , 0 0 0 B T U 


unit can be recessed or 


surface mounted. Remote 


w a 11 m ounted thermostat, 


1 0 0 °o safety pilot. 


ower 


ELEGANCE FOR YOUR KITCHEN! 


Ben Franklin 
fireplace *25 


Save *20 on 
electric fireplace 


E le c tric ti r 


hangs on wa 
rative ceran 
Measures 63 


*20 off modern 
30" fireplace 


jtylish conical 
ihape blends with 
any decor. Burns 
logs, coal, charcoal; 
adapts for gas or 
electric logs. Grate is 
included. Colors. 


MAIL TO NEAREST WARDS RETAIL STORE 


Please have Wards kitchen planning expert call me 
to arrange for a free installation estimate. I under­ 
stand I am under no obligation to buy. 


N A M E __ 


ADDRESS 


PHONE - 
C IT Y___ 
a ll base and 
w all cabinets 


REPAINT NOW AND SAVE! 


Latex interior 
fíat enamel paint 
Wards 30- 
gallon gas 
water 
heater 


REG. 10.9 9 GAL. 
W ards finest interior paint! 
Dries to a fiat finish that's scrub- 
bable. Odorless, dripless appli­ 
cation. Guaranteed one-coat 
coverage. Many colors. 


^ T^ AO RQ IN ARY v £ l v F ’ 
■ y f i n i s h t h a t W A S H E -1 
U k e T h e T O U fiH E S T £>■ 


^ H A N T E E D O N E - C 
TANK 
GUARANTIED 
7Vi TULL YEARS 


M o n t g o m e r y W o r d w ill 


fvrn iih a new w afer h e a le r 


FREE if the tank in this 


h e ate r leok» due to d e fe c ­ 


tive m a t e r ia l'o r w orkm o n - 


ih ip w ithin 7 '/ j y e a r« o f pur* 


c hase w hen use d for »ingle 


or 2 fam ily re»iden!iol p ur* 


p o t e i. 
In st a lla t io n fre e 


d u rin g 
first 
y e a r, e x tra 


thereafter. 


GUARANTEE 


This point it guoronteed 
to t o v t r a n y c o lo r 
painted surface with on* 
coat wh*n applied ac­ 
cording to label direc­ 
tions at a rat# not to 
•xcood 450 tq. ft. per 
gallon. If this point fails 
to covor at sloted here, 
bring the label of this 
paint to your nearest 
W ards branch and wo 
will furnish enough paint 
to insure coverage, or, 
at your option, will re- 
fund the complete pur­ 
chase price. 


Dripless 
interior latex 


gat* 


REG. 7 .99 G A L. 


Easy way to beautiful 
walls. Fast drying. 
Soap and water clean 
up. 20 modern colors. 


OUARANTII 


This paint is guaranteed 
to c o v e r 
a n y 
co lo r 
painted surface with one 
coat when applied ac­ 
cording to label direc­ 
tions at a rate not to ex­ 
ceed 450 sq. ft. per ga l­ 
lon. If this paint foils to 
cover as stated here, 
bring the label of this 
paint to your nearest 
W ards branch and we 
will furnish enough pent 
to insure coverage, or, 
ot your option, will re­ 
fund the complete pur­ 
chase price. 


WARDS DELUXE GAS WALL HEATERS 


Vu 
beetled 
com- 


COOLER CEILING kustion cham- 
AIR INTERS HERE b e r v e n t s 
— v-7 1*1 
through 
the 
M 
it 
m 
wall — no ex- 
V * \f 
i^[ 
posed flame to 
r o b , r o o m of 
f j l 
oxygen! Great 
j 0 
for installation 
, 
in 
bedroom, 
. 
r e c r e a t i o n 
> 
1 
room, or a a - 
|,1.\ 
' 
3 
2 
, m 
rage . W a r d s 
;( '• 
.//¡I 
~ i/dciff:l 
will a r ra n g e 


'^4 ¿4 
i n s t a l l a t i o n 
(extra). 


Vents through 
regular 4" vent 
s y s t e m 
a p ­ 
p r o v e d b y 
l o c a l c o d e s . 
G re a t for in­ 
stallatio n 
in 
bedroom, rec­ 
reation 
room, 
o r g a r a g e . 
Wards will ar­ 
range low cost 


i n s t a l l a t i o n 
(extra). 


Special! 9-in. 
roller kit 
222 
SPECIAL BUY 


I n e l. r o l l e r tr a y , 
sturdy roller, drip- 
less 9" cover, wood 
extension handle. 


Save »51! Va-HP piston 
type air compressor 


2.0 CFM at 40 PSI, max £ 
& 


tmum 100 PSI. 12-gal. 
V 
% [ 
lank; easily converts to 
stationary mount. 


»2 off Wards "Antique 
or "woodtono" kits 
Fun, rewarding! Just 3 easy 
i 
step*; glaze, base coat, finish 
_ 
coot. Brings furniture to life! 
^ 


Tuesday, January 19, 1971 
Jtibrprnftntt-ipurnal, $7 


f 


Sft Jnftrpnibnit-Jgunial, 
Tuesday, January 19,1971 


SAVE NOW! 
WARDS AUTO 
SERVICE 
SPECIALS! 


$1 OFF!|FRONT 
WHEEL BEARING 
INSPECTION & PACK 


PER WHEEL 


REG. $2 


X-L-T 
QUALITY r e t r e a d 


« • 5 0 . 1 j r i l s 
»«• Pius 34« 
F***T. tACH 


' T ftA D E .fiy * 


»y, road-hozardJ, 
qU° '' 
Quarantee. 
Whitewalls $2 
S s s ^ 
°re each. 


p g p p p y . . . 4» 
. 
------------------ 
33’/3% OFF! 
g lasbelt 


2 + 2 CONSTRUCTION 


1 7 


FREE Riverside® tire 
mounting and rotation 


3 9 


SAVE $5l|SAFETY 
TIRE INSPECTION 
AND ROTATION 


ALL 4 
TIRES 


REG. $11 


W e check tires for con­ 
ci ition a n d u n e v e n 
tread. Check balance, 
inflation and rotate 
all 4 wheels. 


7 . 7 5 - 1 A T B l S . 
B i n . P L U S 1 . 9 7 


A S 
f 
E T l A C ” 
. M 
L O W 
1 
K 
A N D T R A D E -IN 


2 plies of nylon plus 2 fi­ 


berglass 
belts for extra 
mileage. Lifetime quality, 
road-haiord guarantee. 


* * * « 
« 
, . „ 
^ 
0 
* 
]LO W 
^ ) j | A ^ 60t 
N 
I AS 
z 
f 
l u 
7 eij ; '4 r»is. 


» .¡5 .2 “ u p 
> r e • » il e a ANo,*a0t.,N 
; 
r » 
o 
, e d 
, 
* 
• 
• 
• 
, 
i n . 
tP‘y "W on ZdVffr°n9 


t * ob,e '°yon ^ 
d y o n * 
tlme qua/iry " b* ,,s- U i 
9uam«*_ 
road-hr.^ 


f l C O F F i 
sfc sK K S a 


4 * 0 7 0 - 1 4 T B L S . 


S 
a 
. 
1 
O 
W H I T I P L U S 3 . 


rt\A/ 
I 
i Z 
F .E .T . EA C H 


IS 
A 
© 
AND T R A O E -lN 


Belted polyester cord body 
means extra mileage, com 


, rt safety. Lifetime qual- 


W A R D S R IV E R S ID E P A S S E N G E R 


T IR E 
G U A R A N T E E 


Montgomery W ard guarantees Riverside 
car tires (to the original purchaser) ogo.nst (1) defects 
in moteriol and workmanship ond (2) road haxords 


as follows: 
If the tire foils due to such defects, Montgomery 
W ard will replace the tire FREE during the first 
2 0 % of original tread life, ond for a proroted 
charge bosed on tread wear received during the 
remoinder of the tread life. If the tire foils due to 
road hazards (excluding repairable punctures) 
during the original tread life, Montgomery W ard 
will replace the tire for a prorated charge based 
on tread wear received. 


Prorated charge is bosed on the regolor ex ­ 
change price in effect at the retail store to which 
returned or the current catalog price in effect at 
the store or agency to which returned, in either 
cose including F.E.T. Original tread life is to the 
top of the tread wear indicator. 


For service under this guarantee return tire with 
evidence of dole of purchase to ony Montgomery 
W ord branch. 


— 
- 
' 
- 
1 
SMBk 
2 5 % OFF 


m o n e y m a k e r t r u c k t ir e 


• For vans, campers, trailers 
• Dependable nylon cord body 
• Deep sides for extra traction 


5 C “ L " X 6 . 5 0 - 1 3 tubeless 


blackwall tire plus 34* F.E.T. each 


and trade-in off your car. 


select u sed tires 


l o w AS 


. 
* 
3 


First Time at Reduced Price! 
25% OFF! 
WTO/RADIAL 


7 . 3 5 - 1 4 T B l S 
O A 37- 


A N D 


7 . 3 5 - 1 4 T B L S . 


P L U S 3 . 4 6 


EA C H 


t r a d e - i n 


Our finest tire! 4 rayon 
belts, 2 ra d ia l plies 
rayon teaming up to give 
maximum mileage, traction 
and durability! lifetime 
quality, road-hazard guar- 


antee. 


25% o ff? 


PLuV3 TBLS- 
P l U S 
fACH ANO 


* A 0 f - i N n e t 


v I: 
/ 
k' 
M 
I 
? / 
// W 
' 


\ \ V - V 1 --------- 
Ï 
fU BI-TYPI 
1 BLACKWALL 
0 
SIZES 


REGULAR 
PRICE 
EACH 


SALE 
PRICE 
EACH 


PLUS 
F.E.T. 
EACH 


I 
6.70-15 
$37 
27.75 
2.40 


1 
7.00-15 
$43 
32.2g 
2.85 


H 
6.50-16 
$38 
28.50 
2.61 
R 
7.00-16 
$43 
32.25 
3.00 


g a r l a n q s a f e tv re 
“»"witotiSSSL 


> ^ 2 ^ 
4 s° 


5 jurb«tnon-be/ted 
p Y P o ly e ste r card l 
’’ 
,nn#' Safety Seal 
,°dy- 
s r ^ iS r * - * 


STOP IN AND SEE 
WARDS COMPLETE TIRE LINE 


BUY W ARDS LIFETIME QUALITY AUTOMOTIVE ACCESSORIES NOW AND SAVE! 


For os long os you own the cor in 
which installed, Montgomery W ord 
will furnish a free replacem ent for 
ony Riverside Supreme Bottery which 
fads to occept ond hold a chorge. 
Return bottery with evidence of pur­ 
chase 
to 
ony 
Montgomery 
W ord 
branch. This guarantee does not opply 
to batteries installed in commercial 
vehicles 
r ■ -, ■■ 
INSTALLED 
FREE 


SAVE *5! 
LIFETIME GUARANTEE 


P le n ty of re s e r v e 
power for high-drain 
extras and cold morn­ 
ing starts. For most 
U.S. cars. 


80 


12-V., EXCM. 
REG. 33.80 
’ 
-W- W&P- • 


LIFETIME 
SUPREME SHOCK 
GUARANTEE 


For ei long a* you own the 
car on which your Riverside 
Suprtm« shock obsorbars 
havD baan installed, and 
providad thoy rtmain on 
that car, if a shack fails 
for any roason raturn it 
to any Wards branch and 
wa will raplaca it froo. 
If Wards originally in* 
stallad tha shack absorbtr, 
wa will install tha replace­ 
ment fraa. This guarantee 
does not apply to shock 
absorbers installed on 
commercial vehicles or to 
shock absorbers damaged 
in an auto accident. 


RIVERSIDE* SUPREME MUFFLER 
REGULARLY 13.99 ... SAVE *5! 


> * 
. 
_ 
_ 


t 


SAVE $3 PR.! SUPREME SHOCKS 
WITH THE LIFETIME GUARANTEE! 
Replace with Supreme 
. . . never buy another 
1 
9 8 
pair of shocks as long 
I 
PR. 
as you own your car! 
REG. 19.98 
INSTALLATION AVAILABLE (EXTRA) 
f 


v it'I 'd 


» 4 
*¿jfc 


Étë 


WARDS RIVERSIDE* 
LIFETIME SUPREME 
MUFFLER REPLACEMENT 
GUARANTEE 


to, e i long Ot yew own the car on 
which mUall.d, Montgomery W o rd will 
fwrmth e free replacement for any 


ti.eru de Supreme Muffler which foili 


for any reoton. If Montgomery W o rd 


originally initatled the muffler, it will 
inttall the replacement^ free. Return 


muffler to any Montgom ery W a rd 
branch (any branch having imtollalion 


facilities, if free imlaHation included) 
with evidence of pvrchate. Thu guar, 


antee doe. not app ly to mwfflori in- 


•tolled on commercial vehidei or to 


muffler, dam aged in on auto accident. 


Guaranteed for as long as 
you own your car. M ade of 
the best d o u b le -w ra p p e d 
steel; zinc-galvanized to re­ 
duce rust. Sealed seams pro­ 
vide safer exit of exhaust 
fumes. 13.99 Supreme muf­ 
fler for 1960-63 Fords and 
1954-64 Chevrolets. 


1 0% OFF ALL OTHER 
MUFFLERS IN STOCK 


OAKLAND 


I . 1 4 *1 » f t 3 9 t h A v d . 
Phone 939-1900 


RICHMOND 
M«c4d r « M s t frH tra y 
Phone 333-9330 


I SAN LEANDRO 
3000 A lv trc d * St. 
Phene 357-7300 
(Hut item RttMt traptncs, «sardi 


DALY CITY 
133 Serromonte Center 
Phene 993-9770 


CORTE MADERA 
Certe Modern Center 
Phene 934-1122 


PLEASANT HILL 
3302 Mnnwment Blvd. 
Phene 636-4000 


FREMONT I 


39201 Frement Blvd. 
Phone 792-1700 


SAN JOSE 
160 Be. let. it. 
Phene 292-6426 
(N*t ipM l««tgy| 


■ Á Ñ 
T i O 
C H 
2SS4 Semersville Beed 1 
Phene 7S4-1100 
I 
!M»»t rttw ma»! «parti mt hrntsn) 
IN ADDITION TO THE RETAIL STORES SH O W N ABOVE, WARDS HAS CATALOG STORES IN THE LOCATIONS LISTED BELOW 


U S E Y D U R 
MILL VALLEY 
SAN FRANCISCO 
SAN FRANCISCO 
LIVERMORE 
MARTINEZ 
WALNUT CREEK 
VALLEJO 
LOSOATOS 
SUNNYVALE 
1013 
Washington St. 
Phene 245-6S64 


BURLINGAME 
1429 
Bvrlin«ome Ave. 
Phene 347-14« 1 


REDWOOD CITY 
PALO ALTO 
CHARG-ALl 
37 Miller St. 
26S7 Missien St. 
1931 Irvin« St. 
206 Se. J St. 
690 Mein St. 
1370 Lecest St. 
616 Morin St. 
420 N. Sente Cm* 
2317 Brendwny 
S90 Emerson 
HIRE TOO! 
Phene 363-0232 
Phene 326-5739 
Phene 731-1220 
Phone 447-0410 
Phene 223-7997 
Phene 939-2S72 
Phene 644-7741 
Phene 3S4-7SS2 
Phene 365-1430 
Phene 322-3461 


